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Introduction 
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the inside back cover. 


All the dqcuments cited in the Document Résumé Section of the journal, except as noted, are available from the 
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Legislative Authority Code for iden- 
tifying the legislation which supported 
the research activity (when applica- 


ERIC Accession Number—identifica- ble). * 


tion number sequentially assigned to 
documents as they are processed. Bien Es 


Author(s). 


AA 000 223 ———_ _ Flearinghouse accession number. 


ED 013 371 64 
Norberg, Kenneth D. 





Sponsoring Agency—agency respon- 
sible for initiating, funding, and 


Iconic Signs and Symbols in Audiovisual 
managing the research project. 


Title. Communication, an Analytical Survey of 
Selected Writings and Research Findings, 
Final Report. 





Report Number and/or Bureau Num- 


Organization where document origin. ---—————— Sacramento State Coll., Calif. ber—assigned by originator. 
ated. Spons Agency—USOE Bur. of Research 
Report No.—NDEA-VIIB-449 , 


; —— Pub Date—15 Apr 66 
Date published. Contract—OEC-4-16-023 


Note—129 p; Speech given before the 22nd 
Contract or Grant Number—contract National Conference on Higher Educa- 


numbers have OEC prefixes; grant tion, Chicago, IIl., 7 Mar 66. 
numbers have OEG prefixes. Available from—Indiana University Press, 


A aD and Morton St., Bloomington, In- 
Alte:nate source for obtaining docu- diana 47401 ($2.95) 
ments. EDRS Price MF-$0.65 HC- $6.58 


gen Bem Ypres me gen *Communica- 
EDRS Price—price through ERIC _ tion (thought transfer), *Perception, *Pic- 
j a torial Stimuli, *Symbolic Language, In- ; : : 
oMF means” microfiche; “HC structional Technology, Visual Stimuli. SA esritrs—subjet terms — which 
means hard copy. When listed “not Identifiers—Stanford Binet Test, Wechsler characterize _ substantive ow 
available from EDRS” other sources Intelligence Scale; Lisp 1.5; Cupertino Only the major terms, — y 
ere cited above. Union School District. an asterisk, are printed in the sub- 
The field of - analogic, or iconic, signs was ject index. 

explored to (1) develop an annotated bibli- 
ography and (2) prepare an analysis of the 
subject area. The scope of the study was 
limited to only those components of mes- 
sages, instructional materials, and com- 
municative stimuli that can be described —____ d 

properly as iconic. The author based the Informative Abstract. 
study on a definition of an iconic sign as 
one that looks like the thing it represents. 
The bibliography was intended to be repre- 
sentative and reasonably comprehensive 
and to give emphasis to current research. 
The analysis explored the nature of iconic 
signs as reflected in the literature and re- 
search. (AL) 
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Identifiers -— additional identifying 
terms not found in the Thesaurus 
of ERIC Descriptors. 


Abstractor’s initials. 
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08 Adult and Vocational Education, Public Law 
88-210 

16 Captioned Films for the Deaf, Public Law 
85-905 
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89-10, Title I 

40 Handicapped Children and Youth, Public Law 
88-164 

48 Language Development, Public Law 85-864, 
Title VI 


Library Research and Development, Public 
Law 89-320, Title II, Part B 

New Educational Media, Public Law 85-864, 
Title VII, Part A 

New Education Media, Public Law 85-864, 
Title VII, Part B 

Research in” Foreign Countries, Public Law 
83-480 

State Educational Agencies Experimental Ac- 
tivities, Public Law 89-10, Title V. Section 505 
Supplementary Centers and Services, Public 
Law 88-10, Title III 

Other Office ‘of Education Programs 
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ED 073 330 AC 014 062 
Kaynor, Elizabeth H. 
Council for the Continuing Education of Women 
Annual Report. 
Council for the Continuing Education of Women, 
Miami, Fla. 
Pub Date 15 May 72 
Note—18p.; For period May 15, 1971 through 
May 15, 1972 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—* Adult Education, Adult Vocational 
Education, *Annual Reports, Credit Courses, 
Daytime Programs, *Enrichment Programs, 
Evening Programs, Junior Colleges, Noncredit 
Courses, School Community Programs, 
Seminars, *Womens Education, Womens Stu- 
dies, Workshops 
Identifiers—Dade County, Florida, Miami 
The 1972 annual report of the Greater Miami 
Council for the Continuing Education of Women 
(CCEW) is presented. The CCEW, in operation 
for two years and now a part of Miami-Dade Ju- 
nior College, offers programs encouraging women 
to continue their education and serves as an in- 
formation and referral center to educational 
resources in academic, career and self-improve- 
ment fields. In 1972, 790 students were in CCEW 
118 in related classes, 350 reached 
gh the Traveling Rap Center, and 614 in at- 
tendance at CCEW forums,  seminarios, 
workshops, and the Education and Job MINI- 
FAIR. CCEW courses in the fall term consisted 
of a survey series and one-theme seminars on 
contemporary literature, East Asian politics, and 
the urban-suburban mix. Courses during the 
winter terms consisted of a survey series and one- 
theme seminars on books that are changing 
America, East Asian political history, understand- 
ing the American political system, anthropology 
and social change, contemporary literature, con- 
versational Spanish, and psychology and the 
status of women. Courses during the spring term 
consisted of a survey of literature series and 
seminars on Caribbean cultures and political his- 
tory, psychology and the status of women, great 
decisions, books that are changing America, and 
conversational Spanish. The Intergroup Relations 
Task Force conducted group discussions with 125 
women at the county jail. CCEW’s work with in- 
tercampus programs, community programs, 
professional associations, and conferences is sum- 
marized. (KM) 





ED 073 331 AC 014 084 

Kent, William P. 

Test Data on Adult Basic Education Students. 
Second Interim Report. 

System Development Corp., Falls Church, Va. 


Spons Agency—Office of Education (DHEW), 


Washington, D.C. Office of Planning, Budget- 
ing, and Evaluation. 

Pub Date Dec 72 

Contract—OEC-0-7 1-3706 

Note—27p.; Supplement to “Data on Selected 
Students in Adult Basic Education Programs, 
1971-72; a Preliminary Report from an Ongo- 
ing Longitudinal Study,” Sept. 1972 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors— * Achievement Gains, * Achievement 
Tests, *Adult Basic Education, Adult Students, 
Age Differences, Data Analysis, *Longitudinal 
Studies, Low Achievement Factors, Racial Fac- 
tors, Sex Differences, Tables (Data), Technical 
Reports 

Identifiers—Tests of Adult Basic Education 


As part of an ongoing longitudinal study of 


adult basic education (ABE), reading and mathe- 


matics tests selected from the Tests of Adult 


Basic Education were initially administered to a 


national sample of selected types of ABE students 


in early 1972; comparable forms were later re-ad- 
ministered to as many of the same students as 
possible. Attendance data were collected on 
which to base estimates of hours of instruction 
between tests. The calendar interval between 
tests was usually 4 or 5 months. The percentage 
of students gaining a full grade or more was 26% 
for reading and 20% for mathematics. Initial test 
scores are somewhat related to amount of previ- 
ous schooling and to race, sex, and age (whites, 
females, and younger students tended to score 
higher than minorities, males, and older stu- 
dents). Gains between tests were highest, on the 
whole, for students with the lowest initial scores. 
Gains showed no clear relationship with at- 
tendance, race, age, or previous schooling. 
Females gained slightly more than males, even 
though they started at somewhat higher levels. A 


comparison made with test results obtained in a 


study of basic education students enrolled in 
Manpower Development and Training Act (MD- 


TA) programs showed that the MDTA students 
had higher initial scores but made similar gains 


for similar numbers of hours of attendance. 
(Author/KM) 


ED 073 332 
Nelson, A. J. A. 


AC 014 105 


The Role of Colleges of Advanced Education in 
the Education of Adults. A Report to the Aus- 


tralian Commission on Advanced Education. 
Pub Date Jul 72 


Note—6Ip. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Administrator Guides, *Adult Edu- 
cation, Adult Education Programs, College 
Planning, *College Role, Educational Planning, 
Educational Policy, Foreign Countries, Na- 
tional Programs, *Program Planning, School 
Community Relationship 
Identifiers— * Australia 
This report to the Australian Commission on 
Advanced Education is intended as a basis for 
discussion by those who have the responsibility 
for making program and policy decisions in con- 
tinuing education in Australia’s colleges of ad- 
vanced education. Though the idea that educa- 
tion is continuous with life is coming to be widely 
accepted intellectually in Australia, it has, as yet, 
made little impact on educational planning and 
policy. One result of the establishment of colleges 
of advanced education might be improved learn- 
ing habits in the adult community, resulting in an 
increased demand for adult education. Colleges 
of advanced education have the resources to 
make a broadly based contribution to adult edu- 
cation, and, since their primary concern is with 
the application of knowledge in the day-to-day 
world, adult education is consonant with their 
purpose. Colleges of advanced education would 
benefit the community, the nation, and them- 
selves through involvement in adult education. 
Colleges of advanced education are currently 
much less involved in adult education than are 
comparable institutions in ue U.S.A., Canada, 
and the United Kingdom. But, given the need and 
resources, considerable growth seems inevitable. 
However, if growth is not carefully planned, it 
will not be as beneficial as it might be and might 
find itself serving only advantaged groups. A first 
step toward planned growth should be discussion 
and definition of policy, involving all concerned 
policy-making groups. (Author/KM) 


ED 073 333 AC 014 119 

Breeden, Clare Nell And Others 

A Plan for Identifying, Selecting, Orienting, Train- 
ing, Utilizing, Recognizing and Evaluating Home 
Demo: stration Clothing Project Leaders. 

Pub Date 72 

Note—24p.; Prepared for Agricultural Extension 
5120 course 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Adult Education Programs, *Adult 
Leaders, Adult Vocational Education, *Exten- 
sion Education, Home Economics Education, 
Home Economics Teachers, *Leadership Train- 
ing, Rural Extension, *Sewing Instruction, 
Technical Reports 
A study of clothing leaders in Meigs and War- 

ren counties, Tennessee, was conducted to find 





6 Document Resumes 


ways to improve the use of new and present 
clothing project leaders in adult home economics 
extension programs. An analysis of each county’s 
work plan for 1972-73 was the basis of this 
research project. The leadership development 
plan consists of: (1) identifying potential leaders, 
(2) selecting a clothing project leader; (3) orient- 
ing--placing the emphasis on job expectation and 
initiation of leaders into job responsibilities; (4) 
training--meetings, workshops, conferences, etc.; 
(5) utilizing--leaders to their full capacity; (6) 
recognizing--good leader performance; and (7) 
evaluating--guidelines for evaluating leader per- 
formance. A bibliography is provided. (KM) 


ED 073 334 AC 014 120 
King, Gary W. 
The W. K. Kellogg Foundation and Rural 
Development. 
Kellogg Foundation, Battle Creek, Mich. 
Pub Date Aug 72 
Note—9p.; Paper presented at the World Con- 
gress of Rural Sociology, Baton Rouge, Loui- 
siana, August 1972 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—* Agricultural Education, Agricul- 
ture, Community Service Programs, *Develop- 
ing Nations, Extension Agents, *Foundation 
Programs, Human Resources, *International 
Programs, Leadership Training, Natural 
Resources, Private Financial Support, *Rural 
Development, Rural Economics, Rural Exten- 
sion, Speeches 
The W. K. Kellogg Foundation, since its incep- 
tion in 1930, has assisted programs in health, 
education, and agriculture. The programs in 
agriculture are usually concerned with rural 
society and the quality of rural life rather than 
technical agriculture. The agricultural programs 
are international and range from domestication of 
the musk ox to rural leadership training to techni- 
cal assistance in agriculture and home manage- 
ment to food science and technology programs to 
extension education, resource development, com- 
munity services, and an agribusiness educational 
program. Observations on rural development in- 
clude the following: (1) it has been suggested 
that the most economically rewarding kind of 
education for developing countries is for rural 
females; since they are responsible for the 
younger generation, they can most quickly and 
constructively change attitudes and norms; (2) 
rural development is often equated with agricul- 
tural development when the non-agricultural rural 
population is a large problem; (3) land-grant 
universities in the U.S. have been slow to change 
their orientations from agricultural technology 
and business back to their original focus on the 
problems of people in ru areas; and (4) 
governmental commitment is necessary for rural 
development efforts to be effective, a commit- 
ment lacking in the U.S. (KM) 


ED 073 335 AC 014 121 

Kreitlow, Burton W. 

The Researchers Role in Facilitating an Interface 
between Research and Practice in Adult and 
Continuing Education. 

Note—9p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Adult Education, * Adult Educators, 
*Educational Researchers, Guides, Information 
Dissemination, Research Needs, *Research 
Utilization, Role Perception 
The researchers’ role in moving research out- 

comes to practice is approached from a practical 

rather than a theoretical standpoint. The roles 
researchers have played are: (1) the researcher 
who conducts studies, writes official reports, and 
leaves the use of the findings to others; (2) the 
professional who reports his findings in journals 
and at professional conferences; and (3) the edu- 
cator and change agent who considers teaching 
and public service, as well as research, aspects of 
the profession. Those accepting the third role ac- 
cept the idea that interface between research and 
practice is the researcher's ri nsibility. Three 
essentials in bringing about an interface between 
research and practice are: (1) the research must 
be relevant to the practitioner; (2) the researcher 
must be involved in the practice of adult educa- 
tion; and (3) the researcher must communicate 
research plans, practice and research results to 
the practitioner. Means of dissemination sug- 
leg for the third objective are writing, film, 

, Videotape, radio, result demonstrations, 
models, reports at conferences and inservice pro- 
grams, personal conferences, and teaching. (KM) 


ED 073 336 AC 014 131 
Hatfield, C. R., Jr. 
The Agent of Change: The Agent of Conflict. 
Pub Date Aug 72 
Note—25p.; Preliminary draft prepared for 
presentation at Seminar 10, Third World Con- 
gress for Rural Sociology, Baton Rouge, Loui- 
siana, August 22-27, 1972 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Adult Education, Adult Leaders, 
*Change Agents, *Culture Conflict, *Develop- 
ing Nations, International Programs, Models, 
Role Perception, ‘*Social Action, Social 
Change, Speeches 
This speech examines the role of change agents 
in third world societies and indicates that the 
change agent must, to some extent, manipulate 
the social situation, even if his view of society is a 
more optimistic one than he finds in reality. If he 
considers strains and stresses to be the lubricants 
of change, then his focus on conflict as a 
mechanism of change comes more easily. 
Although in pursuing directed change a conflict 
model of society is considered theoretically more 
satisfying and practically more realistic, this 
model does not provide guidance in controlling 
or utilizing knowledge and skills (nor, actually, 
does the functionally integrated view of society). 
But it does provide a different view of the future 
than the functional model, a future always chang- 
ing, societies always experiencing stresses, in- 
dividuals always negotiating relationships. If in 
utopian terms this is an unpleasant view, it does 
instruct us practically to foster the growth of in- 
dividuals and groups possessing those qualities 
that will ensure their survival. The ethics of the 
change agent as agent of conflict has its founda- 
tion here. (Author/KM) 


ED 073 337 
Kronus, Carol L. van Es, J. C. 
Pollution Attitudes, Knowledge 
Farmers and Urban Men. 
Spons Agency—lllinois Univ., Urbana. Agricul- 
tural Experiment Station.; Rockefeller Founda- 
tion, New York, N.Y. 
Pub Date Aug 72 
Note—28p.; Revised version of paper presented 
at the Rural Sociological Society Meetings, 
Baton Rouge, Louisiana, August 1972 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Air Pollution Control, Attitudes, 
Behavior Patterns, *Environmental Education, 
*Farmers, *Males, Pollution, *Rural Urban 
Differences, *Surveys, Technical Reports, 
Water Pollution Control 
Data were gathered through telephone survey 
of a random sample of 91 urban men and 97 
farm operators to study pollution attitudes, 
knowledge, and household pollution abatement 
behavior among urban residents and farmers. The 
results indicate that urban men are more con- 
cerned about pollution, more willing to allocate 
tax money to clean up pollution, have greater 
knowledge about the pollution of the city water 
supply, and are more likely to practice pollution 
abatement in their households. Demographic and 
socioeconomic background characteristics are 
better predictors of attitudes than of behavior. 
Analyses of the simultaneous effects of 
background variables and attitudes yield little 
about variables affecting knowledge acquisition, 
but indicate that pollution behavior is related to 
both situational factors (marital status among 
urban men, older age among the farmers) and at- 
titudinal concern. It is argued that adherents to 
voluntaristic strategies of pollution abatement are 
essentially displaying a rationale for inaction. 
(Author) 
ED 073 338 


AC 014 142 
Bostian, Lloyd R. 
Using Techniques and Materials Developed in the 


AC 014 140 
and Behavior of 


cation?”. 

Pub Date Jul 72 

Note—9p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Adult Education, *Agricultural Per- 
sonnel, *Extension Agents, Extension Educa- 
tion, Guides, Information Dissemination, Infor- 
mation Utilization, *Journalism, Mass Media, 
Research Utilization, Rural Extension, *Train- 
ing Techniques 


Ways in which a teaching and research pro- 
gram can help train agricultural extension staff in 
information and communication are presented. 
Teaching provides the resources of materials, 
techniques, and teachers themselves. Research 
provides results concerning the analysis of com- 
munication problems, audience information, the 
efficiency and effectiveness of media services, 
and the form of messages. Three assumptions are 
made about the ideal organization of information 
training activities: (1) there is central administra- 
tive control and direction over the information, 
training, and teaching functions; (2) staff mem- 
bers who are training have joint appointments in 
information offices; and (3) communication 
pathways between cooperating units are direct, 
not via administrative hierarchies. Research can 
aid training through: (1) researching trainees to 
find out their information abilities and habits and 
what they want in training; (2) research of 
agents’ use of mass media; and (3) audience un- 
derstanding of technical terms. A teaching pro- 
gram aids training through the ready-to-use 
materials, methods, and teachers it provides. It is 
recommended that the AAACE invest in a cen- 
tralized accumulation of existing training materi- 
als from all states. (KM) 


ED 073 339 


Ott, Harold R. 
Selected Socioeconomic Characteristics of Farmers 
Associated with the Use of Soil Testing. 
Pennsylvania State Univ., University Park. 
Cooperative Extension Service. 
Pub Date Aug 72 
Note—68p.; Extension Studies 45 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Adult Education, Adult Farmer 
Education, Agricultural Education, Agricultural 
Research Projects, Extension Agents, *Far- 
mers, *Farm Management, Rural Extension, 
*Socioeconomic Background, *Soil Science, 
*Surveys, Technical Reports 
A study was conducted to determine whether a 
relationship exists between several selected 
socioeconomic characteristics and the adoption 
or non-adoption of soil testing as a farm manage- 
ment tool and to establish whether or not a 
statistically significant relationship exists between 
adopters and imperfect adopters (discontinuers). 
Data were collected from 166 Pennsylvania far- 
mers whose names were supplied by the Pennsyl- 
vania State University Testing Service and county 
agents. Names from the testing service were 
known users of the soil testing program in 1970 
and 1971. County agents were given the names of 
the known testers and asked to match them as 
nearly as possible by size and type of farm opera- 
tion and, if possible, by neighborhood with names 
of nontesters or discontinuers. Each individual 
was interviewed by telephone. Results showed 
that nontesters had a lower level of formal educa- 
tion than those who had previously used soil test- 
ing. Nontesters were older than testers, had lower 
gross farm income, and lower organizational par- 
ticipation scores. Adopters were younger, had 
higher organizational participation, had nearly 
two additional years of formal schooling, were 
more likely to own their crop land, and were 
slightly more prone to adopt other farming in- 
novations than were discontinuers. Nontesters 
who had considered testing had a higher level or 
organizational participation than other nontesters. 
Implication and limitations of the study are 
discussed. (Author/KM) 


AC 014 148 


AC 014 149 


Pub Date 72 

Note—20p.; Prepared for Agricultural Extension 
5120 course 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Agricultural Education, Extension 
Agents, ‘*Extension Education, Leadership 
Qualities, *Leadership Training, Technical Re- 
ports, *Young Farmer Education, Youth Clubs, 

Youth Leaders 

Identifiers—*Four H Clubs, Tennessee 
Robertson, Davidson, and Sumner counties, 

Tennessee, were studied to determine the present 

4-H organizational leadership situation and to 

find solutions to whatever problems they have. It 

was concluded that the following was needed in 

each county: (1) more organizational leaders--a 





minimum of one per club; (2) definitions of 
leader role in terms of expectations from agents 
and members; (3) effective training of leaders to 
assure self-confidence and competence; (4) more 

portunities in which to use leaders; (5) more 
effective means of recognition; and (6) periodic 
evaluation of the county's situation by agents and 
leaders. The leadership development tasks of 
identification, selection, orientation, utilization, 
training, recognition, and evaluation are 
discussed. References and a self-evaluation sheet 
for organizational leaders are provided. (KM) 


ED 073 341 AC 014 152 

Russell, Hamish M. 

Communication between Administrative-Program 
Staff and Field Staff in the Michigan Coopera- 
tive Extension Service. 

Michigan State Univ., East Lansing. Coll. of 
Agriculture and Natural Resources Education 
Inst. 

Pub Date Jun 72 

Note—29p.; Publication No. 24 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Administrative Personnel, *Com- 
munication (Thought Transfer), Communica- 
tion Problems, *Extension Agents, Extension 
Education, *Opinions, Questionnaires, Super- 
visors, *Surveys, Tables (Data), Technical Re- 
ports 
A study was conducted of the expectations and 

perceived communication between field and su- 

pervisory personnel in the Michigan Cooperative 

Extension Service. Each agent in the sample 

completed a 209-item questionnaire dealing with 

his communication with his supervisor, and each 
supervisor completed ten such questionnaires for 

each of his ten field agents. This resulted in 200 

questionnaires giving matching information about 

100 pairs or dyads. Similarities and differences 

and agents’ and supervisors’ backgrounds are 

analyzed. Supervisors perceived less frequent 
overall communication than did the field agents. 

Field agents perceived significantly less communi- 

cation about personal matters and new ideas than 

did their supervisors. Significantly more super- 

visors wanted more communication about the ex- 

isting program. Field agents perceived signifi- 
cantly more of the communication that they 

received as being initiated by the supervisor. A 

high level of similarity of orientation between su- 

pervisors and field agents was found at both the 

agreement and accuracy levels. But between 1/3 

and 1/2 of the dyads showed disagreement or 

misunderstanding. Similarity of orientation was 
found to be associated with dyadic satisfaction 
and interpersonal perceptions, but other factors 
contribute to these states. Implications of the 
study are discussed, and references are provided. 
(KM) 


ED 073 342 AC 014 155 
Marks, Joseph J., Ed. 
Instant Writing Course. Self-Instruction Manual. 
Michigan State Univ., East Lansing. Cooperative 
Extension Service. 
Note—39p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Autoinstructional Aids, Expository 
Writing, Extension Education, Independent 
Study, Instructional Materjals, *Journalism, 
— News Media, Newspapers, *Writing 
Skil 
This self-instruction manual contains nine les- 
sons on news writing. They are: (1) what is 
news?; (2) how do you report news?; (3) polish 
your style; (4) write a better sentence; (5) getting 
the facts; (6) you’re on your own-—writing a news 
story from a collection of facts; (7) practice 
makes perfect--more news writing from a collec- 
tion of facts; (8) be your own editor; and (9) 
writing for fun and profit--examples of good fea- 
ture stories. (KM) 


ED 073 343 

Mueller, E. W. 

Designing a New Human Settlement Pattern. 

Augustana Coll., Sioux Falls, S. Dak. Center for 
Community Organization and Area Develop- 
ment. 

Pub Date Sep 71 

Note—19p.; Paper presented at Mid-Continent 
Research and Development Council, Rapid 
City, South Dakota, mber 1971 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Church Role, *Citizen Participa- 
tion, Citizen Role, Community Attitudes, 


AC 014 161 


*Community Change, Community Cooperation, 
*Community Development, Community In- 
fluence, Community Involvement, Community 
Planning, Community Resources, Community 
Role, Extension Agents, *Land Settlement, 
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ASCILOS, an acronym for a symbiotic commu- 
nity in the land of the Sioux, is a new land settle- 
ment pattern designed by the Center for Commu- 
nity Organization and Area Development (CEN- 
COAD), sponsored by Augustana College, Sioux 
Falls, South Dakota. ASCILOS covers a 60-mile 
radius around Sioux Falls. ASCILOS, based on 
symbiosis in nature, assumes that unlike commu- 
nities, working together for mutual benefit, make 
for a strong social fabric. CENCOAD's objectives 
are to improve the human condition in the area 
by increasing the performance of the social 
systems and to develop a religious force at the 
local and area level that has the power to in- 
fluence the lifestyle in the area. Citizens need to 
develop a value system that combines economic 
forces with religious forces to achieve community 
advancement. In order to develop a symbiotic 
community, citizens need: (1) a catalyst such as 
CENCOAD; (2) to organize resources to best 
meet their needs; (3) a new image of community; 
(4) a sense of community among individuals; and 
(5) a new approach to resource development that 
will be sensitive to the national, social, and 
ecological cost. The three basic factors in com- 
munity development are a major input of educa- 
tion, horizontal communication, and a motiva- 
tional force. Development of a symbiotic commu- 
nity requires a study of the value system, 
development of an aware, responsible, positive 
spirit among the people, leadership, and a 
catalyst. (KM) 
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This paper examines the impact of the level of 
activity of an individual as a child on the activity 
level of that individual as an adult. The study is 
based on a stratified random sample of adult re- 
sidents in 6 rural Iowa counties regarding 35 out- 
door recreation activities. Five hypotheses were 
tested. The results indicate a direct effect of the 
level of participation as a child on adult level of 
participation. Childhood residence has no effect 
on adult activity level or on the percentage or 
composition of adult activities that included 
childhood activities. Childhood outdoor recrea- 
tion activities are an important predictor of adult 
recreation activities in that approximately 40 per- 
cent of the 35 activities were participated in 
similarly during childhood and adult life. 
(Author) 
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Public education has both political, or social, 
and personal, or self-improvement objectives; in 
addition it provides much of the moral quality of 
a democratic society. Each function--personal, 
political, and moral--has special significance for 
continuing education. Adults continue their edu- 
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cation to update their job skills or to seek 
satisfaction in the use of leisure time. Yet the less 
obvious relationship betweeen continuing educa- 
tion and the political and moral characteristics il- 
luminates some of its distinctive aspects. Its posi- 
tion outside the central concerns of most schools 
has been both cause and effect of its special 
quality and contributions. Its spirit of immediacy, 
directness, and relevance inspires a mode of ex- 
amination and questioning most essential in our 
mass society. The Continuing Education Center 
for the Public Service at Syracuse University has 
been called the “social conscience” of the 
University. The Center approach--concern for 
real social problems, involvement of clientele and 
faculty, use of participatory training methods, 
flexibility in time and place, and relevance--these 
factors characterize program development at the 
Center for businessmen, government officials, so- 
cial planners, poor people, minorities, or any 
identifiable group of adults. (Author) 
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A study was conducted concerning: (1) the 
manner in which neighborhoods, social cliques 
and church groups structure interpersonal com- 
munication of information about farming in two 
agricultural Missouri communities--Prairie, 
economically stable, and Ozark, undergoing rapid 
change; and (2) how this changed between 1956 
and 1966. Interviews were conducted with 238 
and 227 farmers (1956 and 1966 respectively) in 
Ozark and 218 and 174 (1956 and 1966 respec- 
tively) in Prairie. Each was asked to whom he 
talked most frequently about farming, from whom 
he obtained general farm information, where he 
obtained first and additional information about 
new farm practices he had adopted, the sources 
that were most influential in his adoption deci- 
sions, with whom he exchanged work, and the 
persons with whom he associated most closely or 
regarded as his best friends. The unit of analysis 
was the dyadic relationship of one farmer naming 
another rather than farmers as_ individuals. 
Results included the following: (1) there was a 
continued inclination for the proportion of oppor- 
tunities to obtain farm information from fellow 
group members to persist at a much higher level 
than in the cross-group situations; (2) social 
cliques took the lead as a retaining influence in 
the low-importance relationships, dispossessing 
neighborhoods from this position; and (3) 
neighborhoods showed a marked tenacity of the 
retaining power. (KM) 
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tension, Surveys, Tables (Data) 
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Selected findings from a number of communi- 
cation research projects conducted by, or in col- 
laboration with, the Economic Studies and 
Research Institute (IEPE), Federal University of 
Rio Grande do Sul, Brazil, are reported. Commu- 
nication research in IEPE during the past 4 years 
has concentrated on mass media performance 
and use, because extension agents were ignorin e 
mass media, though they were using person 
communication techniques ingeniously. A study 
was conducted that controlled for literacy and 
education and then investigated the effect of 
mass media exposure. It was found that literacy 
affected media use more than education. A sub- 
stantially larger percentage of the mass media 
users than non-users were high adopters of farm 
practices. Two research projects were conducted 
concerning agricultural information received from 
radio, newspapers and magazines and the value of 
it. To study the potential role of newspapers, six 
relevant agricultural articles were sent to the 
newspapers in the state; it was concluded that 
Newspapers are generally receptive to printing 
agricultural information when it is sent to them. 
Several readership, comprehension, and source 
credibility studies were conducted. A study of 
two infrastructural factors and the correlation 
between their restrictiveness and farmers’ search 
for information supported the hypothesis that the 
amount of search for market and price informa- 
tion is inversely related to the restricti of 
the market situation. (KM) 
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Five propositions, to be considered topics for 
further cross-cultural research, are discussed. It is 
recommended that questions of who has informa- 
tion and what causes information to flow should 
be examined before studying the operative value 
of any particular flow pattern in a setting. The 
Propositions are: (1) the flow of information 
(two-step or other) depends on its content; it is 
the media as content, not as institutions or chan- 
nels alone, that is important; (2) when informa- 
tion has high interest value and/or is relevant, it 
flows; relevance is a function of the message and 
the situation; (3) gatekeeping and personal in- 
fluence are distinctly different phenomena in in- 
formation flow; (4) opinion leadership is in part a 
function of the information a person has; and (5) 
illiteracy is not a barrier to the flow of develop- 
ment information through interpersonal channels 
and is not an impenetrable barrier to receiving in- 
formation from mass media sources including the 
print media. References are provided. (KM) 
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This a describes the Alberta College 
Commission Master Planning Project, which in- 
cludes all post-secondary non-university and con- 
tinuing education services in the province. The 


areas covered are: (1) the need for planning-- 
system efficiency and effectiveness, coordination 
of post-secondary education; (2) the Alberta Col- 
lege Commission Master Planning Project--growth 
and development of the college system, master 
planning; (3) purpose of the project--general pur- 
pose, statement of the problem, scope and limita- 
tions (organization of post-secondary education, 
constrain‘s and limitations, delimitations), defini- 
tion of terms; and (4) hodol 

design re. establishment of goals, " develop- 
ment a planning model, data collection, 
development of data screens, and data analysis), 
planning model (collecting the data, analyzing the 
data, evaluation), and critical path (a chart con- 
regres: J the planning project and outlining 
the interrelationships of the various areas under 
study). (KM) 
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Identifiers—* Alberta, Canada 
A survey, commissioned by the Alberta College 
Commission as part of its master planning pro- 
ject, was conducted to identify existing programs, 
services, and enrollments in post-secoi » non- 
university and continuing education in the 
=. A survey instrument was sent to all 
icensed trade and business schools, adult educa- 
tion centers, private colleges, officials of the De- 
partments of Health and Education, and other in- 
stitutions. Among the findings are: (1) there were 
more than 80 specific institutions offering full- 
time programs in post-secondary education, with 
a total of 306 full-time programs; (2) total full- 
time enrollment for 1970-71 was 32,735; total 
part-time and continuing education enrollment 
was 70,970; (3) full-time programs varied in du- 
ration from one week to three weeks, with one 
program extending to four years; (4) about 1/3 of 
the programs were clessified as industrial and 
technical, accounting for almost 1/2 of the total 
enrollment; (5) the two regions centered at Ed- 
monton and Calgary accounted for most of the 
enrollment in community service programs, (6) 
of the full-time students, slightly more than 1/4 
were Manpower-supported and about 1/3 were 
25 years old or older; and (7) more than 60 per- 
cent of the students were males. A copy of the 
survey instrument is appended. (Author/KM) 
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Identifiers— *Scotland 
The Year Book of Adult Education in Scotland 
for 1972-73 contains: (i) next (new) business; 
(2) directory of org Institute 
of Adult Education, education authorities, the 
universities, the Workers’ Educational Associa- 
tion, Newbattle Abbey College, the Open Univer- 
sity, university contribution to adult education 
H.M. Forces, jo and television in adult educa- 
tion, aduli education and the library service, 
adtit education in museums, the Scottish Film 
Council, the Scottish Arts Council, the British 
Association for the Advancement of Science, the 
National Union of Townswomen’s Guilds, Scot- 
tish Women’s Rural Institutes, adult Christian 
education within the Church of Scotland, 
Scottish Co-operative Education Association, the 





Association of Tutors in Adult Education, post- 
graduate diplomas in adult education; (3) articles 
concerning adult education and the young adult-- 
Youth and Education, Post School Vocational 
Education for the Young Adult, Liberal Studies 
in the Education of the Young Adult, The Young 
Adult and Recreational Activities, The Mass 
Media and the Education of the Young Adult, 
The Informal Education of the Young Adult, 
Curriculum Planning for the Raising of the 
School Leaving Age; and (4) a critique of Studies 
in Adult Education (Vol. 3), edited by T. Kelly, 
and University Studies for Adults, edited by Allen 
Parker and S. G. Raybould. (KM) 
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Identifiers— * Delaware 
The Vocational-Technical Needs Study was un- 

dertaken by the Delaware State Planning Office 

in order to determine if there was a need and a 

demand for a branch of Delaware Technical and 

Community College in Kent County. The study 

involved the use of three surveys—-one for all high 

school juniors and seniors in Kent County, one 
for a sample of the adult population, and one 
aimed at industrialists and businessmen to deter- 
mine the employment needs in the County. The 
published study report, a tabulation and _ in- 
terpretation of the results of these surveys, in 
conjunction with discussions held with educators 
and other interested persons, convinced the 

Planning Office that not only was a branch of 

Delaware Technical and Community College 

needed but a second branch of the County voca- 

tional-technical high school was needed as well. 

The Delaware State Planning Office recom- 

mended that a multi-use, multi-jurisdiction facility 

be considered as a solution to these needs and 
suggested the formation of a task force to study 
this recommendation. (Author/KM) 
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This bibliography of background reading in 

security education updates and expands the 

March 1970 listing by the same name. The 

periodical references number 260, and 100 book 

references are listed. Author and subject indexes 
are provided. (KM) 
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This report, the seventh in the Community So- 
cial Analysis Series conducted by the Institute of 
Community and Area Development and the De- 
partment of Sociology and Anthropology of the 
University of Georgia, summarizes the findings of 
a study of DeKalb County, Georgia. The commu- 
nity reconnaissance method was used in selecting 
and interviewing 117 positional i 
leaders and in making demographic, historical, 
and current events sketches as background infor- 
mation for the pe To get a random sample of 
the views of DeKalb County’s average citizens, a 
random sample was drawn from the registered 
voter list and 22 voters were interviewed. In- 
cluded in the report are an introduction to a 
community social analysis, a history of DeKalb 
County, a descriptive analysis of the county’s so- 
cial structure, and implications of the data for the 
seventies. A rank order of respondents’ views of 
community needs and problems is appended, as 
well as a copy of the leader nomination question- 
naire and interview schedule and a list of availa- 
ble resources. (KM) 
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This inventory, the second in a series of two, is 

designed to assess the auditory discrimination of 

illiterate adults in order to identify specific defi- 
ciencies that may hinder the process of learning 
to read. It is intended as an aid to curriculum 

planning. The second inventory consists of a 21- 

minute tape plus this manual, which contains in- 

structions for administering, directions for scor- 
ing, and suggestions for interpreting. In addition, 
student response sheets and scoring sheets suita- 
ble for duplication are included. A script and sug- 

ions for making the tape are also included. 

Author/KM ) 
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structional Materials, Job Skills, Leisure Time, 
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Education, Self Concept, Student Evaluation, 
Teacher Characteristics, Teaching Guides, 
Teaching Methods, Teaching Techniques, 
Work Attitudes 
This curriculum guide for teachers of adult 
education is divided into three parts. The first of- 
fers an overview of adult basic education, the 
teacher as counselor, testing and evaluation, in- 
structional p d physical environment and 
classroom management, techniques providing 
variety in instruction--discussions, demonstra- 
tions, projects, problem-solving, lectures, role- 
playing, field trips, community resources, au- 
diovisual material, team study, and evaluation of 
instructional materials. The second part provides 
sequential skills for grades 0-3, 4-8, and 9-12 in 
age arts, mathematics, social studies, and 
science. The third part covers areas of instruction 
for teaching sequential skills: (1) family life in- 
struction--health and safety, management of food, 
management of clothing, family business, 
management of housing, parent-child relationship, 
marital responsibility; (2) citizenship--structure of 
government, governmental services, principles 
and objectives from which government was 
developed, voting information, tax structure, 
community participation, rights and responsibili- 
ties, current events; (3) occupational education-- 
job opportunities, positive work attitudes, per- 





sonal development, technique of getting a job, 
keeping a job, unions and labor laws, Social 
Security system; (4) consumer education; (5) 
personal improvement and development; (6) con- 
servation of natural resources; and (7) Icisure 
time. References are provided throughout. (KM) 
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Identifiers— * Tennessee 
A study was conducted to: (1) determine the 
characteristics of Macon County manufacturing 
milk producers and their farms; (2) find out 
which research verified, recommended manufac- 
turing milk production practices were being used 
by those in the different butterfat production 
thirds; and (3) try to establish which factors were 
influential in producer adoption of the practices. 
A random sample of 60 producers of the popula- 
tion of 571 was personally interviewed. A profile 
of the average Macon County manufacturing milk 
producer was compiled, and statistics concerning 
the adoption of practices relating to breeding and 
herd replacement, record keeping and use, feed- 
ing and feed production, health and sanitation, 
and general management were compiled. A com- 
parison of the average high and low producer 
revealed that the former: (1) was slightly older; 
(2) was better known to the interviewer; (3) had 
about 39 percent greater income; (4) had con- 
siderably higher per cow butterfat and milk 
production averages for 1965; and (5) had 10 
acres more cropland. A comparison of adoption 
practices showed that high producers had higher 
ratings on 17 of 23 practice studies and tended to 
feed a slightly higher protein ration and that 
fewer high producers had hay ground. ‘The regu- 
lar income” was rated first by 88 percent among 
things liked about the occupation. Statistics on 
non-adoption and sources of dairying information 
were also compiled. (Author/KM) 
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see, Virginia, West Virginia 
A study was conducted to investigate certain 
characteristics of respondents who renovated fur- 
niture during a Washington County educational 
television }9-program series on chair renovation, 
who had previously renovated furniture, and who 
planned to renovate a chair following the series, 
and to compare them with those respondents who 
had not. Data used in the analysis came from 
1,477 homemakers responding to a mail question- 
naire in a five-State area including parts of Ten- 
nessee, Kentucky, Virginia, North Carolina, and 
West Virginia. Data were analyzed according to 
the relation of the respondents’ membership 
status, previous renovation of furniture, number 
of Extension units in the series watched, and 
chair renovating rating. Among the major 
findings were: (1) respondent Extension-related 
membership status was significantly related to 
previous formal education; (2) respondent Exten- 
sion-related membership status was significantly 
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related to renovation of a chair before watching 
the series; (3) whether or not respondents 
renovated chairs while an educational TV series 
was in progress and whether or not respondents 
intended to renovate chairs after the series were 
significantly related; and (4) the actual number 
of Extension units watched by respondents was 
significantly related to each of six topics for fu- 
ture TV programs desired by respondents--buying 
home furnishings, window treatment, food preser- 
vation, food buying, work simplification, and 
money management. (Author/KM 


ED 073 359 
Geary, Virginia Ruth 
Factors Influencing 


AC 014 231 
And Others 
Food Choices of 4-H Club 


Tennessee Univ., Knoxville. Agricultural Exten- 
sion Service. 
Pub Date Dec 72 
Note—12p.; Extension Study No. 35; S.C. 821 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Adolescents, Age Differences, 
*Eating Habits, Extension Education, Foods In- 
struction, Interviews, Nutrition Instruction, Sex 
Differences, *Surveys, Technical Reports, 
Young Farmer Education, *Youth Clubs 
A study was conducted to identify some of the 
eating habits and factors influencing food choices 
of selected junior (9 to 13 years old) and senior 
(14 to 19 years old) 4-H club members enrolled 
in Williamson County, Tennessee, in 1968. Data 
were collected through group interviews with 200 
juniors and 70 seniors--116 boys and 154 girls. 
Identification of eating habits was sought related 
to breakfasts, snacking at school and at home, 
and drinking milk. The study also attempted to 
determine whether sex, age, place of residence, 
employment status of mother, and enrollment in 
the food-nutrition project affected food choices 
and eating habits of the interviewees. Results in- 
dicated that: (1) boys tended to have better eat- 
ing habits than did girls; (2) senior members had 
slightly better eating habits than did junior mem- 
bers; (3) farm residents had somewhat better eat- 
ing habits than did rural non-farm and urban 
members; (4) no appreciable difference existed 
between the eating habits of interviewees w 
mothers were employed outside the home and 
those whose mothers were full-time homemakers; 
and (5) members enrolled in the Extension 4-H 
food-nutrition project did not have noticeably dif- 
ferent eating habits than those not enrolled, but 
members who had been enrolled for a longer 
period of time had siightly better eating habits 
than did those who had been enrolled for a 
shorter period of time. (Author/KM) 
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A study was conducted to identify some 
generally accepted principles and procedures 
found to be effective and useful in county and 
area resource development planning. Review of 
available published and unpublished literature 
and involvement of a six-member panel of judges 
permitted identification of nine principles con- 
cerning resource development planning: (1) it 
should be based on local people’s interests and 
needs; (2) it should be based on an adequate 
number of current, reliable and relevant facts 
concerning the situation in the area; (3) it should 
be conceived as including educational work; (4) 
deciding upon definite area projects is an essen- 
tial part of the resource development planning 
process; (5) it should be a continuous process; 
(6) it should include representative local area 
participation; (7) it should enlist the aid of all 
agencies and organizations at the local area level; 
(8) the approach should be flexible, to permit 
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adaptation to any given county or area; and (9) it 
should include a definite procedure for evalua- 
tion. A bibliography of useful references (books, 
periodicals, other publications, and unpublished 
materials) is included. A comparative summary of 
the inclusion of selected county and area 
resource development planning principles in the 
writings of eight resource development authorities 
is presented in a table. (Author/KM) 
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A study was conducted to determine the as- 
sociation between county Extension agent effec- 
tiveness in conducting a dairy educational pro- 
gram and agent knowledge in dairying and re- 
lated subjects. A secondary purpose was to deter- 
mine the association of agent effectiveness scores 
and knowledge scores with selected independent 
variables classified in four subgroups--agent 
background and training, agent interest and at- 
titudes, county situation, and work-related fac- 
tors. Data were collected from 41 agents. Effec- 
tiveness ratings were determined by supervisory 
personnel and dairy specialists. A multiple-choice 
test was used to measure dairying knowledge and 
related subject matter, and an interest and at- 
titude scale gave other measures. Among the 
findings from the testing of hypotheses were: (1) 
effectiveness ratings and knowledge test scores 
were inversely related to tenure; (2) more effec- 
tive agents spent more time on group and mass 
media teaching methods and made more contacts 
with dairymen; and (3) more effective agents in- 
volved dairy specialists more frequently in their 
dairy educational work. Multiple correlations 
analysis indicated the most accurate predictors of 
effectiveness ratings and agent test scores. 
(Author/KM) 
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The proceedings of the 1972 annual meeting of 

the Association of University Evening Colleges 

are reported. In this meeting the AUEC examined 
its role, as well as the role of individual institu- 
tions, in meeting the new demands of higher edu- 
cation. The addresses were: (1) “What Are the 

Keys to Organizational Renewal?” by Robert G. 

Farris; (2) ““What Do Women Really Want from 

Higher Education?” by Dorothy D. Stuck; (3) 

“The Place of Continuing Education in American 

Education Today--and Tomorrow” by Alvin C. 

Eurich; (4) “Non-Traditional Study--Principles 

and Realities” by John Valentine; (5) Presidential 

address by William T. Utley; and (6) ““A Word 
from the Students” by Alex Meloni. The major 
report came from the Committee of the Future. 

Reports from special interest groups were: (1) 

“The Community College and Continuing Educa- 

tion”; (2) “Urban Continuing Education”; (3) 

“New-Fangled Colleges on Weekends and on 


i 

Wheels”; (4) “How Can the Adult Student and 
the Faculty Work Together in the Solution of 
Campus Problems?”; (5) “What You Always 
Wanted to Know about a University Public Rela- 
tions Office”; (6) “‘Continuing Education Pro- 
grams for Pathologists and Clinical Laboratory 
Allied Medical Personnel”; (7) “An International 
Educeztion Forum: A Report on the Third Inter- 
national Conference on Adult Education Spon- 
sored by UNESCO, Tokyo, Summer 1972”; and 
(8) “Constitutional Limitations on Non-Renewal 
of Teachers’ Contracts and Recent Decisions of 
U.S. Supreme Court.” (KM) 
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This abstract bibliography is a selection of 

materials from the National Multimedia Center 

for Basic Education collection especially suited to 

Adult Basic Education (ABE) and other adult 

programs. It includes teacher-support and stu- 

dent-use texts, workbooks, classroom kits, and 
reference sources. Curricular information, read- 
ing level, and format are given for each entry. 

(KM) 


ED 073 364 AC 014 245 
Petersen, Eugene W., Ed. 

Deaf Leadership for Community Interac- 
tion. A Manual for “Grassroots” i 
Social and Rehabilitation Service (DHEW), 

Washington, D.C. Rehabilitation Services Ad- 
ministration. 
Report No—SRS-72-25029 
Pub Date 72 
Note—95p.; Papers presented at workshop spon- 
sored by National Assoc. of the Deaf (Salt 
Lake City, Aug. 13-16, 1969) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Adult Education, Community Ac- 
tion, *Community Involvement, *Conference 
Reports, *Deaf, Deaf Education, *Leadership 
Training, Manuals, Workshops 
This manual is the outgrowth of a workshop 
sponsored by the National Association of the 
Deaf in 1969 to develop guidelines on deaf 
leadership training for community interaction. 
The manual contains: (1) “A Welcome and a 
Challenge” by Robert L. Lankenau; (2) “The 
Critical Nee¢ for Leadership” by Don G. Pettin- 
gill; (3) “The National Census—-A Responsibility 
of Deaf Leadership” by Frederick C. Schreiber; 
(4) “Political Dynamics” by Joseph J. Pernick; 
(5) “Rehabilitation—Community Coordination” 
by Frank J. Gattas; (6) “Legislative Techniques” 
by Emest Dean; (7) “Adult Education” by Ray 
L. Jones; (8) “‘Inte: ting—Key to Interaction” 
by Albert T. Pimentel; (9) “‘Personal Awareness” 
by L. Stewart Olsen; (10) “Ethics of Professional 
Leadership” by Roger M. Falberg; (11) “Com- 
munity Agency Resources” by Robert K. Ward; 
(12) “‘Communications--Community Interaction” 
bu Paul L. Taylor. Positive and negative partici- 
pant responses to the wor group sessions 
are given. A list of people involved in the 
workshop and the workshop schedule are pro- 
vided in an appendix. (KM) 
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This booklet about UNESCO’s literacy pro- 
gram is written for, as well as about, young peo- 
ple to emphasize youth’s contribution to literacy 
work. The pu of the booklet are to: (1) ex- 
plain some of the basic facts of illiteracy and 
literacy action; (2) analyze some of the major un- 
resolved issues of illiteracy and literacy; and (3) 
stimulate and facilitate action by youth for litera- 
cy. Chapter 1, “Youth and Literacy,” defines and 
describes illiteracy and literacy, with special 
reference to the role of literacy in development. 
Chapters Il, Ill and IV (“Youth Learning,” 
“Youth Teaching,” and “Youth Supporting”) 
describe the ways in which young people are cur- 
rently involved in literacy action. Chapter V, 
“What Next?,” evaluates the results of youth’s 
literacy efforts and makes projections about 
possible lines for increased involvement of youth 
in literacy action in the future. Chapter VI, 
“What You Can Do: "Imagination Takes Over’.” 
outlines concretely what a young person can do, 
directly and indirectly, for literacy work. Related 
UNESCO publications are suggested as follow-up 
reading. (Author/KM) 
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Identifiers—* Asia, India 
Taboo communication is examined in relation 
to its distinctive characteristics and its sig- 
nificance in inhibiting social change involving 
birth control in Asian and other countries. Taboo 
communication tends to occur between very high 
homophilous individuals, which poses problems 
for communications research. Research is in- 
hibited when researchers are quite unlike the per- 
sons they are trying to communicate with. The 
high degree of homophily between individuals in 
taboo communication acts as a barrier to diffu- 
sion of taboo messages, which in turn perpetuates 
the taboo status of the topic. This homophily 
frustrates individuals seeking taboo information 
because the individuals sought are unlikely to 
have the information and because of the high 
degree of redundancy in homophilous friendship 
networks. Taboo communication can be 
facilitated by encouraging widespread communi- 
cation about the taboo message and by relabeling 
the taboo topic with different word-symbols. 
Problems involved in diffusion of family planning 
ideas are different from those involved in diffu- 
sion of ideas in other ‘areas. Certain implicit as- 
sumptions in the diffusion model on which most 
Asian family planning programs are based do not 
recognize these differences. Family planning pro- 
grams in Asia two modifications in this 
model: (1) use of paraprofessional change agent 
aides-to over come the homophily barrier, and 
(2) payment of diffuser incentives to encourage 
communication about a taboo topic. (KM) 
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This manual is intended as a guide to each 
State in analyzing its training program and poli- 
cies for extension workers and in making adjust- 
ments to meet the needs of the State. Areas 
covered are: (1) a written training policy; (2) ad- 
ministrative arrangements; (3) purposes of train- 
ing; (4) determining training needs--locating 
areas where training may be needed, identifying 
individual workers in need of training, determin- 
ing priorities in training needs, (5) program con- 
tent areas; (6) organization of raining program, 
(7) training activities; (8) evaluation of inservice 
training; and (9) importance of research in exten- 
sion training. Examples of training materials and 
an analysis of inservice training programs under 
way in 1959 are provided in appendices. (KM) 
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This report details those 4-H staff development 

and training programs conducted at the national 
level that have been partially financed by a W. K. 
Kellogg Foundation grant. A national invitational 
joint meeting of State 4-H Youth Leaders and 
State Leaders was held in 1971 to discuss imple- 
mentation of these programs. Twelve workshops 
and seminars were conducted at the National 4-H 
Center and one in Des Moines, lowa, during the 
first six months of 1972 with primary emphasis 
on training State staff and building training 
models for State use. The programs, which are 
summarized, were: (1) seminar: youth involve- 
ment in community development; (2) workshop; 
management for effective 4-H youth programs; 
(3) experimental workshop: voluntary participa- 
tion; (4) seminar: models for volunteer leader 
forums; (5) workshop: volunteer leadership 
development; (6) workshop: new county exten- 
sion agents doing 4-H work; (7) seminar: new 
State 4-H youth staff; (8) seminar: paraprofes- 
sional staff development in 4-H; (9) seminar: 
mod: 4-H citizenship short course; (10) seminar: 
supervisory roles and functions in 4-H youth 
work: (11) experimental seminar: all extension 
agents in one district; (12) workshop: adult/youth 
intera:stion; and (13) seminar 76. Details of each 
course are provided in an appendix. (KM) 
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This report summarizes literacy research per- 

formed in HumRRO Work Units REALI 4 

READNEED, and FLIT. Data are reported that 

show reading demands of various Army jobs and 

reading ability levels of personnel prior to, dur- 

ing, and after Project 100,000. h and 

development of a new job-related, functional 

literacy training program for the Army is 

described. (Author) 
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Plans for evaluation should be laid prior to im- 
plementation of a program. A hierarchy of types 
of ram evaluation helps select the exact type 
of evaluation intended. This hierarchy starts with 
the easiest (and least useful) ype of evaluation 
and six progressively more difficult levels of 
evaluation are added in cumulative fashion. The 
seventh and final type is a master plan for evalua- 
tion, which should be accomplished by starting 
with the top steps and their interrelationships and 
working down. The evaluation types, with ap- 
plicable questions for extension leader orienta- 
tion, are: (1) inputs made--How much time and 
money are expended in leader orientation, and is 
this the right amount? (2) activities performed-- 
What kinds of orientation activities are new 
leaders engaged in, and are there the right 
number of activities? (3) recipients involved-- 
With how many leaders do we allocze certain 
amounts of orientation time and activity? (4) 
reactions--How do volunteer leaders react to their 
orientation? (5) “KAS” change (change in 
knowledge, attitudes, and skills)--Which develop- 
ment are a co uence of orientation? (6) “- 
ractice” change-- the attitudes, skills, and 
nowledge gained through orientation help the 
volunteer in working with 4-H participants? (7) 
results achieved--Do the volunteer roles help 
achieve ultimate aims with 4-H youth? Evaluation 
at the lower levels is meaningless without answers 
to higher evaluative questions. (KM) 
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Discriminant function analyses were used to 

predict participation and achievement in the 

USAFI GED program. It was found that members 

of critical groups (non-participants and non- 

achievers) could be identified on the basis of 

— characteristics with a high degree of 

confidence. (Author) 
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Decisions concerned with the use of alternative 
Air Force training methods require several types 
of data. Among are capacity to train, cost 
of the training, and — of the trained airmen. 
The two me of formal training in the Air 
Force are on-the-job training (OJT) and technical 
school training. data currently being pro- 
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vided to decision makers for selecting the proper 
mix of these two training methods can be sub- 
stantially improved. (Author) a. 
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This handbook attempts to present methods, 

concepts, and considerations to be held in mind 
in planning and implementing a stud¢ nt measure- 
ment or training evaluation program. Techniques 
are presented, procedures are discussed, and 
computational examples are included. The text 
places principal emphasis on basic techniques, 
but certain more advanced approaches are also 
considered. (Author) 
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The main effort during the reporting period 

was focused on Projects A and B of the research 

proposal. The aim of Project A is to develop 
strategic disposition tests for determining in- 
dividual competence and preferred learning style. 

The aim of Project B is to examine the relation- 

ships between individual competence and per- 

formance on a task under conditions of stress as 

a function of type of training. (Author) 
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Identifiers—Obesity 
This study was undertaken for the purpose of 
seeing how a health counseling program for over- 
weight girls could be developed in a secondary 
high school setting. The study first reviews the 
health literature on obesity, surveys school nurse- 
teacher health counseling programs, and in- 
vestigates relaxed community characteristics. The 
report on a six-month pilot health counseling pro- 
gram follows. It included a careful selection of 16 
overweight girls and a control group. Nutritional 
education, retraining of eating habits, stimulation 
of diverse interests, and encouragement of physi- 
cal activity formed the nucleus of the counseling 
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sessions. The results of the study showed an 
overall weight loss of 224 pounds among the 16 
counseled girls in contrast to a weight increase of 
the 16 pounds among the 16 uncounseled group. 
An improvement in personal appearance, attitu- 
dinal realism about the weight problem, along 
with self-acceptance, were changes evident with 
the counseled group. The study shows that a 
thoroughly informed school nurse-teacher is in a 
strategic position to offer her expertise in assist- 
ing the student with a weight problem. (Author) 
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The purpose of this experiment was to relate 
two bodies of research on anxiety: test anxiety, or 
anxiety proneness specific to the testing situation, 
and trait-state anxiety. The author hypothesized 
that state anxiety--anxiety not tied to any particu- 
lar situation but aroused in “any” situation-- 
should be highly related to test anxiety during a 
testing situation; and, on the of’ + hand, that 
state anxiety aroused during a situation of 
minimal evaluative stress, such as a game, should 
be less closely related to test anxiety. A total of 
60 students were tested in both situations: a game 
involving no explicit evaluative stress and ad- 
ministration of the Slosson Intelligence Test via 
computer, a situation of some evaluative stress. 
Measures of state anxiety were obtained before 
and after each of these situations. The results 
failed to confirm the hypothesis. Since the initial 
analysis indicated that test anxiety was not as 
responsive to situational stress as_ initially 
hypothesized, a succeeding analysis was con- 
ducted to determine whether test anxiety was 
more similar to the construct of trait anxiety. The 
results of this study showed that the test anxiety 
construct is not as responsive to situational stress 
as is the state anxiety measure. References are in- 
cluded. (Author/SES) 
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This workshop report focuses on the necessity 
of broadening the base of evaluation in higher 
education and beginning to look at types of stu- 
dent development other than purely academic: 
their characteristics, strengths, weaknesses, goals, 
values, motivations, and most effective learning 
styles. The need for non-standardized measures 
occurs in two contexts. First, in helping students 
plan their future there is frequently a need for 
appraisal of special talents or inclinations beyond 
those concerned with academic background or 
potential. Second, is trying to determine the ef- 
fectiveness of a given program--such as counsel- 
ing method, teaching approach, or orientation 
program--standardized measures are seldom ap- 
propriate indicators of success. The workshop 
provided some principles underlying non-stan- 
dardized appraisal techniques. The two principles 
essential for this individual, primarily non- 
academic appraisal are 1.) student self-appraisal, 
asking “him” what you want to know about “- 
him,” and 2.) prediction of future behavior by 
past behavior which resembles the future 
behavior. Both principles, the workshop leader 
felt, suggest the need for awareness of, or deter- 
mination of, the environment where for a given 
individual learning experiences have most likely 
occurred. Practical applications of these princi- 
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ples are included as examples from the workshop. 
References are included. (Author/SES) 
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The purpose of this paper is to describe 1.) the 
Death Education and Suicide Behavior course of- 
fered at the University of Maryland; 2.) the com- 
ments of the students both before and after the 
course as a means of determining any effect of 
the course; and 3.) some insights gained from 
teaching taboo topics such as human death and 
sexuality. The course syllabus includes the varied 
biological, psychoanalytic, and non- 
psychoanalytic theories of death; examination of 
the philosophical thought of the great eastern and 
western philosophers and religions; discussion of 
bereavement, mourning, and grief; exploration of 
suicidal behavior and the relationship between 
human sexuality and suicide; and study of the ‘- 
socially-dead”’: the aged, ugly, handicapped, and 
other outcasts of society. The importance of 
small group discussions and individual counseling, 
in addition to the course lectures, is discussed, as 
well as the developmental stages which students 
enrolled in a death education class seem to 
evolve. Reactions of students to the course and 
initial reasons for wanting to take the course are 
also examined. References are _ included. 
(Author/SES) 
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The paper explores a behavioral paradox which 
occurs in everyday life: people try to make them- 
selves different and stand out from others, but 
they also try to minimize their differences and be 
just like everyone else. The major hypothesis of 
the study states that people will work to individu- 
ate themselves when a positive event is forthcom- 
ing in the environment, but will work to dein- 
dividuate themselves in the face of an impending 
negative event. A second hypothesis, in which in- 
dividuation is both the independent and the de- 
pendent variable, states that people who are al- 
ready in a deindividuated state should have to 
work harder to make themselves stand out than 
people who already feel individuated, but should 
have to work less hard to make themselves 
anonymous. In contrast, people who are in an in- 
dividual state should show the reverse pattern. 
The study also explores the hypothesis that males 
and females would use different techniques to 
call attention to themselves, as a result of previ- 
ously learned sex roles. Subjects for the experi- 
ments were 80 university undergraduates; results 
are analyzed statistically while the ensuing discus- 
sion examines the outcomes of the study as they 
underscore the complexity of the individuation 
process. References are included. (Author/SES) 
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The purpose of this research was to study the 

effects of men’s attitudes toward the principles of 

the women’s liberation movement as a function 
of their own self-esteem. The author hypothesizes 
that males found to have high levels of self 
esteem will have favorable and positive attitudes 
toward women’s liberation while men with low 
levels of self esteem will oppose the principles of 
the women’s rights mo t. Male subjects for 
the study were chosen from five different college 
settings; a sixth sample of a non-college popula- 
tion was also included in the study. Subjects were 
first administered the Rosenberg Self Esteem 

Scale, followed by the Women’s Liberation 

Questionnaire (WLQ). Findings from the study in 

general support the author's hypothesis; however, 

males who attend large, state, and non-religiously 
affiliated institutions were more approving of the 
principles of the women’s liberation movement 
than those who attend small, religiously affiliated 
or private schools. The non-college sample com- 
pared most closely with the former group. 
References are included. (Author/SES) 
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The study attempts to test hypotheses derived 
from the model of interpersonal attraction sug- 
gested by Kerckhoff and Davis, who investigated 
the issue of need complementarity versus similari- 
ty in their longitudinal research upon couples 
who were engaged or otherwise seriously at- 
tached and who proposed that homogamy in so- 
cial attributes is instrumental in the early stages 
of the relationship, then value-consensus, and 
finally, need complementarity. The current study 
introduces a personality variable, Machiavellian- 
ism, which can differentiate between the 
proposals of Kerckhoff and Davis and those made 
in other research and which is also essential to 
evaluation of the former’s model. The subjects 
sampled were well established female college 
roommate pairs. Age, year in college, and major 
field of study were used to determine similarity in 
social attributes. ‘The Allport-Vernon-Lindzey 
Scale of Values and the College Student 
Questionnaire were selected in order to ascertain 
degree of value-consensus and also to assess ac- 
curacy of perception and assumed similarity. The 
Mach Scales were employed to indicate comple- 
mentarity and to relate personality to perception 
data. Results are discussed in relation to the 
Kerckhoff and Davis formulation and to 
Machiavellianism. (Author/SES) 
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This book covers the national conference and 
consultation in Leisure and the Quality of Life 
held in the leisure-oriented, residential communi- 
ty of Rancho La Costa, California, in March of 
1970. Cosponsored by the American Association 
for Health, Physical Education, and Recreation 
(AAHPER) and the American Institute of Plan- 
ners (AIP), the conference explored the leisure 
dimension of our future environment and what it 
can contribute to improving the quality of life for 
all Americans in the next 50 years. More specifi- 
cally, the consultation sought to understand the 
cumulative effect of leisure on the environment, 
to link professional and public opinion, to pro- 
vide wider national participation in policy discus- 
sions, and to determine implications and 
directions for the major institutions of society. 
The conference plan was designed to include a 
variety of methods of presenting content material 
and to permit participatory involvement by all 
those attending. These delegates from 25 states 
and Canada represented a variety of disciplines 
and organizations; policy implications and na- 
tional goals were seen from the viewpoint of 
government, industry, labor, social agencies, edu- 
cation, and the lay community. References are in- 
cluded. (Author/SES) 
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The present study grew out of interviews con- 
ducted as part of a 10 year longitudinal study 
conducted by the State University of New York 
at Buffalo (SUNY/B). Begun in 1966, this report 
is one of 50 which have been published and dis- 
tributed to the university community in order to 
provide information about students’ backgrounds, 
expectations, perceptions, values, and _  ex- 
periences. It is hoped that this information can 
then contribute to greater understanding of stu- 
dents by faculty, staff, and other students and can 
lead to more informed decisions about University 
policies and programs. The present study explores 
in some detail the opinions of 240 freshmen en- 
tering SUNY/B in the fall of 1972. Topics ex- 
amined are 1.) family relationships, the feelings 
and behaviors of parents toward students and of 
students toward parents; 2.) peer relationship and 
the importance of trust and confidence; 3.) 
heterosexual relationships, opinions about sexual 
intercourse and non-traditional living arrange- 
ments; 4.) marriage, divorce, and children; and 
5.) the concept of God or some kind of life force. 
Tables are included with discussion of each of the 
five areas. (Author/SES) 
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This report presents information on the inter- 
relation of selected behavioral characteristics of 
children six to eleven years of age as obtained in 
the Health Examination Survey of 1963-65. Data 
were obtained from the parents on a self-ad- 
ministered medical history questionnaire and a 
more detailed supplemental medical history ad- 
ministered by a Survey field representative. From 
these data assessments were made of the extent 
of association among a number of behavioral 
variables: early behavior development, sleep-re- 
lated behavior, eating habits and behavior, peer 


relationships, abnormal fears, behavioral traits 
(temper and tension), degree of responsibility in 
the home, and participation in organized activi- 
ties in and outside of school. The relationships 
among these aspects of children’s behavior 
generally were of a low order of magnitude. How- 
ever, some strong associations were found which 
reached statistical significance; where possible, 
comparisons were also made with findings from 
previous studies. Tables provide detailed data, 
and charts and tables accompany the text. Ap- 
pendices include facsimiles of parts of the 
questionnaires used in the survey. (Author/SES) 
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This publication discusses an emerging strategy 
for preventing delinquency and helping the youth 
of the United States. It is based on a reassessment 
of present public policies for dealing with 
youthful deviance, and on the development of 
new linkages between an understanding of what 
causes such activities and what can be done 
about them. The strategy itself focuses on institu- 
tional reform, without overlooking the im- 
portance of direct work with individuals and 
families. Provision of services to help prevent 
delinquency as well as rehabilitation of youth al- 
ready in trouble with the law are stressed. The 
study points up the legitimate role which youth 
have to play and the fact that institutions must 
change to help provide those roles. The strategy 
further states that whenever possible troubled 
youth should be diverted from the juvenile justice 
system and furnished aid through community- 
based programs. The publication summarizes 
principles that are offered as guides in establish- 
ing programs of youth development and 
delinquency prevention. (Author/SES) 
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The purpose of this study was to determine the 
effects of indiscriminate use of counselor reflec- 
tion, probe, confrontation, and free style on 
client behavior and client perceptions of counsel- 
ing. The experiment was conducted at the 
University of Tennessee with 20 female volun- 
teers from undergraduate education courses serv- 
ing as subjects and four male and female gradu- 
ate students in counseling and guidance acting as 
experimenters. While subjects were instructed to 
talk about any topic of their own choosing during 
the 40 minute counseling interview, the counsel 
counselors followed timed light cues and changed 
their verbal styles to include reflection, probe, 
confrontation, and free style. Results show that 
the indiscriminate use of counselor behavior does 
not have reinforcing effects on client verbal 
behavior; thus, training programs that enable the 
counselor to assess and evaluate his discrimina- 
tions and their effects on client behavior need to 
be developed. Such pi s would relate more 
to empirical evidence of client outcomes than to 
theoretical orientations and biases. (Author/SES) 
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Although increasing use of paraprofessionals to 
implement key program concepts has the ad- 
vantage of increased availability and lower sala- 
ries, problems in maintaining acceptable levels of 
performance have also been reported. This study 
assessed the role of performance-related feedback 
on the work behavior of paraprofessional tutors 
in a remedial reading program. One randomly 
chosen tutor received publicly posted teedback 
each day on (1) degree of completeness with 
which one student’s answers to comprehension- 
check questions were tutored; (2) accuracy with 
which that student’s data sheet had been com- 
puted; and (3) time at which the first student’s 
tutorial session had begun. The simple feedback 
package produced significant improvement in the 
measured level of the first two work-related 
behaviors, but not in the third. It was concluded 
that simple informational feedback and the objec- 
tive measures of work performance on which it is 
based may be of considerable practical im- 
portance to supervisors in insuring satisfactory 
work performance by paraprofessionals in applied 
programs. (Author) 


ED 073 388 
Biddle, Susan S. 


CG 007 820 
Moore, J. William 


The Effects of Prior Conditioning to Expectancy 
Statements on Persistence and Persistence of At- 
ten 


Pub Date 73 
Note—30p.; Paper presented at annual American 
Educational Research Association Convention 
(New Orleans, Louisiana, February 1973) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Attention, Attention Control, 
Behavior, *Behavior Change, Conditioned 
Response, *Conditioning, *Elementary School 
Students, *Expectation, *Persistence, Research 
Projects, Stimulus Behavior, Students 
The pu of this study was to demonstrate 
the feasibility of conditioning subjects to believe 
expectancy statements, and to demonstrate the 
effects of the conditioning on persistence and 
persistence of attention. A review of related 
research on suggestion, on cognitive dissonance, 
and on conditioning is included. The subjects for 
the experiment were first graders; the three 
dimensions of the factorial design were condition- 
ing of expectancy, type of expectancy statement, 
and ability group. Two dependent measures were 
used: persistence and persistence of attention. 
Results show that significant differences were 
found between the conditioned-to-believe-low-ex- 
——- group and the conditioned-not-to-be- 
ieve-low-expectancy group on measures of per- 
sistence of attention; however, these differences 
were not in the hypothesized direction, suggesting 
that conditioning the subjects to an expectancy 
statement might have had more effect than 
avoidance of failure. References are included. 
(Author/SES) 
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The intent of this study was to determine the 

relationship of the independent variables of task 

difficulty and memory support for high and low 
anxious subjects on certain dependent variables: 
correct task performances, measured anxiety 

level, and self-estimated competency rating. A 

further purpose was to investigate the relationship 

of obtained scores and self-report of estimated 
accuracy under these treatments in order to 
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determine effects of anxiety level upon informa- 
tion feedback. The experimental findings of the 
study did not support the Spence-Taylor Drive 
Theory of disordinal anxiety which proposes that 
competing response tendencies interfere with 
learner performance differential given a difficult 
task and an easy task; the author feels that what 
is needed to test the theory is a task which raises 
the anxiety for the high anxious subjects and not 
the low anxious subjects, or at least raises their 
anxiety level equally. The paper includes some 
review of the pertinent literature, graphs of the 
experiment’s results, and references. 
(Author/SES) 
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This study was designed to determine whether 

a training program which focuses primarily on in- 

terpersonal relationships, communication and ob- 

servation skills, and knowledge and understanding 
of both one’s own behavior and that of others 
would increase the empathetic ability of 

psychiatric aides. Two studies were conducted. A 

pilot study was done to develop the training pro- 

gram; a follow-up study was done for further 
evaluation and documentation of the program. At 
the conclusion of the training program, significant 
changes were observed in the empathetic level of 
those aides in the experimental group while the 
control group increased only slightly over the 
project period. The control group’s improvement 
may have been due to interaction on the hospital 
wards with the experimental group. Although the 
increased empathy of the experimental group ap- 
peared to be more than temporary, the average 
ratings on empathy still did not reach the 
minimum facilitating level identified by Carkhuff. 
References are included. (Author/SES) 
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This report examines the Ohio schools from the 

—- of students who have attended them. 
hether they graduated or not, all young adults 

interviewed had attended their last year of school 

in Ohio at the time of the interviews. These 19 

and 25 year olds were questioned regarding their 

high school experiences and the relationship of 
those experiences to their present and past activi- 
ties. These opinions concerning the quality of 

Ohio high schools will, along with several other 

related studies, provide significant input into the 

future redesign of public education in Ohio. Ad- 
ditional information was gained through a mail 
survey of the parents of young adults interviewed. 

Use of hard data within the body of the report is 

minimal; charts and tables containing basic 

Statistical information are included in the appen- 

dices to the report. (Author/SES) 
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The primary aim of this book is to bring to the 
grade school teacher a survey of the most recent 
techniques and ideas of behavior modification 
which are —— to good classroom manage- 
ment. All of the roaches and techniques 
presented could be of interest to teachers work- 
ing at all grade levels. Since research has shown 
that the systematic application of behavior 
modification principles can bring about needed 
behavior change in educational settings, the 
teacher must assume the role of behavioral en- 
gineer and through the application of behavior 
modification techniques create a classroom at- 
mosphere that not only leads to desired instruc- 
tional outcomes but reduces the chances of a 
child learning inappropriate responses. Hyperac- 
tive, aggressive, negativistic, dependent, and 
withdrawn children are discussed as well as spe- 
cialized techniques for handling these children: 
vicarious reinforcement, negative practice, self- 
monitoring behavior, behavioristic reviewing, 
behavioristic psychodrama, adjustment inventory, 
and the sociometric technique. References are in- 
cluded. (Author/SES) 
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The papers, presented at the Sixth Curriculum 

Research Institute, represent an attempt to trans- 
late research findings in the behavioral sciences 
into educational practices with the hope of stimu- 
lating curriculum research and field study in 
school situations. Each of the papers included on 
this publication is directed toward examination of 
one of the three major forces that influence 
learning. This point of view recognizes that the 
physical organism, the society, and the psycholog- 
ical organization of a person are all determinants 
of learning. While the slow, orderly unfolding of 
the organism determines in large measure the 
timing of the learning tasks which an organism is 
capable of at any given moment, the social 
groups to which a person belongs and the accu- 
mulated meanings which together constitute a 
person’s psychological organization are also 
major forces influencing the individual's learning 
and development. Each of the papers touches 
upon ways in which various factors influence the 
learning and motivaiion of students in the class- 
room; a teacher must be sensitive to these factors 
and make provision for them in designing ap- 
propriate learning experiences. References are in- 
cluded. (Author/SES) 
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The purpose of the study was to test the dis- 

criminative cue hypothesis by attempting to train 

pupils to increase effort wowes: a high ex- 

pectancy condition and to reduce effort followi 

a low expectancy condition. Fourth grade high- 

low achievers were used as subjects in the study, 

because the authors felt that while they would 


learn fast, they would not be as likely as high-IQ 
high achievers to have previously learned respon- 
ses to expectancy conditions. The results of the 
experiment support the hypothesis that children 
can learn to behave differentially to different 
adult expectancies when the expectancies are fol- 
lowed by consistently different outcomes; thus 
the “discriminative cue” function — for 
expectancy conditions is apored. study 
provides a valuable model for an analysis of 
teacher behavior, implying that many kinds of 
teacher statements and non-verbal cues may 
potentially serve as discriminative cues for chil- 
dren. Used positively, such cues can increase 
responding and even bring about initial responses 
in new situations. (SES) 
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The theme of the fifth annual Symposium on 
Group Procedures was ‘The Use of Group 
Procedures in the Prevention and Treatment of 
Drug and Alcohol Addiction.” Symposium par- 
ticipants included professionals in counseling; 
clinical, school, and educational psychology, 
psychiatry, and social work. In addition, invita- 
tions were sent to members of government, law 
enforcement, and the judiciary. The symposium 
consisted of the following sessions: a group 
therapy session; psychodrama intervention with 
drug »ddicts; behavior modification with alcohol- 
ics; a values-oriented approach to drug abuse 
prevention education; a game of confrontation 
with a view to changing the life style of the hard 
core addict; and the use of fantasy anf gestalt 
therapy with drug addicts. (WS/Author) 
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Early research on the effects of audio record- 
ing on counselors and clients found no adverse 
effects, particularly on clients. This research 
fostered a set of beliefs about recording which is 
now being extrapolated to the area of video ob- 
servation. Recent research, however, does suggest 
that audio and, in particular, video recording has 
an inhibitory effect on clients and counselors. 
The nature of these effects on clients has been 
found to depend on several client characteristics. 
While recording is not as inhibitory as clients ex- 
pect it to be, counselors tend not to be sensitive 
to the inhibiting effects that do occur in their 
clients. Implications of recent research for coun- 
selors are examined. (Author) 
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The monograph has been arranged to offer the 
reader maximum insight into not only the role of 
the Vocational Expert, but his role when viewed 
as one factor interdependent with several others 
in the total context of the adjudicative process of 
the Social Security disability program. Emphasis 
is given to its genesis and evaluation, emphasizing 
the concept of forensic vocational psychology. 
The monograph presents a look at the Social 
Security disability program’s history, problems 
which currently are being confronted, and plans 
for the future. Articles included cover medical re- 
porting and evaluation, techniques of vocational 
testimony, and the vocational expert as perceived 
by the hearing examiner. Appendices contain a 
summary of the adjucative process, a copy of the 
medical advisor contract, and information on the 
recruitment of vocational experts. (Author/SES) 
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This article suggests that a major role for the 
practicing clinician is the teaching of his helping 
skills to those whom he would serve. Specifically, 
the paper describes microcounseling, a 
videobased system of teaching counseling or 
psychotherapeutic skills to counselors, clinical 
psychologists, and medical students. In addition, 
the method has proven equally effective in train- 
ing paraprofessional counselors, parents as peer 
drug counselors, teachers, and the general lay 
public. Microcounseling is seen as a systematic 
program which enables the helping process to be 
taught directly and explicitly. It is a scaled-down 
sample of counseling in which the counselor, 
therapist, or lay trainee talk with volunteer clients 
during brief five-minute sessions which are video 
recorded. Microcounseling thus focuses on 
specific single skills and trainee learn quickly im- 
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This developmental course in career planning is 
conceived as a voluntary class open to sec 
school students who feel that they are ready to 
benefit from it. Its function, rather than serving 
the manpower needs of business and industry, is 
to assist students to become more aware of them- 
selves as contributing individuals and of the many 
ways in which they can use their talents luc- 
tively. Decision-making skills form an integral 
part of the course so that individuals can utilize 
the skills beyond the immediate task of career 
decision-making. The complex issue of work itself 
is also discussed; the three-and four-day week, 
high unemployment, and the welfare question are 
woven into te relevant course content. Nine top- 
ics are suggested for inclusion in this course to be 
offered by the Guidance Department; outlines, 
resources, and activities are available for most of 
them. Books, films, games, and kits are also in- 
cluded for the entire course. (SES) 
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portant aspects of the total helping p 
Specific skills of microcounseling are outlined, il- 
lustrations of how methods may be used are 
presented, and implications of a teaching role for 
the professional psychotherapist are discussed. 
(Author/SES) 
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This paper highlights what the authors believe 
are the important issues and directions of change 
in the evaluation of mental health programs. The 
rationale for such evaluation is twofold. First, it 
provides a scientifically rigorous method of deter- 
mining the therapeutic efficacy of the treatment 
or program, and secondly, these results can exer- 
cise a feedback into the system, modifying the 
clinical operations. The major types of evaluation 
studies are considered: intra-institutional studies, 
effect of relocation from one institution to 
another, alternative treatments upon admission to 
institutions, and alternatives to institutionaliza- 
tion. Further issues considered include contented 
vs. angry patients, patient deterioration, and 
covert deterioration which is less obvious to the 
observer. It is considered that the best hope for 
the future is a comprehensive: mental health 
system with many flexible alternatives, integration 
of community and institution, and continuity of 
care. Extensive references are included. 
(Author/SES) 


Record Examination (GRE), grade point average 
(GPA), and various personality measures have 
been of limited value when used as selection 
criteria for counselor education programs. While 
these indices should not be eliminated, counselor 
educators need to establish more relevant selec- 
tion criteria for their training program. One such 
criteria deserving exploration is potential effec- 
tiveness as a practitioner in the helping profes- 
sions. The author presents here the outline of an 
instrument he has constructed which measures an 
individual's discriminative ability in identifying 
human emotional states. It consists of 45 audio 
tape segments, each of which expresses an emo- 
tional state which a viewer is asked to identify. 
Extensive reliability and validity procedures were 
performed and are reported. author feels 
that the present instrument could be a positive 
step toward establishing greater compatibility 
between the selection criteria and the goals of the 
counselor education programs. Various uses by 
this instrument as a tool for training are 
discussed. (Author/SES) 
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While this booklet on juvenile delinquency 

does not attempt a full review of the literature, it 
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has been designed to further an understanding 
and appreciation of the social-psychological 
problems of deviant behavior. The booklet briefly 
covers the publicity which juvenile delinquency 
has been given in recent years, as well as the dif- 
ficulties encountered in enumerating offenders. A 
third section provides information which might be 
useful in distinguishing normal and healthy rowdi- 
ness and buoyancy from behavior pathology. In 
addition, a resume of theoretical approaches to 
delinquency is included: psychoanalytic, identity 
diffusion and psychosocial § moratorium, 
delinquent ego, normless or “anomie” behavior, 
differential association, and cultural transmission. 
Finally, the multiple roles which schools must 
play in the prevention of delinquency and in han- 
dling delinquents among their in-school popula- 
tion is examined. (Author/SES) 
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The study explores the effect of the teacher’s 
personality on the evaluation of students. The 
personality concept applied here, internal vs. ex- 
ternal control of reinforcement, has evolved out 
of Rotter’s social learning theory; internals (I’s) 
tend to feel that they control their own destiny 
while externals (E’s) tend to see forces beyond 
their control as being factors which determine the 
occurrence of reinforcement. Female fourth, 
fifth, and sixth grade teachers were subjects for 
the experiment and were classified as internal or 
external on the basis of their scores on Rotter’s 
(1966) I-E Scale. After observing a video-tape of 
a boy performing Crandall’s (1963) angle- 
matching task in either an ascending or descend- 
jh pre they evaluated him as to performance 
r , performance prediction, intellectual quo- 
tient, and academic achievement. Both internal 
and external teachers exhibited a primary effect 
on performance recall. The findings suggest that | 
teachers may be influenced more by a student’s 
initial performance than by more recent per- 
formance on his part. (Author/SES) 
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The purpose of the study was to explore the ef- 
fect of parent and teacher consultation used in 
conjunction with group counseling on the class- 
room behavior of first, second, third, and fourth 
grade children. The instruments selected were in 
conjunction with the primary me ag of the stu- 
dy; the effect of various counse x 
on children’s classroom behavior. Thus, two in- 
struments were chosen; one the teachers would 
use to evaluate the children’s changes in behavior 
(Walker, 1968-Walker Problem Behavior Identifi- 
cation Checklist) and a second an objective class- 
room observer would use to rate children’s 
behavior —— 1968-Coping Analysis 
Schedule for Educational Settings (CASES). The 
hypothesis that there would be no significant dif- 
ferences among Group Counseling/Parent- 
Teacher Consultation, Group Counseling, Parent- 
Teacher Consultation, and Con Group 
Procedures was not accepted. Results suggest that 
Parent-Teacher Consultation was the most effec- 
tive strategy used in the modification of class- 
room behavior and that CASES was the most 
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valid and accurate measure of behavior change. 
(Author/SES) 
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The Curriculum Research Institute papers 

presented here draw upon the behavioral 
disciplines of psychology, psychiatry, and sociolo- 
gy to examine some aspects of factors affecting 
the nurturing of individual potential. Although 
content, scope, and sequence of learning oppor- 
tunities are central in individual development, 
other significant influences which have not yet 
been adequately explored by curriculum ex- 
aminers are covered here. Some of these areas of 
exploration include creative or divergent thinking 
abilities; the processes of teaching and the effects 
of teaching styles on the nature of student 
achievement; and the impact of the school and 
community social milieu on learning. The articles 
presented point to a more meaningful construct 
of the teaching-learning process and the educa- 
tors can begin to understand the ways school pro- 
grams ignore individual abilities, that groups of 
children are confronted with learning tasks which 
seem inappropriate for them, and that cultural 
and subcultural forces significantly influence 
pupil achievements. (Author/SES) 
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Since the social reality of the drug problem has 

largely emanated from the diffuse conceptions of 

the drug user, an analysis of the history of the “- 
dope fiend” mythology is presented in this paper 
in an attempt to assess the manner in which cer- 

tain publics are informed about the problem. A 

content analysis of drug-related imagery was 

made from three sources: the Reader’s Guide to 

Periodical Literature, the International Index, and 

the Federal Narcotics Bureau's Annual Report. 

Articles indexed were listed under headings such 

as drug habit, opium habit, and narcotics addict; 

sources reflected popular, scientific, and vested 

interest perspectives. Results show that of the 29 

myths presented concerning the violent addict, 21 

are from the Bureau of Narcotics. The paper 

traces the “dope fiend” mythology from its earli- 
est emergence and maintenance and points out 
that, while quantitative and qualitative variations 
are apparent for different sources and time 

periods, the imagery seems to have maintained a 

viability of its own. Tables and references are in- 

cluded. (SES) 
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The author’s approach to the conceptualization 
and measurement of natural cognitions which 
may have some relevance for the study of values 
is presented. Research on natural cognitions, or 
ideas entertained by people before an experi- 
menter comes along to disturb them attempts to 
assess pre-existing concepts which are ps 
initially according - to the domain of ob) 
which they refer. Fi of the h ach 
gy are examined and findings from studies con- 
ducted over the past ten years are cited briefly. 
The cognitive model and strategy of assessment 
are explored as they are relevant to the study of 
values; the present conception of value organiza- 
tion places the person's values within the general 
cognitive framework that he uses for understand- 
ing real objects and that the subjectively 
absolute and universal qualities that characterize 
values may derive from the person's idealized in- 
terpretation of actually experienced contingen- 
cies. References are included. (Author/SES) 
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This publication is a collection of papers and 

reports presented at the Fifth Curriculum 

Research Institute. The articles included reflect 

the Institute’s position which recognizes that a 

teacher must know the child whom he is to teach; 

knowing the children’s experiential background 
enables the teacher to alter the sequence of cur- 
riculum content and the pace of presentation. In 
addition, being aware of aspirations and self-con- 
ceptions of children suggests appropriate, effec- 
tive methods of evaluation. Papers on anxiety and 
motivation by Seymour Sarason and Richard Al- 
pert indicate ways in which certain psychological 
variables influence learning. Group relationships 
and individual uniqueness are explored in papers 
by Herbert Thelen and Ronald Lippitt. Calvin 

Taylor, a consultant to the Institute, discusses 

how creativity is —— in the behavior of in- 

dividuals. The publication not only idertifies 
selected aspects of human variability but it also 
explores their relationship to learning. 

(Author/SES) 
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Models 
Research has shown that a behavior may be 
acquired through observing and imitating a 
model. A behavior which has already been 
acquired may be inhibited, disinhibited, or 
elicited by observing and imitating. A definition 
of imitation is given, and the effects of imitation 
on learning and performance are summarized 
Research on factors which affect imitation is 
reviewed. These factors include the charac- 
teristics of the model, the characteristics of the 
observer, and the consequences of the behavior 
to the model and to the observer. Research on 
imitation of cognitive skills, subject matter 
knowledge, and prosocial behavior is also 
reviewed. Finally, techniques are outlined for the 
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use of modeling to facilitate classroom learning 
and motivation. (Author) 
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This paper is a refinement of a model of con- 
ceptual learning and development presented ini- 
tially as the Presidential Address to Division 15, 
Educational Psychology, of the American 
Psychological Association in September 1971 at 
Washington, D.C. Thus it supersedes the initial 
formulation in explicitness and detail. This paper 
explains the nature of concepts with which the 
model deals. An overview of the model is 
presented which indicates that concepts are at- 
tained at four successive levels, concrete, identi- 
ty, classificatory, and formal. It further explains 
how concepts attained at the classificatory or for- 
mal level may be used. The cognitive rations 
essential for attaining concepts at each of the 
successive levels are indicated. The role of lan- 
guage in the attainment of concepts is examined. 
The various internal and external conditions of 
concept learning are indicated. The research and 
theory on which the model is based are 
presented. (Author) 
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This report presents the problem and a solution 
to the treatment of students by age interactions. 
It considers the plight of an educational 
researcher who wishes to demonstrate that a par- 
ticular treatment effect changes from age to age. 
In analysis of variance lan ce, he is seeking a 
treatment by age interactio tion. The report presents 
a rationale for considering treatment by age in- 
teractions in a relative rather than in an absolute 
sense. The problem considered is, ‘“‘How can the 
interaction question be answered when treatment 
differences at one age level are based on a dif- 
ferent variability from those at another age 
level?” An pe agen data transformation is 
derived that en a researcher to interpret 
such interactions statistically. (Author/WS) 
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Three main studies were conducted to deter- 

mine the effects of certain independent variables 
(number of positive and negative instances, 
presence or absence of a concept definition 
specifying the defining attributes, and presence or 
absence of emphasis of relevant attributes) on the 
learning of environmental concepts. Sixth-grade 
children who partici in the experiments 
each read a series of three printed lessons and 
took four tests dealing with the concepts popula- 
tion, habitat, and community. Five dependent 
measures were used to assess concept attainment: 
recognition of new concept instances and non-in- 
stances, overgeneralization, underg: lization, 
recognition of the concept definition, and 
knowledge of interrelationships among concepts. 
Results included: (1) presenting examples and 
non-examples in a rational teaching set promoted 
correct classification of unencountered instances; 
(2) removal of negative instances from the ra- 
tional teaching set resulted in significant over- 
generalization, and (3) providing a concept 
definition with the rational set of 3 or 4 instances 
and 3 or 4 non-instances was not more effective 
in promoting concept learning than providing the 
rational set alone. (Author/SK) 
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This issue of Communique has its lead article 
on campus unrest and its resolution in schools of 
changing ethnic composition. It also contains a 
description of a drug program which utilizes a 
puppet show. The regular features of the publica- 
tion include write-ups on current happenings in 
the counseling field in addition to research ab- 
stracts from journals and dissertations. (WS) 
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This r argues that there. has been an 

overemphasis among reading and _ English 
teachers on the role of diagnosis, prescription, 
and testing for mastery of isolated skills. The 
result has been a short-term profit of increased 
scores on , but a long-term sacrifice of 
students who are eager to read. The author sug- 
gests that the best method of teaching reading is 
to encourage children to trust their own respon- 
ses to what they read. Rather than a managerial 
technique of reading instruction, an affective ap- 
proach, stressing the importance of student read- 
ing motivation, is proposed. Reading should be 
taught as a kinetic experience--the teacher should 
not ask what a word or sentence means, but what 
it does. Reading, then, is a language sensitizing 
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experience. Literature teaching should emphasize 
the interrelations between life and literature; it 
should not regard a literary work as an object to 
be studied, but rather as a process to be ex- 
perienced. The author concludes that in order to 
excite a student to perform more actively in his 
reading, teachers must encourage curiosity in the 
student, rather than overstressing his ability to 
make sophisticated judgments. (Author/D1) 
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alects, Reading Instruction, *Reading Pro- 
grams, Remedial Reading, *Research Projects, 
*Tenl, Test Construction 
As part of an effort to help coordinate informa- 
tion flow (and thus, future research artivities), 
this fourth Inventory of Projects and Ketivities in 
Reading and English continues to report (1) ac- 
tion programs seeking to exploit advances in lin- 
guistic science and related fields, (2) projects 
seeking to explore ways of handling the special 
language problems of speakers of nonstandard 
varieties cf English, (3) school-based comparative 
studies, many of which deal with methods, 
materials, and test instruments used in teaching 
beginning and remedial reading, (4) studies of 
language arts and English curricula with a view to 
modification or revision, (5) materials and test 
construction projects, and (6) projects to exploit 
audiovisual aids. Desired information can be 
retrieved by state, level of instruction, topic, and 
an alphabetical listing of investigators. Appended 
are the TENL Directory of Information Sources 
and a listing of reading programs recently funded 
by Title Ill of the Elementary and Secondary 
Education Act. (HS) 
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Improvement, *Reading Instruction, Reading 
Level, *Secondary Education, *Teaching 
Machines, Vocabulary Development 
Self-teaching machines housed in trailer-class- 
rooms were used to help 400 high school students 
imp their ding skills. The students, who 
were one or more years below grade level in 
reading skills at the start of the project, made 
positive gains in vocabulary and comprehension; 
progress was from two to six times that which 
was expected based on previous achievement. 
Gains were measured by the Gates-MacGinitie 
Reading Test. The project used 32 TV-like 
teaching machines housed in two mobile units 
servicing four schools. The objectives were to 
raise reading levels in comprehension and 
vocabulary by one year in 80 hours of instruc- 
tion. Although students operated the machines 
and tested their own progress by themselves, a 
certified reading teacher and aide were available 
for assistance. It was recommended that the pro- 
ject be continued, that only the comprehension 
section of the Gates-MacGinitie test be used for 
evaluating gains and that a controlled study be 
set up to investigate the effects of rewards on stu- 
dent achievement. (Author/DI) 
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The purpose of this study was to determine 
whether statements of the main idea of a para- 
graph made by elementary school children could 
be enhanced if a content relevant picture accom- 
panied the paragraph or if simplification of the 
paragraph was undertaken. One hundred and 
ninety-two subjects were selected from among the 
third and sixth grade students attending nine 
public elerientary schools. The subjects were 
asked to state the main idea of each of three 
Paragraphs either accompanied or not accom- 
panied by content relevant pictures. The various 
reading conditions were paragraphs alone, para- 
graphs and pictures with no direction to view the 
picture, paragraphs and pictures with minimum 
direction to view the picture, and paragraphs and 
pictures with maximum direction to view the pic- 
ture. The three paragraphs developed for each of 
the three main .deas were four sentences long. 
The results indicated: (1) the analysis of variance 
did not reveal significant differences between 
responses of boys and girls, irrespective of grade, 
or among the reading conditions; (2) the addition 
of a content relevant picture to a paragraph with 
or without direction to use it did not enhance 
either third or sixth graders’ main idea state- 
ments; and (3) the simplification of the para- 
graphs did lead to higher scale ratings for both 
third and sixth graders. (WR) 
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Reading programs for special admit college stu- 
dents were developed and included 13 skills: 
reading for main ideas and supporting details, 
noting sequence and development of main ideas 
and supporting details, developing flexibility in 
reading, underlining, summarizing, synthesis of 
several sources, critical reading, comparison and 
contrast of ideas, note taking, study reading 
techniques, preparation and taking of exams, 
development of research and term papers, and 
organization for study. In selecting the content 
for the course, articles and books were analyzed 
for interest level, the skills needed for un- 
derstanding, and the skills that could be illus- 
trated and taught through the material. The 
readability level for all the material was also 
determined. An evaluation of the program was 
conducted by comparing the pre- and posttest 
results of the comprehension section of the Nel- 
son-Denny Reading Test. The results indicated 
the students improved between pre- and posttest- 
ing. Group 1, the slower moving strand, improved 
an average of over two and one-half years, and 
group 2 showed an improvement of over three 
years. This growth was significantly more than 
normally expected for a semester’s course in 
reading improvement. (WR) 
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bs Grades, *Testing, *Testing Pro- 
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This paper presents a summary of the results 

for the Washington, D.C., public schools of the 

Metropolitan Readiness Test for grade 1; of the 

Reading and Mathematics Tests of the Com- 

prehensive Tests of Basic Skills for grades 3 

9; of the Reading and Mathematics test 

of the California Achievement Tests for grade 2; 

plus a summary of the results of the Reading and 

Numerical Competence Tests of the Stanford 

Achievement tests, High School Basic Battery, 
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which were administered to eleventh grade voca- 
tional high school students. (WR) 
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This sample checklist for teacher education 
programs in reading is intended to aid colleges 
and universities in self-evaluation and to aid 
others rating an institution’s teacher-training ac- 
tivities in the area of reading. The checklist speci- 
fies the different program modules in the educa- 
tion of reading specialists. The competencies 
designated for all of the program modules con- 
stitute a checklist of a program’s strengths and 
weaknesses. The checklist is flexible enough to be 
adapted to a variety of programs. It has also been 
designed to aid ‘“‘outside” evaluation as well as 
self-evaluation of programs. Reading teachers, 
teacher-trainers, prospective reading teachers, 
and administrators of reading programs may use 
this list to evaluate the competence of their work 
in preservice and inservice activities. People in 
fields tangential to reading education may also 
use the list to gain an overview of this subject. 
(Author/DI) 
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Readiness, Sight Vocabulary, Spelling Instruc- 
tion 
This study describes a program designed at 
Stanford University in the computer-assisted in- 
struction (CAI) of reading, which has been used 
by children in kindergarten through grade three. 
The program is an adjunct to classroom instruc- 
tion, stressing the decoding aspect of reading and 
leaving the communication aspect to the teacher. 
The report presents the rationale for the pro- 
gram; a description of how individualized instruc- 
tion is affected by the program; a discussion of 
the various strands in the program--reading readi- 
ness, letter identification, sight word vocabulary, 
spelling patterns, phonics, comprehension, and 
language arts; a description of the digitized audio 
system of the program; a discussion of how CAI 
can be scheduled with other class activities; and a 
discussion for the teacher of how to read the 
computer's reports of the students’ progress. The 
authors conclude that CAI can free the teacher 
for more creative types of instruction and that 
this program is a feasible and economical way to 
raise the national level of reading. (Author/DI) 
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*Reading Instruction, *Remedial Reading Pro- 

grams, Tactual Perception 
Identifiers—*Fuller Reading System 

Four papers detailing the Fuller Reading 
System and its successful use with low-IQ subjects 
and one paper discussing the System and the 
results of using it are presented in this collection. 
The subjects were 23 residents of Maryland’s 
principal institution for the retarded. They ranged 
in age from eleven to 51 years and in Stanford- 
Binet IQ from 33 to 72. Daily five-to-twenty- 
minute teaching sessions for one year resulted in 
all subjects being able to read at the third grade 
level as measured by the Spache readability for- 
mula. The Fuller Reading System consists of sim- 
plified alphabet learning based on the distinctive 
features of each letter; the most common phonic 
sound as the name for each letter; an auditory, 
visual, kinesthetic, and tactile approach; and ac- 
tion-oriented space oddysseys as reading content. 
Dr. Fuller poses a number of questions about 
what inteiligence is and the high positive correla- 
tion between IQ measures and predictability of 
school performance. The discussant, Dr. Sam 
Glucksberg, also questions the accepted relation- 
ship between measured intelligence and reading 
comprehension, citing prominent twentieth centu- 
ry research on several sides of the issue. (TO) 
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The mediagraphy, a new concept in storing and 
transmitting information, is a listing of sources of 
data relating to a particular subject area. In addi- 
tion to written works, a mediagraphy may include 
nonbook materials. This mediagraphy lists 60 sets 
of educational recordings available for remedial 
reading programs at the two-year community col- 
lege level. Some programs which were originally 
produced for oe high school courses are 
also included. Entries are arranged alphabetically 
with format, length, latest catalog price, 
producer/author, distributor/publisher, date of 
production, a brief description, and keywords to 
locate specific approaches and areas of concen- 
tration given for each entry. Also included in this 
mediagraphy are an index to the individual titles 
arranged by key word and a listing of the ad- 
dresses of the producers and distributors of the 
educational recordings. (Author/TO) 
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Although receptive language organization is the 

foundation of all linguistic development, the 

evaluation of children’s performance in listening 
to extended streams of speech is not a significant 
aspect of present methods of assessing children’s 
language and reading capability. In repeated in- 
dividual test sessions, 44 normal children in sub- 
urban primary school registered their listening 
preferences for either the natural soundtrack or 
an electronically processed unintelligible sound- 
track accompanying selected segments of “- 
Sesame Street’’ programs. Thirty-three of the 
children decisively rejected the unintelligible TV 
soundtracks. The remaining eleven children each 
spent as many as 30 minutes viewing TV pro- 
grams with garbled, distorted soundtracks, 
although clear soundtracks were easily available. 

Each of the nonselective listeners showed 

patterns of mild to moderate language and read- 

ing dysfunction in the classroom. These data con- 


firm other studies in suggesting that approximate- 
ly 25 percent of presumed normal children 
manifest unrecognized anomalies of selective lan- 
guage listening. These results strongly suggest the 
importance of including systematic evaluation of 
speech-stream receptive language functioning in 
language and reading assessment. (Author/TO) 
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Testing 
Identifiers—*Miller Unruh Reading Program 

In 1965 the Miller-Unruh Act enabled the Bu- 
reau of Elementary and Secondary Education to 
provide inservice conferences and workshops for 
specialist teachers to aid in the prevention and 
correction of reading difficulties for pupils in 
grades 1, 2, and 3, and to move toward getting 
the specialist “‘out of the remedial room and into 
the classroom.” This booklet presents important 
points made by those invited to participate as 
main speakers at each of the regional workshops 
held in California during 1970-71. It also presents 
ideas on methods and instructional techniques for 
supplementing reading instruction by specialist 
teachers who participated as session leaders. Top- 
ics for the keynote addresses include: (1) the role 
of Miller-Unruh specialists in a total reading pro- 
gram, (2) establishing meaningful communication 
as leadership function, (3) basic learning modes, 
(4) individualized reading instruction, (5) the use 
of poetry for reading instruction, (6) stimulating 
interest in reading through creative dramatics, 
and (7) positive uses and supplementation of 
state testing. Specialist teachers’ suggestions are 
grouped under three major headings: identifying 
and compensating children’s needs; developing 
listening, speaking, writing, and reading skills; 
and implementing and evaluating Miller-Unruh 
programs. (HS) 
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This publication lists and describes diagnostic 
reading tests available from United States 
publishers. Critical reviews by outside experts are 
included and supplemented by the compiler’s 
comments. The external reviews are abstracted 
from “The Mental Measurements Yearbooks,” 
edited by O. K. Buros, and cited by Yearbook 
edition and entry number. The introductory 
material serves two purposes: (1) to outline some 
considerations to be followed in selecting diag- 
nostic tests and (2) to provide background for 
the understanding of technical information pro- 
vided in test manuals and reviews. (Author/TO) 
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als, Student Developed Materials, Student 
Motivation, *Teaching Techniques 
The papers for this proceeding reveal a variety 

of techniques and ideas for enhancing reading 

through literature. Lyman C. Hunt in “Literature 
and Learning to Read” discusses beginning read- 
ing instruction and some mistakes teachers com- 
monly make, and reminds teachers that the pri- 
mary objective should be to encourage reading 
and help the student realize self-improvement. 

Jean B. Sanders in “Black Literature for Children 

and Adolescents” encourages the use of good ju- 

venile books with black characters. Elizabeth 

Weller in “To Each His Own Book” urges 

teachers to help children find reading materials 

based on their own choice and taste. Patricia M. 

Brown in “From Games to Books” discusses the 

use of reading games designed to help children 

overcome their reading problems. Francis I. Wil- 
liams in “Uptight: Competition Time” discusses 
how to help students become “book-curious.” 

Louise P. Clark in ‘‘How Rich Is Their Reading?” 

discusses the art of critical reading. Bernice J. 

Mayhew in ‘Book Making for Budding Authors” 

describes in detail how children can publish their 

own books. Finally, Harriet W. Ehrlich in “Crea- 
tive Dramatics in the Language Arts Curriculum” 
suggests the establishment of an atmosphere that 
nurtures creativity and imaginative thinking. (HS) 
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Identifiers— * Neurological Impress Method 
This study investigated the effectiveness of the 

neurological impress method (NIM), the language 
experience approach (LEA), and classroom 
teaching as remedial reading treatments for disa- 
bled readers. Subjects referred to the Purdue 
Reading Clinic were screened to determine 
whether they met criteria for the study and were 
randomly assigned to the NIM, LEA, or control 
(classroom teaching) treatment. Tutors were also 
randomly assigned to either the NIM or LEA 
treatment. They were trained in the experimental 
and other instructional -snethods and were super- 
vised in their use of remedial procedures. Read- 
ing progress during one semester or summer ses- 
sion was measured with oral and silent reading 
subtests. An analysis of covariance revealed that 
for all twelve reading measures no statistically 
significant differences were found among treat- 
ment groups. Growth in reading, however, was 
evidenced in all treatment groups. (Author/TO) 
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Identifiers— *British Infant School 
From among the papers the author has 

presented at various conferences and the articles 

she has written for different journals, nine were 
selected to form this book. They are all con- 

cerned with beginning reading, and each forms a 

chapter of the book. Chapter one, “‘Approaches 

to Beginning Reading in Great Britain,” discusses 


background factors, beginning reading in prac- 
tice, and the results of approaches to beginning 
reading. Chapter two, “Selecting an Approach to 
Teaching Reading,” deals with teachers’ interest 
in new approaches, criteria for judging new ap- 
proaches, and deciding if a new approach is 
necessary. Chapter three, “The Importance of 
Structure in Beginning Reading,” addresses read- 
ing in progressive infant classes and the need for 
structure. The arguments for and against early 
reading instruction are —— in Chapter four, 
“Early Reading.” Part Two of the book, chapters 
five through eight, is concerned with the aug- 
mented alphabet and with i.t.a. Chapter nine, “- 
Formulae for Beginning Reading Tuition,” 
discusses terminology, reading r= and im- 
plications for future research. (WR 
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is publication is designed to aid teachers and 
school personnel who are seeking ways to in- 
dividualize reading instruction. The chapters in- 

clude: “The Individualized Reading Program: A 

Perspective’’ by Lyman C. Hunt, Jr.; “Initiating 

the Individualized Reading Program: Various 

Transitional Plans’ by Lorraine Harvilla; “The 

Conference in IRP: The Teacher-Pupil Dialogue” 

by Jeannette Veatch; “Classroom Organization: 

Structuring the Individualized Reading Period” by 

Jeannette Veatch; “Individualized Reading: Focus 

on Skills” by Marie Kupres; “Individualized 

Reading and Creative Writing” by Patrick Groff; 

“Evaluation for Pupil Effectiveness” by Donald 

Carline; “Evaluation for Program Effectiveness” 

by Donald Carline; “‘Developing and Supervising 

an IRP on a School-Wide Basis” by Russell R. 

Ramsey; and “Of Stars and Statistics” by Harry 

W. Sartain. (WR) 
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Eight papers presented at the conference for 

elementary language arts and reading teachers at 

Indiana University are presented in this bulletin. 

The papers have been organized to parallel the 

order of their presentation: “Using Beginning 

Reading Materials to Individualize” by Theodore 

Clymer; ‘Oral ame Misuses” by Kenneth 

Goodman; “Diagnostic Teaching: Implications for 

the Administrator” by Leo Fay; “Composition: 

Product or Process” by James Walden; “‘Ac- 

countability in Language Arts Teaching” by Carl 

Smith, “Reading Motivation Needed: Some In- 

direction” by Michael Flanigan; “Recipe for 

Teaching the "Unteachables’ to Read” by Mildred 

Freeman; and “Children, Books, and Diagnostic 

Teaching” by Shelton Root. Introductory and 

conciuding statements have been added by Cari 

Smith and James Walden, co-directors of the 

conference and co-editors of this publication. 

(Author/WR) 
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Training, Ccmneneant Materials, Listening, 
Listening Comprehension, *Listening Skills 

to aid in developing auditory percep- 
tion, this manual provides a program of remedia- 
tion for children at the fourth through sixth-grade 
level. The book is divided into two sections. The 
first consists of seventy-five essays, each written 
at three levels of difficulty. The level most ap- 
propriate for the student is determined and is 
used for subsequent essays until the child is ready 
to move to a higher level. Each of the short es- 
says is read aloud to the child at moderate speed 
with little emphasis; then the child is asked to re- 
peat as much of the material as he remembers. 

Space has been provided to grade the child on 

each performance. Section two consists of twelve 

exercises designed to help the child learn how to 
listen, follow directions, and develop auditory 
memory. (WR) 
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This book is intended primarily for classroom 

teachers and other personnel who work directly 

with teachers in selecting reading readiness tests 
or achievement tests. The first chapter lists and 
briefly explains the criteria used by the authors in 
reviewing the tests included. These criteria are 
concerned with norms, standardization, objectivi- 
ty, ease of administration and sccrapility, validity, 
reliability, and the test manual. The reading 
readiness tests reviewed are the Gates-MacGinitie 

Readiness Skills Test, the Harrison-Stroud Read- 

ing Readiness Profile, the Lee-Clark Reading 

Readiness Test, the Metropolitan Readiness Test, 

and the as oo Aaa Reading Readiness Anal- 

ysis. The following reading achievement tests are 
reviewed: the California Keading Tests, the 

Gates-MacGinitie Reading Tests, the lowa Silent 

Reading Test, the Metropolitan Achie 

Tests--Reading, and the Stanford Achievement 

Tests--Reading. The appendix contains two 

charts, one a general description of the tests 

reviewed and the other a summary cf the techni- 
cal evaluation of the tests. (TO) 
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Teaching Methods 
The attitudes, feelings, and self-concept of 30 

sixth-grade children from high reading 24 pom and 

30 from low reading rad omg as related to ability 

grouping in the of reading wore ex- 








, amined in this study. The Piers-Harris Children’s 


Self Concept Scale, the San Diego County Inven- 
tory of Reading Attitude, and an interview 
schedule ae by the investigator were used 
to determine self-concept development and read- 
ing attitude. Significant differences were found 
between the two groups on gam fp attitudes 
toward reading, and feelings toward reading in 
ability groups on ten of the 24 items of the 
p engpne ne The data from this study support 

conjecture that ability grouping in the 
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teaching of reading is a negative practice, rein- 
forcing negative self-concepts and negative at- 
titudes toward reading. Results also showed that 
ability grouping leads to stereotyped and 
stratified roles and parental, teacher, and peer 
pressures that could prevent the child from 
developing healthy social relations and a positive 
self-concept. Alternative approaches to the 


teaching of reading through more individualized 
and personalized methods are cited. (Author/TO) 
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Vocabulary Skills 
Teachers can help students develop abilities to 
enable them to read subject-oriented materials 
with better understanding. The purpose is not to 
conduct a lesson in reading comprehension, but 
to establish purposes for reading, develop word 
competency, search for surface and deeper 
meanings, and evaluate information and ideas 
gained through reading. Teachers can promote 
purposeful reading by providing suitable motives 
which students can discuss and weigh. Problem 
solving can eliminate teacher inspired purposes 
The ability to grasp context clues and morphemic 
clues and to distinguish between literal and figu- 
rative meanings, and the study of multiple word 
meanings and the dictionary can help build better 
vocabulary skills. The ability to see relationships 
among ideas, to understand paragraph and other 
organizational patterns, and to discover meanings 
and relationships by analyzing sentence patterns 
are important measures of comprehension the 
teacher can help students develop. Helping stu- 
dents discover inferential meanings involves thin- 
king about other ideas the messages might con- 
vey. Finally, the student's ability to judge accura- 
cy, distinguish between fact and opinion, recog- 
nize qualification, and perceive persuasion can be 
accomplished by studying information obtained 
from several sources. (HS) 
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e 
stentiion-Wenbanees Hearing Impaired Pro- 


, WHIP 

The Waubonsee Hearing Impaired Program 
(WHIP), offering courses for disadvantaged 
adults in English and reading as well as a special 
program for hearing impaired students, is 
described. English Review is a course which aids 
students whose deficiencies in English preclude 
their taking the regular freshman English courses. 
Instruction is individualized and students are 
required to write short themes and other exposi- 
tory prose essential for vocational goals or further 
studies. Notetaking, outlining, use of dictionaries, 
and test taking techniques are also taught. 
Developmental Reading is a course designed for 
adults who never completed their years of formal 
education. Work is given to increase skills in 
vocabulary, phonics, listening, reading com- 
prehension, spelling, and written expression. En- 
glish as a second language is offered in both of 
these courses for those whose native language is 
not English. A special tutor works with these stu- 
dents so that a meaningful program is developed 
for their particular needs. Interpreters are pro- 


vided to aid in lip reading, and classes are offered 
teaching sign language. The philosophy of the 
Hearing Impaired Program is to provide those 
services which allow the deaf student to compete 
on an equal basis with his hearing peer in an in- 
tegrated classroom. (HS) 
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This annotated bibliography contains both 

opinion and research articles dealing with various 
aspects of vision. The entries are divided into 
four categories: visual acuity, visual perception, 
perceptual motor development, and eye move- 
ments. Within each category are entries present- 
ing controversial and contradictory viewpoints 
and evidence enabling the reader to peruse many 
opinions while forming hiw own. (TO) 
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This study investigated the predictive value of 
certain tests in relationship to first grade reading 
success. The Metropolitan Readiness Test, Nam- 
ing Letters Test, Light Response Test, and 
Matching Symbol Test were administered to 70 
first grade students during the first two weeks of 
school. The Teacher’s Reading Readiness Rating 
Scale was filled out by each of the subjects’ 
teachers at the end of seven weeks. The seventh 
predictor test was computed by finding the dif- 
ference in individual scores of the Light Response 
Test and Matching Symbol Test. The Gray Oral 
Reading Paragraphs Test and the Gates-Mac- 
Ginitie Reading Test, administered during the last 
four weeks of school, were used to measure the 
effectiveness of the predictive tests. The results 
indicated: (1) the Metropolitan Readiness Test is 
one of the best single predictors of first grade 
reading success; (2) the tests that measure 
specific aspects of the reading process are the 
best predictors of first grade reading success; (3) 
workbooks of the matching symbol type are not 
likely to improve first grade reading success; (4) 
age is a significant factor in the speed of 
matching symbols at the age of six; and (5) the 
naming of a selected group of capital and lower 
case letters is a good predictor of first grade 
reading success. (Author/WR) 
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Identifiers—*DISTAR 
This study compared two methods of teaching 

reading to disadvantaged first grade students from 

four schools. An experimental group and a con- 
trol group were selected in each school. Two 
schools used departmentalized organizational pat- 
terns and two used self-contained organizational 
patterns. The experimental group was taught 
reading by the Distar method while the control 
group was taught by a traditional method. Six 
null hypotheses were tested for differences in 
means on reading achievement tests using raw 
scores for vocabulary and comprehension. A sig- 
nificant difference was obtained between the ex- 
perimental and control groups in the area of 
vocabulary. A significant difference was also ob- 
tained in vocabulary skills between the experi- 
mental and control groups in self-contained class- 
rooms. It was concluded that the experimental 
teaching method used in the self-contained class- 
rooms was more effective than the same method 
in the departmentalized classrooms or a tradi- 
tional method in either classroom setting. 
(Author/DI) 
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Teachers, principals, and other administrators 
who are considering the adoption of i.t.a. for lan- 
guage arts in the primary grades need objective 
information about its advantages and its disad- 
vantages. The purpose of this paper is to provide 
a list of the disadvantages which may be inherent 
in the adoption of i.t.a. The disadvantages of i.t.a. 
may be divided into two categories, factual and 
attitudinal. Some factual disadvantages are that 
the weaknesses of students, teachers, and schools 
are revealed more when i.t.a. is used, and the 
damaging effects of arbitrary administrative 
systems of grouping students are highlighted by 
an i.t.a. program. A list of negative statements 
which are often made about i.t.a. includes: (1) 
i.t.a. makes more work for the teacher; (2) i.t.a. 
promoters make exaggerated panacea kinds of 
claims; (3) i.t.a. materials are expensive; (4) i.t.a. 
is not a perfect alphabet; (5) i.t.a. is a phonic 
method; (6) i.t.a. is taught by a formal instruc- 
tional approach; (7) i.t.a. is a scheme for forcing 
precocious readers, (8) i.t.a. is unnatural; (9) 
there are not enough books in i.t.a.; (10) children 
have difficulty in forming the i.t.a. symbols; and 
(11) transition from i.t.a. to waditional orthog- 
raphy is difficult and wastes time. (Author/WR) 
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The purpose of this study was to determine: 
(1) sixth and eighth graders’ knowledge of cer- 
tain graphemic options in American-English 
orthography; (2) the relationship between this 
knowledge and the students’ oral reading accura- 
cy and spelling ability; and (3) whether these 
abilities are of the same magnitude in both black 
and white students. One hundred thirty-nine sixth 
and 119 eighth graders enrolled in the regular 
classrooms of two northern Florida middle 
schools were given the Gilmore Oral Reading 
Test, Form C; a random sample of 100 words 
from the New lowa Spelling Scale; and 





Graphemic Options Test, Parts I and Il. Thirty-six 
hypotheses were tested and the conclusions were: 
(a) knowledge of graphemic options, as measured 
by the Graphemic Options Test, is developmental 
in nature through the fifth grade with a decline at 
the sixth grade and an insignificant increase from 
the fifth to the eighth; (b) a positive and signifi- 
cant relationship exists between sixth and eighth 
graders’ graphcimic option knowledge, oral read- 
ing accuracy, and spelling achievement; (c) white 
sixth and eighth graders have a greater graphemic 
option knowledge than black sixth and eighth 
graders; and (d) higher correlations between 
graphemic option knowledge and oral reading ac- 
curacy and between graphemic option knowledge 
and spelling achievement were obtained for black 
students. (Author/WR) 
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The purpose of this research was to determine 
the effectiveness of the Frostig Developmental 
Program of Visual Perception in effecting gains in 
reading readiness scores and perceptual motor 
ability with kindergarten students and reading 
achievement scores and perceptual motor ability 
with grade one students. High, middle and low 
groups in both kindergarten and grade one were 
determined on a pretest using the Frostig 
Developmental Test of Visual Perception by 
dividing the range of scale scores into thirds. Ex- 
perimental students were exposed to the Frostig 
Developmental Program of Visual Perception for 
ninety-three school days. The Frostig Develop- 
mental Test of Visual Perception and the Lee- 
Clark Reading Readiness Test were administered 
to the kindergarten students and the Frostig 
Developmental Test of Visual Perception and the 
California Achievement Test-Reading were ad- 
ministered to the grade one students. The results 
of the tests indicated that after treatment, each 
experimental sub-group was significantly different 
from the comparable control subgroup in percep- 
tual motor ability. This was true for both kin- 
dergarten and grade one students. No significant 
differences were found in reading readiness or 
reading achievement. (Author/WR) 
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The purpose of this study was to determine the 
development of four specific letter-sound patterns 
from second through sixth grade: invariant conso- 
nants, long and short vowels, “‘c,” and “g.” A 69- 
item list was presented to second-, fourth-, and 
sixth-grade subjects in one of two random orders. 
Oral responses were tape recorded, transcribed 
by graduate students trained in phonics, and 
coded as correct, plausible, or incorrect. Separate 





analyses of variance were run on each of the four 
pattern categories. Some of the results indicated 
that although ability to generalize each of the 
four patterns increased from second through sixth 
grade, there were striking differences in the 
acquisition of the patterns. At the second- and, to 
a lesser degree, the fourth-grade levels, there was 
little difference in ability between the best and 
worst readers to generalize invariant consonant 
correspondences when the letters occurred in ini- 
tial position, but large differences were evident 
for medial and final positions, with the poorer 
readers showing the least ability. For the ‘‘c” pat- 
terns, learning of the correct pronunciation for 
“c” before “‘e,” “i,” or “y” occurred slowly and 
failed to reach 60 percent by sixth grade. For the 
“‘c”’ pronounced as /s/ pattern the correct respon- 
ses were high at all grades. (Author/WR) 
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Subjects at three age levels were administered 

picture pair or word pair discrimination lists. 
They pronounced or pointed as a method of cho- 
ice, and they pronounced or pointed at the cor- 
rect item (or remained silent) during rehearsal. 
The results indicated that with picture pairs, 
pronunciation facilitated learning as a method of 
choice and a type of rehearsal in nursery school 
subjects. For fifth-grade and college subjects, 
there was no significant difference between 
pronouncing and pointing as a method of choice. 
Spoken rehearsal was superior to control per- 
formance for the fifth-grade subjects. College 
subjects performed equally well in the control 
and pronouncing conditions, but pointing during 
rehearsal produced significantly more errors than 
pronouncing. Word pairs produced no significant 
pronunciation effects. The verbal stimuli tend to 
elicit implicit pronouncing responses sooner than 
the nonverbal stimuli. These results were 
discussed within an internalization of speech per- 
spective. (Author/WR) 
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This manual presents information on how to 
conduct a tutorial reading pr that features 
a plan for motivating students. The program is in- 
tended for upper elementary and junior high 
school students who read approximately on a 
second- or third-grade level. basis for this 
program is an instructional design, the Staats “- 
Motivated Learning” Reading Procedure. The 
lesson procedures are structured so that non- 
professional persons can learn them with brief 
training. The utilization of tutors makes this pro- 
gram suitable for inner city schools, where more 
individualized reading instruction is needed. The 
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manual is divided into two parts. Part | presents 
information on operating the program. This in- 
cludes how to arrange instructional schedules, 
prepare materials, select students, select and train 
tutors, and supervise the program while in 
progress. Part 2 (See CS 000 428) provides the 
supervisor's materials and a tutor’s guide. These 
are samples of the actual materials that may be 
duplicated for tutor training and student instruc- 
tion. Included are lesson materials, record sheets, 
tutor materials, and training materials, along with 
the tutor’s guide. (Author/WR) 
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This manual contains supervisor's materials and 
a tutor’s guide to accompany CS 000 427. There 
are samples of materials that can be duplicated 
for tutor training and student instruction. In- 
cluded in this manual are: (1) suggestions for 
subdivision of pages and adaptation of com- 
prehension questions; (2) lesson sheets and 
review sheets; (3) record materials which include 
attendance sheets, daily session sheets, a progress 
chart, a list of goals, a student information record 
form, and a sample letter to parents; (4) materi- 
als for tutors; (5) training materials such as 
schedules, an assembly of materials, and a review 
of procedures; and (6) procedures for tutoring. 
Appendixes are also included. (WR) 
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Neil Postman’s article, ‘““The Politics of Read- 

ing,’ reprinted here from the May 1970 “Har- 

vard Educational Review,” is the core of this 
book. Eight persons involved in various ways in 
the communications field (Claudia Converse, 

Ralph Staiger, William Jenkins, Robert E. Beck, 

John Donova:., Frank Smith, Lee Deighton, and 

Robert F. Hogan) reply to Postman’s thesis that 

print media is becoming obsolete and reactionary 

and that, hence, we should not be so insistent on 
teaching everyone to read. In addition, Postman 
asks, “What is reading good for?” and each 
respondent addresses himself to this question as 
well. The book ends with a reply by Postman. 

Directed tw the entire reading profession, the 

book is designed to provoke discussion rather 

than to provide definitive answers to difficult and 
controversial questions. (TO) 
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The intent of the Commission on Readin = 

the National Council of Teachers of Engli 

developing this group of articles was to couniee 
insight into critical issues related to accountabili- 
ty and reading instruction. The initial presenta- 
tion by James Laffey develops a brief historical 
analysis of educational accountability, followed 
by a discussion of the alternatives and problems 
that must be understood in developing an ac- 
countability system. Richard Hodges identifies the 
nature and sources of behavioral objectives as he 
examines assumptions related to goals of instruc- 
tion, measurement, and the content and 
methodology of learning. Kenneth Goodman’s 
paper on testing concerns reading tests, design 
problems in constructing reading tests, and 
abuses of tests. Advantages as well as limitations 
and disadvantages of performance contracting are 
discussed by Mary Galvan. Galvan concludes her 
discussion by identifying needs and making 
recommendations useful in developing curricu- 
lum-oriented guidelines for schools interested in 
performance contracting. The concluding discus- 
sion by Harold Herber identifies a range of criti- 
cal issues based on the preceding discussions. 
(Author/WR) 
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Five papers concerning administrative problems 

in reading discuss administrative innovation, read- 

ing research, inservice education, and program 
funding. Forces pr include the 
federal government, industry, and educational 
research, the force which is seen as the basis for 
progress in education. Learning resource centers, 
administrative recognition of teaching success, 
and in-class research are among the eight recom- 
mendations included for inservice education. 

Team enrollment, for both first-grade teachers 

and school principals, in college reading courses 

: —_ mre ee ip a means of aoauiiies inser- 

ge to develop and implement im- 

prov rograms. ESEA/Title I, Ill, and 

'V and NDEAS itle XI grants are noted as major 

sources of program funding, and current pro- 

grams are described. (This document previously 
announced as ED 027 159.) (RT) 
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The following five characteristics of successful 

reading projects for the disadvantaged are 

discussed as a basis for appraising ESEA/Title | 





programs: (1) a child need-centered emphasis, 
(2) provision for teacher education, (3) use of 
multidisciplinary and paraprofessional personnel, 
(4) parent involvement, and (5) evaluation 
procedures. Current reading programs at the 
preschool, primary, and intermediate levels, 
operating —s in Detroit and Los Angeles, 
are described. They involve comparisons of 
method, the use of lay aides and reading con- 
sultants, communication skills and summer study 
centers, teacher training, language experience en- 
richment, and use of phonetic materials. The per- 
sonal, social, znd learning characteristics of the 
disadvantaged child are described; some current 
materials are evaluated; and recommendations for 
developing superior instructional materials for the 
disadvantaged are made. Finally, children's books 
dealing with nonwhite minorities are analyzed 
under the categories of folktales, biographies, and 
books about minority problems and character de- 
piction. References and a bibliography of chil- 
dren's books are included. (This document previ- 
ously announced as ED 028 032.) (CM) 


ED 073 451 CS 000 437 
Jordan, Dale R. 
in the Classroom. 

Pub Date 72 

Note—194p. 

Available from—Charles E. Merrill Publishing 
Company, A Bell & Howell Company, Colum- 
bus, Ohio 43216 ($2.95 paper) 

t Available from EDRS. 

Descriptors—*Dyslexia, *Language Handicaps, 
*Learning Disabilities, Reading Diagnosis, 


perience of early childhood teachers were also 
compared with the data from this study. 
(Author/TO) 
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The purpose of this study was to investigate the 
efficacy of a state-mandated remedial reading 
program in grades ten through twelve by deter- 
mining if significant differences existed in student 
reading achievement growth, attitude, and 
opinions with regard to school, sex, and grade. 
The population consisted of 137 students 
completing a one-semester course in remedial 
reading. Significant reading achievement gains 
were made by the seniors, with males making 
overall gains than females. Significant at- 





*Reading Difficulty, *Reading Failure, R di 

al Reading, Retarded Readers 

Dyslexia is defined in this book as the inability 
to process language symbols. Dyslexia is seen as a 
continuum ranging from mild forms of symbol 
confusion to complex syndromes of disabilities. 
Three specific kinds of dyslexia are identified: 
visual dyslexia, auditory dyslexia, and dysgraphia. 
Two chapters, one describing and one suggesting 
correcting techniques for the classroom teacher, 
are included on each type of dyslexia. The book 
concludes with a chapter on distinguishing dyslex- 
ia from other disabilities. Three appendixes--the 
Jordan Oral Screening Test, the Jordan Written 
Screening Test for Specific Reading Disability, 
and the Jordan Auditory Screening Test--are also 
included. (TO) 
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This study compared actual and recommended 
Practices in reading readiness in kin- 
dergartens and first grades of New York State 
public schools as reported by classroom teachers 
and as advocated by chairmen of departments of 
early childhood and elementary education in the 
54 teacher-training institutions in New York State 
offering certification programs in early childhood 
education. A questionnaire survey involving a 
random selection of 670 kindergarten and 964 
first grade teachers and 45 of the 54 chairmen 
was used for data collection. Discrepancies 
between actual and recommended practice were 
found in the following areas: (1) earliest age of 
admission, (2) grouping patterns, (3) provision 
for systematic reading instruction, (4) retention 
in kindergarten, (5) provision for formal alphabet 
instruction, (6) intensified reading readiness in- 
struction, (7) use of commercial reading readi- 
ness workbooks, and (8) use of reading readiness 
tests as a means of isal, A consensus on in- 
struction to develop motivation and attitudes and 
on appraisal of physical, social-emotional, and 
cognitive factors was reached. A similar 1953 
survey and 1967 data on the training and ex- 
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titudinal and opinion differences toward school, 
reading, reading class, value of class, and the 
materials and techniques used were found with 
regard to school, grade, and sex. High school 
seniors were found to have more favorable at- 
titudes toward reading than students in grades ten 
and eleven. It was recommended that remedial 
reading training be made available to secondary 
students as soon as the need is detected and that 
future studies investigate the effects of instruc- 
tional mode on g  achie 
(Author/TO) 
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Identifiers—Film Stars, Motion Pictures, Silent 
Films 
Different authors’ attitudes toward film are 

revealed through five different sections of this 

book: (1) articles, essays, and reviews pertaining 
to the silent cincma and the transition to sound; 

(2) general statements on the film medium or 

filmmakers and their messages; (3) essays dealing 

with the problems, involvements, and reflections 
of the writer as screenwriter; (4) the Hollywood 
experience as seen by four American novelists 

(William Faulkner, Theodore Dreiser, F. Scott 

Fitzgerald, and James T. Farrell); and (5) several 

pieces about a small galaxy of Hollywood stars. 

Among the 35 authors commenting, there are a 

variety of opinions: Somerset Maugham, 

Mann, and Virginia Woolf debate the suitability 

of novels for the screen, Shaw and Mencken 

comment on the mediocrity of the Hollywood 
product, and T. S. Eliot analyzes the film’s 
resources for the poetic dramatist. Truman 

Capote and William Faulkner are interviewed; 

Ernest Hemingway comments on Marlene 

Dietrich, Jean Cocteau on Chaplin, Louis A 

on Jean-Luc Godard, and James Baldwin on Sid- 

ney Poitier. Many different aspects of the writer's 

interest in the involvement with film are docu- 
mented in this collection of articles. (HS) 


ED 073 455 CS 200 323 
Jenkinson, Edward, wy 
Some Questions and a about Planning 


Phase-Elective Programs in English. 
Indiana Council of Teachers of English, Terre 


Haute. 
Pub Date 72 
Note—4Ip. 





Available from—National Council of Teachers of 
English, 1111 Kenyon Road, Urbana, Ill. 61801 
(Stock No. 04854, $1.50 non-member, $1.40 
member) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Curriculum Design, Curriculum 
Development, *Curriculum Evaluation, *Cur- 
riculum Planning, *Elective Subjects, *English 
Programs, Flexible Scheduling, *Secondary 
Education 

Identifiers—-Minicourses, *Phase Elective Pro- 


grams 

This study presents some of the most frequent 
questions asked by teachers in Indiana concern- 
ing phase-elective English programs. Some an- 
swers to these questions were compiled by a com- 
mittee appointed by the Indiana State Depart- 
ment of Public Instruction. The contributors 
reviewed published and unpublished articles and 
curriculum guides, as well as their own ex- 
periences in planning multiple-elective programs, 
before formulating answers to the questions. 
Some of the questions asked were: What is this 
curricular innovation? Who should design the 
courses? Will they last? How much planning time 
is required? What is the cost of the programs? 
How can they be evaluated? A bibliography of 
books, articles, and curriculum guides is included. 
There are also appendixes dealing with sample 
course descriptions and sample course outlines in 
creative writing, appreciating the mass media, 
and experimental writing. (Author/DI) 
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This collection of essays presents a conceptual 

and bibliographical perspective on five areas of 

the mass media. Each essay includes a selective 
bibliography to provide a framework for the 
reader to further explore the topic covered. The 
primary emphasis is on the social influence of 
these media during the 1960s, but the authors 
have also attempted to isolate trends and 
developments which will characterize the 1970s. 

The essays include: (1) ‘“‘The New Journalism” 

by James Ridgeway, (2) “Educational Television” 

by Fred Ferretti, (3) “Rock: Popular Music in 
the Sixties” by John Burke, (4) “Cinema in the 

Sixties” by Charles T. Samuels, and (5) “Anima 

Rising: Little Magazines in the Sixties” by Len 

Fulton. (Author/DI) 
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Identifiers—*Sector Analysis 
This book presents an overview of the history 
of the English language and of English grammars; 
describes and evaluates traditional grammar, 
fe ional tive grammar, tagmemic 
i grammar, and 
proposes sector analysis as a practical way of 
describing both the structure of English and the 
native speaker’s intuitions about it. , on the 
conviction that existing grammars have little or 
no effect upon students’ writing and critical read- 
ing abilities, and that they also frequently fail to 
accurately describe facts of English grammar, the 
book suggests as an alternative a new grammar, 
sector analysis, designed to facilitate the teaching 
of English to native speakers, even in the lower 
grades. Sector analysis gives primary emphasis to 
the larger syntactic elements of sentences rather 
than to individual words. It also emphasizes the 








positions (sectors) in which the units that make 
up a sentence occur. (DD) 
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dergraduate Study 
This collection of essays is concerned with the 
relationships between language and education. It 
is intended to be used in an undergraduate course 
but may also be used by many others interested 
in language in an educational context. A variety 
of approaches to the subject are considered, in- 
cluding the philosophical, psychological, sociolog- 
ical, linguistic, and literary. The readings have 
been selected on the basis of their representative- 
ness and accessibility in terms of the main 
disciplines involved, their relevance to education 
in general and their relevance to the students en- 
rolled in this course. The book begins with two 
essays by philosophers on the topics of language 
and society and the problems of language usage. 
Subsequent parts of the book consider (1) lan- 
guage as system and as behavior; (2) language 
and social reality; (3) social relationships and lan- 
guage codes; (4) language in the classroom; (5) 
language acquisition; (6) language deprivation 
and its educational implications; (7) language and 
values; and (8) language and literature. 
(Author/DI) f 
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Identifiers—*Huckleberry Finn 
This book offers suggestions for prospective 

and practicing English teachers on ways to help 

students appreciate both drama and fiction. Some 
of the questions treated are the differences 
between the reading of drama and fiction; the 
critical tools a teacher may use in approaches to 
specific works; how a novel may be taught on dif- 
ferent levels (“Huckleberry Finn” is the example 
discussed); how literature by black writers may 
be used in the classroom; and how the teacher 
may help an individual student to pursue his own 

talent and interest at the same time the class as a 

group shares common experiences. One section 

of the book contains interviews with three 
novelists, Alan Paton, John Knowles, and Conrad 

Ricter, all of whom are popular with adolescent 

as well as adult readers. An appendix includes 

two other versions of “‘Hucklebérry Finn,” the 
last two chapters of John Seelye’s “The True Ad- 

ventures of Huckleberry Finn,” which is a 

retejling of Twain’s story, and some selections 

from the script of the 1938 screenplay of the 
novel. A bibliography of paperback editions of 
the works cited in the text is included. 

(Author/DI) 
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This collection of essays discusses a variety of 
issues raised by the images of black Americans as 
ages in literary works written for children. 

e editors specifically address their introduction 
to librarians and educators, arguing that there has 
not been sufficient awareness of the racist con- 
tent of many books circulated in libraries and 
used in classrooms. The first section of the book 
contains essays discussing criteria for distinguish- 
ing between racist and nonracist children’s books. 
The second section contains essays discussing the 
presence of racism in some books awarded the 
Newbery Prize. Some more modern examples of 
alleged racist books are discussed in the third 
section, and some earlier examples of such books 
are discussed in the fourth section. The last part 
of the book includes essays discussing racism and 
the publishing industry. An index arranged by 
title and author of the books mentioned in the es- 
says (including adult books when they have been 
recommended for young readers) is included. 
(Author/DI) 
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Identifiers—*European Theater 
This book discusses the history of European 
and American drama from the advent of the ‘- 
modern” era (around 1870) until the early 
1970s. Coverage is further restricted to persons 
and events most characteristic of an era or of 
greatest significance later. Both theatrical and 
dramatic practice are treated as integral parts of 
a whole. Some attention is also given to social 
and intellectual factors which have influenced 
theatre and drama, to dramaturgy and dramatists, 
to theoreticians and_ theatrical practitioners 
(directors, actors, and designers), and to au- 
diences. A bibliography, primarily restricted to 
English works, and divided according to the 
chapters of the book, is also included. 
(Author/DI) 
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This book is an introduction to linguistics, writ- 
ten for the beginning student. Among the topics 
explored are speculations about the origins of 
language, its nature, how it grows, and how it 
changes. Other topics include what is essential in 
the structure of language, the similarities and dif- 
ferences among languages, how the varying pat- 
terns of syntax and speech affect communication, 
and what problems are encountered in translation 
from one language to another or in inventing an 
artificial ‘language. The author discusses growth 
and chan; in formal languages that come 
through idioms, slang, trade names, acronyms, 
and slogans. She also examines psychological 
aspects of language such as the relation of sound 
and spelling to meaning and mood. A short 
bibliography is included. (Author/DI) 
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As a tribute to Dr. Edgar Dale on his retire- 

ment from Ohio State University, the papers in 

this book refer to “the failures of education,” 

“the impotence of the school,” “‘the need for 

sweeping change,” the existence of a “systems 

break,” and “incipient civil war,” all of which are 
products of an age of revolution which continues 


Meade argues that these objectives ought to in- 
clude the acquisition not only of skills and 
knowledge but also of understandings, insights, 
and feelings. He also asserts that exact measure- 
ment of insights is not possible. Robert W. Reis- 
ing, in “The Affective Fallacy: More on 
Behavioral Objectives and the Teaching of En- 
glish,” argues that these objectives do not have to 
exclude the affective domain and that English 
teachers should not let others construct their 
behavioral objectives. In “Backlash or 
Backwash?” Robert T. Robertson argues that the 





today. Educational communication is | 
and the need for a common rhetoric is examined. 
The role of media is seen as one of revelation in 
“the direction of increased social orientation, art 
and humanities, and social control of technolo- 
gy.”’ Chapters include ‘Minds at Large in an Age 
of Revolution,” by Robert W. Wagner; “Educa- 
tional Communication in a Revolutionary Age,” 
by Charles F. Hoban; “Revolution in Education,” 
by Robert J. Havighurst; “It Seems to Come in 
Waves,” by Wilbert H. Pearson; “Higher Educa- 
tion in the Age of Communications,” by Mitoji 
Nishimoto; “Things to Come: The New Litera- 
cy,”” by Edgar Dale; “Educational Evaluation in 
the Revolutionary Age,” by Ralph W. Tyler; “- 
Curriculum Planning for the Revolutionary Age,” 
by John I. Goodlad; and ‘‘Reading in the Elec- 
tronic Age,”’ by Jeanne Chall. Several of the 
chapters are followed by a commentary written 
by other notable figures, i.e., Harry A. Johnson, 
William Van Til, Stanley M. Elam, Albert Rosen- 
burg, John M. Brewer, and Arthur Foshay. (HS) 


ED 073 464 CS 200 332 
Delves, Tony 
Issues in Teaching English. 
Pub Date 72 
Note—100p.; Published by Melbourne University 
Press, Carlton, Victoria 
Available from—International Scholarly Book 
Services, Inc., P.O. Box 4347, Portland, 
Oregon 97208 ($4.50) 
Document Not Available from EDRS. 
Descriptors—*Communication Skills, Dramatics, 
*English Instruction, Individual Needs, *Lan- 
guage Arts, Oral English, Reading, *School 
Role, Standards, Student Needs, Teachers, 
Writing Skills 
Identifiers— * Australia 
Reflecting changes in Australian education 
which in some instances have led to the eradica- 
tion of “English” from the timetables, this book 
stresses the idea that what happens in the schools 
is more important to the language learning of the 
students than what happens in the English class- 
room. The teacher’s concern should be the con- 
text (subjects, ideas, topics, themes) through 
which language will develop. English teachers in 
Australia, aware of the differences in approach 
between the United States and the United King- 
dom, must also be aware of the linguistic argu- 
ments surrounding current methodology; they 
must build on the notion that the student’s lan- 
guage should not be destroyed, but extended in 
its range and power. Furthermore, the teaching of 
grammar should have no place in the language 
program. Emphasis should be given to talking and 
acting; reading for enjoyment, information, and 
the extension of ideas and vocabulary; and writ- 
ing as a means of developing ideas. Schools 
should assume a helping hand by trusting stu- 
dents, making use of their interests, providing a 
greater range of audiences, and providing rele- 
vant contexts from which language can develop. 
Finally, evaluation in Engtish must be related to 
the individual child. (HS) 
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This edition of the “Virginia English Bulletin” 

is devoted primarily to articles about behavioral 

objectives and the teaching of English. In “- 

Behavioral Objectives for English?” Richard A. 
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nO t for ti bjectives in English 
is inherently mechanistic, simplistic, and reac- 
tionary, and that it should be resisted by the hu- 
manistic teacher. Robert P. Hilldrup, in ‘“‘Ac- 
countability for Achievement in English,” argues 
that English teachers should be accountable for 
certain objective skills they can transmit, but that 
their overall objective is teaching communica- 
tions, an achievement which is difficult to mea- 
sure. (DI) 
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This edition of the “Bulletin of the Kansas As- 
sociation of Teachers of English” consists 
primarily of articles on composition, with special 
attention to the composing process. John F. Bu- 
tldr, in “On Teaching Composition,” discusses 
strategies for meeting two goals in college com- 
position: teaching the more artful use of language 
and teaching the act of composing. John H. Bush- 
man, Sandra Jones, and Sandra Zerger, in “The 
Thematic Unit and the Composing Process,” 
describe how thematic units, sometimes in the 
form of mini-courses, can be used to stimulate 
theme topics. The emphasis, the writers argue, 
should be on the process of learning, rather than 
on the “product”; the approach is a baiance 
between traditional and contemporary subject 
matter, with a student-centered curriculum. 
Nancy Vogel, in “’Exitus,’ the Videotape That 
Went to Boston: 'A Momentary Stay against Con- 
fusion,”’ reports on how the class construction of 
a videotape served to teach the fundamental 
composition processes. (DI) 
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This report is the result of a ante in the fall of 
1971 of equivalency testing in English for enter- 
ing freshmen in California state colleges. The 
author argues that equivalency testing must 
satisfy two conditions: (1) the tests should be col- 
lege level ones, valid for their stated purposes 
and properly normed, and (2) the tests should be 
administered so that they help students develop 
their fullest individual capacities. Sections of the 
report discuss the strengths and weaknesses of 
objective testing and essay testing; how these 
tests could be used in order to meet the aims of 
Freshman English; the administration of the tests, 
including discussion of the proposed new College- 
Level Examination Board (CLEP) Freshman En- 
glish Test for the fall of 1974 and a p 
CLEP examination in literature for the fall of 
1973; the supervision and expense of grading the 
essays and the determination of passing scores, 
the use of the test scores, and the relationship 
between colleges and participating high schools. 
Three appendixes deal with the expense of essay 
reading, objective tests in English, and a list of 
specialists in English testing who contributed to 
this study. (DI) 


ED 073 468 CS 200 341 
Krepel, Wayne J. DuVall, Charles R. 
A Quantitative Study of High School Yearbook 
Content. 
Pub Date Feb 73 
Note—71p.; Unpublished report 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Cocurricular Activities, Journal- 
ism, *School Publications, *Secondary Educa- 
tion, Student Interests, Student Organizations, 
Student Projects, *Student Publications, Stu- 
dent Records, Student School Relationship, 
Student Teacher Relationship, * Yearbooks 
The purpose of this study was to analyze high 
school yearbooks, relative to quantitative page al- 
lotments, when classified by the size of the com- 
munity, the type of socioeconomic environment 
of the school, and the size of the graduating class. 
A normative survey was conducted using a 
questionnaire requesting the respondent to 
furnish a copy of the 1971 yearbook. The 
questionnaire was sent to randomly selected 
schools throughout the United States. It was 
found that (1) yearbook costs revealed no clear 
trend, except that most of the yearbooks sur- 
veyed were self-supporting; (2) most of the year- 
books contained paid advertising; (3) all the 
yearbooks contained pictures of seniors and a 
majority had pictures of all upperclassmen from 
grade ten; and (4) athletics, general, musical, and 
club activities received about the same amount of 
coverage. It was concluded that yearbooks are 
basically self-supporting, the primary revenue 
coming from advertising and the sale of the 
books, and that more space is given to extracur- 
ricular and cocurricular activities than to 
academic pursuits. A bibliography and appen- 
dixes are included. (Author/DI) 
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Identifiers—* Aural Oral Instruction, Oral Learn- 
ing 
This study discusses methods for integrating 
aural-oral instruction in grammar and usage 
within the total program of junior and senior high 
school English. The fundamental purpose of this 
method is to teach students speaking nonstandard 
English dialects the why, how, and when of using 
a second dialect. The study discusses (1) a defini- 
tion of aural-oral instruction; (2) a diagnosis of 
student needs in e; (3) the student’s and 
teacher's preparation for this form of instruction; 
(4) sample pattern practices in this method; (5) 
ways to integrate this method into the total En- 
glish program; (6) role playing; (7) choral read- 
ing; (8) literature and the aural-oral method; (9) 
composition and the aural-oral method; (10) 
mechanics and spelling; and (11) tests and grad- 
ing. Also included are a bibliography and three 
appendixes consisting of a checklist for daily pat- 
tern practice, sample student journal entries, and 
test assignments. (Author/DI) 
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Four units in a junior high school language arts 
program-literature, rhetoric, language, and read- 
ing--are presented in this curriculum guide. The 
introduction argues that a viable language arts 
program should be relevant to the immediate 
needs of the students, should emphasize self- 
discovery, and should attempt to unify the con- 
tent and process of learning so that students not 
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only learn linguistic skills but also become more 
sensitive people. Each section of the guide begins 
with a position paper outlining the goals of that 
particular discipline and then presents a teaching 
or resource unit to accomplish these goals. The 
literature section offers a teaching unit in popular 
music as literature and a unit in the novel, “The 
Old Man and the Sea.” The rhetoric section has a 
resource unit on writing a visual description of a 
person. The language section includes a resource 
unit on the varieties of English and an appendix 
entitled “‘A Mature Attitude toward Usage.” The 
reading section presents a resource unit on 
vocabulary. The final section of the guide lists 
recommended textbooks and print and nonprint 
materials. (Author/DI) 
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Identifiers— Phase Elective Program 
This program guide contains detailed syllabi for 
over fifty elective courses in a five-phase program 
for grades ten through twelve. Focusing on in- 
struction in language, grammar, composition, and 
literature, it describes courses on such subjects as 
“Concepts in Language and Composition,” “- 
Teenage Tales,” ‘American Folklore and 
Legend,” “‘Creative Writing,” “Science Fiction,” 
“Oral Communication,” “Literature and 
Politics,” ‘Transformational Grammar,” ‘“‘In- 
dividualized Reading,” “The British Novel,”’ and 
“Masterpieces of Literature.’” The syllabus for 
each course contains a rationale, a synopsis, a list 
of goals, a description of the basic area to be stu- 
died, a list of materials to be used, suggested ap- 
proaches and procedures, and a bibliography of 
teacher resources. Also included are a rationale 
for the entire phase-elective program, a bibliog- 
y of general resources for the teachers in- 
volved, some sample premium contracts which 
advanced students may choose, a description of 
various paragraph patterns, and a presentation of 
om form for footnotes and bibliographies. 
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ture, Males, Reading, *Secondary Education, 
Speech, Summer Programs 
This curriculum guide describes a high school 
English program structured to meet the needs of 
the homeless boys of Boys Town, Nebraska. The 
program is individualized, designed to provide as 
much tutoriai help as possible. The general goals 
of the program are to improve communication 
skills in reading, writing, speaking, and listening. 
The guide discusses the following specific com- 
ponents of the program: grading, the basic skills 
learning center, oral communications skills, the 
elective program, and the summer school pro- 
gram. Two reading lists 2re included: a list of lite- 
rary selections ad by the majority of the 
schools in the Om area and a list of high in- 
terest books for students with reading difficulties. 
Also included is a bibliography of professional 
reading for the teacher in the areas of reading 
skills, composition and rhetoric, language, litera- 
ture, education, and English education. 
(Author/DI) 
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Identifiers—Canada, *Northwest Territories 
This curriculum guide describes a comprehen- 

sive program in elementary education for the 

Northwest Territories of Canada. The basic 

themes characterizing the curriculum are that it 

(1) develops from the child’s characteristics, (2) 

teaches English, when it is not the mother ton- 

gue, as a second language, (3) reflects the plu- 
ralistic cultures of the region on an equal basis, 

(4) allows students to freely choose their life pat- 

terns, (5) regards Basic English as superfluous, 

(6) allows students to progress at their own rates 

through the curriculum, (7) does not use stan- 

dardized tests, (8) uses heterogeneous grouping, 

(9) emphasizes learning in general more than 

specific subjects, (10) recognizes that communi- 

cation is the heart of the curriculum, and (11) 

keeps accurate records of students’ progress. The 

guide discusses in detail the following curricular 
components: crosscultural education, art, arts and 
technologies, health, kindergarten, language arts, 
mathematics, music, outdoor education, physical 
education, science, and social studies. An appen- 

dix discusses numerous suggested teaching topics 

and methods. (Author/DI) 
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This study of written language development 
and instruction of elemeatary school children 
found that realistic approaches are needed in 
teaching language usage, dialects, and registers. 
These approaches should include a nonrepetitive 
instructional system accounting for different lin- 
guistic abilities, a diagnostic evaluation of chil- 
dren’s written language ability, objectives based 
on language performance and control rather than 
correctness, and learning environments and ac- 
tivities based on individualized and carefully 
monitored instructional theories. The study jn- 
cludes discussions of (1) current research in idn- 
guage development and instruction; (2) the 
question of whether children are learning the lan- 
guage concepts they are being taught; (3) the dif- 
ference between linguistic performance and lin- 
guistic competence; (4) current practices in writ- 
ten language instruction in the elementary 
schools; and (5) needed research in language 
development and instruction. Tables recording 
the results of a test of 30 language arts concepts 
and the results of twelve language arts tasks 
which were administered to some elementary 
school children are included. (Author/DI) 
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Compositions based on a picture as stimulus 
and written by fourth and sixth graders were stu- 
died for syntactic and lexical deviations. From 
the corpus of data, eight interpretations were 
made: (1) comma fault, sentence sense, and 
coordinating conjunctions were the most frequent 
syntactic problems encountered--all could be 
eliminated by oral proofreading; (2) other syntac- 
tic deviations (the apostrophe as possessive 
marker, the distinction between common and 
proper nouns, the meanings of determiners, inter- 
nal sentence punctuation, and subject-verb agree- 
ment) were candidates for instruction; (3) on a 
r-sentence basis high quality themes averaged 
than one error, and low themes over three 
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errors; (4) instruction in all of the syntactic 
deviations could be incorporated into a written 
language program for the elementary level; (5) 
lexical deviations were the result of problems of 
vocabulary development and word selection 
rather than spelling; (6) of the spelling devia- 
tions, many resulted from the omission, addition, 
or substitution of a single letter; (7) as the densi- 
ty of deviations per word decreased, the quality 
of writing was judged better by teachers; and (8) 
lexical deviations were also susceptible to a cog- 
nitive learning approach rather than a rote 
memory approach. (HS) 
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This report summarizes four English Language 
Arts studies sponsored by the Wisconsin 
Research and Development Center for Cognitive 
Learning under the project title “A Structure of 
Concept Attainment Abilities”: (1) “Selection 
and Analysis of Language Arts Concepts for In- 
clusion in Tests of Concept Attainment,” (2) 
“Items to Test Level of Attainment of Language 
Arts Concepts by Intermediate-Grade Children,” 
(3) “Measuring Language Arts Concepts Attain- 
meat: Boys and Girls,” and (4) “An Analysis of 
Content and Task Dimensions of Language Arts 
Items Designed to Measure Level of Concept At- 
tainment.” Results indicate that boys and girls do 
not learn concepts equally well; that some En- 
glish language arts concepts which are taught are 
not learned well; that the most difficult category 
of concepts is that dealing with ‘““Words in Sen- 
tences,” the easiest deals with ““Words,”’ and “*- 
Connected Discourse”’ falls in the middle; that 
the concepts appear to measure the factor “‘At- 
tainable Language Competence”; that the tasks 
appear to measure the factor “Language 
Processing Ability”; and that “Attainable Lan- 
guage Competence”’ and “Language Processing 
Ability” are two independent learning modes. 
(Author/DD) 
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Identifiers—*Bidialectalism 
Two curriculum strategies were implemented 
and assessed in an effort to increase the bidialec- 
tal proficiency of fifth grade speakers of nonstan- 
dard Negro dialect. It was hypothesized that (1) 
children exposed to the curriculum strategies will 
show increased proficiency in their use of stan- 
dard English; (2) children thus exposed will 
maintain proficiency in their use of nonstandard 
Negro dialect; and (3) children in low, medium, 
and high proficiency groups will increase in bidi- 
alectalism differently. The experimental group 
was exposed to the curriculum strategies for a 30 
minute period 3 times a week for 14 weeks; the 
control group received regular instruction. All 
children received the Education Study Center 
Bidialectal Task for Determining Lang in 
Economically Disadvantaged Children ay the 
Test of Language Judgment. No significant dif- 
ferences between groups were found on either 
portion of the Bidialectual Task test; however, 
differences were found on the Test of Language 
Judgment. It was concluded that the curriculum 
strategies did not increase the number of stan- 
dard English rules available to the nonstandard 
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dialect speaker and that the ability to choose ap- 
propriate language may not be dependent upon 
the number of rules (standard or nonstandard) 
included in the speaker’s language system. 
(Author/HS) 
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A representative group of black American 
novels was examined to discover the extent to 
which black dialect has been employed by black 
novelists, to determine the validity of the dialect 
used, to show a relationship between their 
representation of dialect and the era in which 
they lived, and to compare linguistic studies of 
black dialect with their representation of dialect. 
Linguistically verifiable features of black dialect 
were compiled, and each novel was examined for 
those features as well as for other variations in 
the speech of black characters. A survey of black 
American history was also made to determine the 
relationship between the existing racial climate 
and the dialect representations made by each 
author. Findings revealed that early black 
novelists were often forced to employ stereotyped 
dialect while later writers freed themselves to 
represent black speech realistically. Since ‘The 
Invisible Man” appeared, black novelists have 
also worked to represent the rhythms of black 
h. It was concluded that black American 
novelists have attempted, in spite of tremendous 
social pressures to conform to whites’ stereotypes 
of blacks, to present a fairly accurate record of 
black dialect. (Author/HS) 
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These nine papers presented at the 1969 Spring 

Institutes for chairmen of high school English de- 

partments and supervisors are intended to 

promote critical analysis of the schools and edu- 
cational reform. The papers are (1) “Dartmouth 
and After: Issues in English Language Teaching” 
by Albert H. Marckwardt; (2) “English: Liberal 

Education or Technical Education?” by Fred T. 

Wilhelms; (3) “A Language Policy Across the 

Curriculum” by Nancy Martin; (4) “Toward a 

Response-Oriented Curriculum in Literature” by 

James R. Squire; (5) “Education and the Fourth 

Reform” by Edward Simpkins--recommends the 

use of technology to accomplish educational 

ee: (6) “Base for Creative Affirmation” by 

lores Minor--suggests educational reforms to 
better serve the needs of socioeconomically and 
culturally deprived students; (7) “Creativity” by 

Geoffrey Summerfield—reiterates the need to 

foster creativity in students as a continuous 

stance; (8) “Who Let the Students In?” by Er- 
nece B. Keily--explores the phenomena of student 
culture and student power; and (9) “‘Responsibili- 
ties and Structures” by Geoffrey Summerfield-- 
discusses the need for promoting confrontations 
with life in the classroom. Thirty-five provocative 
statements from the nine papers are appended as 
“Points for Discussion.” ( Mr) 
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Materials, Reading Skills, *Teaching Methods, 
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As a result of the interest in variables affecting 

language development, and because of concern 
with disadvantaged groups, this study, involving 
134 first and second grade Mexican-American 
and Anglo students, investigated five questions: 
(1) Is language development affected by high 
structured instructional materials and procedures 
which teach specific skills? (2) Does training in 
the speed of perception and oculomotor control 
aid in language development? (3) Is the tradi- 
tional language arts program adequate for lan- 
guage development? (4) Do attention and intel- 
ligence affect language development and are 
there interaction effects among these variables 
and differing instructional methods? and (5) Are 
there any differences in language development 
among Mexican-American students exposed to 
different instructional methods? Results indicated 
significantly higher reading means for both first 
grade experimental groups than for controls; 
visual perception did not affect reading per- 
formance; significant differences were found only 
at grade one among Mexican-American students; 
and no significant group differences on any varia- 
bles existed among second grade groups. (HS) 
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A total of 48 fifth-grade and 30 nursery-school 
subjects were administered picture pairs in a dis- 
crimination learning experiment. In addition to a 
control group, one group of subjects (pre-choice ) 
was instructed to pronounce both items before 
choosing one, and another group (post-choice) 
was told to say both items after choosing one. 
The anticipation method was used, and the 
results indicated that there were no differences 
among the three conditions within either age 
group. The nature of the stimulus materials and 
the fact that control subjects pronounced their 
choice were discussed as possible factors con- 
tributing to the lack of differences. (Author) 
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This professional book is addressed to prospec- 
tive and experienced teachers of language arts at 
the elementary school level. The authors argue 
that creative communication, the goal of the lan- 
guage arts, is attained best when the teacher nur- 
tures each child’s creative potential at the same 
time that he teaches essential linguistic skills. The 
book discusses principles and teaching strategies 
involved in the successful teaching of listening, 
speaking, reading, and writing. Emphasis is 
placed on the interrelatedness of these activities 
and on the child’s need for freedom to experi- 
ment as well as his need for direction as he learns 

language skills. Literature is discussed as a 

catalyst that can motivate the child to further 

creativity. The problem of evaluation of students’ 
work is examined from the developmental view- 
point of children’s growth in language expression. 

The authors also suggest a variety of teaching ac- 

tivities to meet the individual differences of chil- 

dren at different developmental levels. An index 
is included. (Author/DI) 
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The purpose of this study was to develop a sen- 

tence-combining system for teaching composition 
to seventh grade students. The exercises were 
designed so as to be independent of the students’ 
previous knowledge of grammar. Chapter 1 ex- 
amines recent studies in language and writing. 
The first part of chapter 2 demonstrates that nor- 
mal growth in syntactic maturity can be measured 
in quantifiable terms. The second part of the 
chapter describes and suggests a rationale for 
sentence-combining practice. Chapter 3 discusses 
the design and procedures of the study. The 
results of the study, discussed in chapter 4, in- 
dicate that the students practicing sentence-com- 
bining achieved a significant degree of syntactic 
maturity, and their compositions were judged to 
be significantly better in quality than those writ- 
ten by students who did not have such practice. 
The conclusions and implications of the study are 
discussed in chapter 5: the fact that seventh 
graders’ writing can be improved within eight 
months suggests that sentence-combining practice 
could be a valuable contribution to a composition 
program. Appendixes provide sample lessons and 
exercises as well as composition evaluation as- 
signments. (Author/DI) 
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The effects on short- and long-term recall of 

words varying in arousal value inserted into prose 

were studied in 720 fifth-grade children. A 2 x 2 

x 2 x 3 design was used consisting of two levels 

of word arousal value (high and low), two reten- 





tion intervals (immediate and one week), two 
directions of the to-be-recalled words from the 
inserted arousal words (preceding or following 
the arousal words), and three distances of the to- 
be-recalled words from the inserted arousal words 
(one, three, or five words distant). Results were 
analyzed according to three error types: extralist, 
intralist, and omissions. No main effect of arousal 
or interaction with retention interval was ob- 
tained. The extralist error analysis revealed that 
high-arousal words significantly facilitated per- 
formance in a forward direction and inhibited or 
impaired it in a backward direction relative to the 
effects of the low-arousal words, which inhibited 
or impaired performance in a forward direction 
and facilitated it in a backward direction. The 
direction of this interaction was the same, though 
not significant, for the omission errors. Intralist 
errors were so low as to make consideration of 
them of dubious value. (Author/D1) 
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An experiment was conducted to measure the 
effects of selected literature on white fifth 
graders’ attitudes toward blacks as measured by 
self-reported rankings and the Galvanic skin 
response. The experimental group of twelve stu- 
dents read and discussed books with positive 
representations of blacks, while the control group 
of twelve students read and discussed books with 
neutral representations of blacks. It was found 
that the experimental group ranked blacks more 
positively as a result of the treatment. But the 
Galvanic skin responses revealed no differences 
between the two groups. The treatment was con- 
sidered enough to cause a verbalized change, but 
not sufficient to cause emotional re-orientation. It 
was concluded that the power of literature to 
shape attitudes seems to be overestiinated. True 
attitudinal change will require more extensive and 
intensive programs, possibly containing selected 
literature as one component. (Author/DI) 
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One_ frequently encounters innuendoes, 
charges, allegations, threats, and rationales of 
conspiracy in studying the role of rhetoric in so- 
cial movements. While “full discussion of com- 
peting ideas,” holds high repute, “‘people meeting 
to plot some action,” is disreputable and under 
some conditions illegal. This paper focuses on ex- 
isting definitions of conspiracy in the fields of 
law, Seeey. ae political science. The author 
distinguishes between real as opposed to fictional 
conspiracies. The paper also tries to answer three 
questions: (1) What are the philosophic bases of 
conspiracy? (2) What sorts of persons are prone 
to believe that a conspiracy exists? (3) And what 
criteria must be mt before a conspiracy is 
credible? (Author/LG) 
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Descriptors— Attitudes, Change Agents, Commu- 
nication (Thought Transfer), Dissent, Public 
Opinion, *Rhetoric, *Rhetorical Criticism, So- 
cial Behavior, *Social Change, *Social Values, 
*Symbolism, Verbal Communication 
The enthymeme--a syllogism in which one 

proposition is unexpressed--is adapted by the 
author to rhetorical analysis of movements and 
becomes the foundation for a theory of social 
change emphasizing social values and their histor- 
ical transformation. Relating the enthymeme to 
the Burkean concepts of acceptance, rejection, 
casuistics stretching, and gang morality, the func- 
tion of the enthymeme in stable periods and dur- 
ing periods of social upheaval is compared. A 
movement is viewed as a public drama--an ex- 
tended rhetorical transaction occurs between 
competing systems of order and a mass, public 
audience. The essential nature of a social move- 
ment, from this perspective, is rhetorical. A 
movement involves the redefinition, creation, and 
reordering of key terms which are code words for 
whole complexes of value, attitude, belief, and 
devotion. The author suggests that the study of 
social change might most appropriately be the 
study of changing symbol systems through rhetor- 
ical analysis. (Author/LG) 
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One hundred and ten college students, placed 
in 22 problem solving discussion groups, in- 
teracted for three fifty minute periods each. 
Three trained observers systematically recorded 
the interaction. Group members were classified as 
being task or socio-emotionally oriented and the 
functional leader in each group was identified by 
role category. Following the final discussion 
period each group member was instructed to 
write a 150 word essay dealing with the members’ 
perceptions of what constituted the group solu- 
tion to the discussion and their affective relation- 
ships with other group members. These essays 
were subjected to cloze procedure construction 
and analysis. The results tended to support 
conception that groups develop a language syni 
and that differential syntactical comprehension by 
group members serves to elucidate their respec- 
tive roles within that context. However, the ex- 
perimenter’s earlier contention that an analysis of 
a group’s language will differentiate the two 
dimensions of leadership (task and socio-emo- 
tional) along with their respective followers 
remains undemonstrated. (Author/LG) 
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cation) 

The author supports the position that change in 
the basic speech course is needed and proposes a 
consensus model to achieve this change. A con- 
sensus model approach to the basic course pro- 
vides for a reduction in entropy regarding objec- 
tives, activities, and progress in classroom. 
Applying the theories of interpersonal communi- 
cation taught in the classroom to actual class- 


room operation, decisions in the classroom would 
be based on consensus between student and in- 
structor. Consequently, the author suggests that 
the basic course would provide an nity 


information and values t the 


for shari 
of communication. This approach 


broad fie! 
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would provide an opportunity for greater un- 
derstanding of the historical, critical, experimen- 
tal, and social ramifications of communication; a 
potential for a deeper level of understanding 
between students and instructor; and a 
worthwhile educational experience. In line with 
this position, the author suggests that the subject 
matter of communication courses should include 
a wide range of communication related subjects 
as materials for student performance. (LG) 
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This paper discusses potential uses for simula- 
tions and games in communication research and 
instruction. For research purposes, simulations 
can be used for increasing coherence within and 
among theories and for consolidating knowledge. 
As operational models for the study of interper- 
sonal communication, simulations enable and 
facilitate the study of certain communication 
variables under dynamic development. The 
author cites the variables- itment, conces- 
sion, deterrence, threat, promise, and brinkman- 
ship--which benefit most from investigation under 
dynamic development. In the classroom, simula- 
tions can be used to clarify cause-effect relation- 
ships. The direct consequence and almost instan- 
taneous feedback characteristics of simulation 
techniques have great potential for demonstrating 
concepts which require actual experience. The 
author cautions against indiscriminate use of “- 
packaged” games and simulations for instruc- 
tional purposes. Many of the available ‘“- 
packages” unfortunately lack any relation to 
bess and are for all practical purposes useless. 
(LG) 
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The author trained confederates to exhibit 
either opinionated, moderately opinionated, or 
unopinionated styles of leadership, then assigned 
them to discussion groups. Each group was as- 
signed a specific topic and instructed to decide 
on a specific policy toward the topic. They were 
also asked to make ratings that measured four 
other attitudes: the degree of the group consen- 
sus, the leader’s maintenance of his status, per- 
ceptions of the leader's credibility, and the mem- 
bers’ satisfaction with the group outcome. Results 
of the study show that: (1) ‘both unopinionated 
and moderately opinionated leadership appear to 
be related to achie it of group consensus; 
(2) varying degrees of opinionated leadership 
seem to relate consistently to member impres- 
sions of the leader's credibility; (3) the level of 
leader opinionatedness does not seem to relate 
directly to leadership maintenance or member 
impressions of dynamism; and (4) there seems to 
be no direct relationship between level of leader 
cpinionatedness and members’ satisfaction with 
the process. (Author/RN) 
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Descriptors—Coordinate Indexes, Indexes 
(Locaters), *Information Retrieval, *Informa- 
tion Storage, Research Methodology, 
*Research Tools, Search Strategies, *Subject 
Index Terms, Thesauri 
The author discusses information retrieval 

systems with particular emphasis on the assign- 

ment of descriptor terms. She first explains the 
method of determining terms by deriving key 
words from a title or abstract, a procedure that 
can often be carried out by a computer. After 
discussing the problems of derived indexing, the 
author explains the procedure of assigning terms 
to an article, a slower process that requires index- 
ers who are familiar with the discipline. This pro- 
vides greater control over the information. The 
author then describes the efforts of an ad hoc 
committee of the Speech Communication As- 

sociation to organize and begin to establish a 

retrieval system useful for researchers in the com- 

munications discipline. (RN) 
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The author begins with a general review of 
source credibility research, as an introduction to 
his study on the dimensions of credibility for 
teachers in the classroom and the dimensions of 
faculty-course evaluation questionnaires. His in- 
vestigation utilized 46 semantic differential scales 
for the concepts “this teacher” and “‘this class,” 
using as subjects 575 students enrolled in a basic 
speech communication course. Factor analysis of 
the data for teachers resulted in a four-factor 
solution: sociability, extroversion, competence, 
and composure. Factor analysis of the course 
evaluation data resulted in three factors: general 
course evaluation, instructional methods, and in- 
structor impact. The author concludes that future 
investigations on source credibility should be 
directed to specific populations, or source types, 
such as teachers in the classroom, an area which 
has been given “‘little attention” in the studies of 
communication phenomena. (Author/RN) 
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A series of ten video-taped lessons (5 to 7 
minutes long) dealing with specific methods of 
television production used in the Florida 
Technological University television laboratories 
were created and used by non-broadcasting 
majors in two experimental courses. The instruc- 
tor met with students in the beginning of each 
quarter and gave brief directions for using the 
tape recorder and keeping their practice logs cur- 
rent. The students were responsible for schedul- 
ing viewing, observation, and practice sessions at 
their own convenience and the availability of the 
studios. Near the end of the quarter a production 
proficiency program was produced with each of 
the students serving in each of the ten production 
capacities, through a series of “round-robin” ex- 
ercises. Based on the effectiveness of this ap- 
proach, auto instruction tapes are now being used 
in broadcast performance courses and the in- 
structional television course with additional tapes 
being developed to include new areas. 
(Author/LG) 
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This book presents an analytical introduction 

to the study of the mass media. Aspects of media 
that have received little attention--audiences, 
economics, working processes and ethics--are 
treated in the four sections of the book. Section 
one covers symbiosis between the medium and 
the audience. Section two discusses the way in 
which business and financial considerations affect 
the operations and development of particular 
media. Section three emphasizes media technolo- 
gy and the importance of the organizational 
structure and operating processes. Section four 
focuses upon the individual professional jour- 
nalist, particularly on the journalist’s changing 
view of his/her job. Each section combines 
original text with anthologies of contrasting view- 
points and special expertise. An additional 
readings section is included at the end of the 
book, listing several sources on a variety of top- 
ics. (Author/LG) 


ED 073 496 
Mack, Herschel Lewis 
Factors in Cognitive Processing Which Influence 
Responses to Persuasive Communications. 
Pub Date 70 
Note—123p.; Ed.D. Dissertation, Bowling Green 
State University 
Available from—University Microfilms, A Xerox 
Company, Dissertation Copies, Post Office Box 
1764, Ann Arbor, Michigan 48106 (Order No. 
71-14,190, MFilm $4.00, Xerography $10.00) 
Document Not Available from EDRS. 
Descriptors—*Behavioral Science Research, 
*Changing Attitudes, *Cognitive Processes, 
Communication (Thought Transfer), *Informa- 
tion Theory, Listening Comprehension, *Per- 
suasive Discourse, Speech Compression, 
Statistical Analysis 
The author discusses a study designed to ex- 
amine a communications problem from a cogni- 
tive processing viewpoint, to determine if a 
change in the amount of cognitive processing 
time available to a listener could affect his 
response to a given message. To specify the inter- 
nal sources of input brought to a message receiv- 
ing situation, the author used the McGuide inocu- 
lation model of attitude change to vary the 
sources of stimulation. For study of external 
sources of input, he varied the rate of message 
presentation. Results showed that neither attitude 
change or comprehensicn of the message were 
significantly different between those subjects who 
listened to an inoculating message and those who 
had not. The study did provide some evidence 
concerning the effects of rate of information 
input on the cognitive processing activities. Both 
comprehension and attitudinal change were af- 
fected by input rates, although some attitudinal 
dimensions were less affected by rate changes 
than others. (Author/RN) 
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The rise of persuasive agitation within the past 
decade has led to the development of courses in 
contemporary dissent and a reexamination of per- 
suasive practices in society. This study examines 
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the issues raised by these courses and proposes a 
detailed approach to the teaching of communica- 
tion and contemporary dissent. Special recom- 
mendations are proposed for successful teaching 
and testing strategies, based upon the author’s ex- 
periences in three years of teaching a dissent 
course. The development of course objectives, 
basic reading, selections and classroom 
procedures designed for study in the areas of 
freedom of speech; contemporary advocacy and 
social order; and social movements are specifi- 
cally addressed. A sample course syllabus of six 
units: the Movement for Equal Rights, Student 
Activism and Campus Protest, Women’s Libera- 
tion, the Chicano Movement, the Indian Move- 
ment, and the Radical Right accompanies the 
main text. (LG) 
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Identifiers—*Theater History 
In addition to the use of the lecture-discussion 
method of teaching theatre history, the author 
contends that this approach can be augmented by 
the process of “‘deviling” (adding spice to) the 
learning situation. At the University of Vermont, 
theatre history courses have been taught with a 
variety of deviling exercises, which include: (1) 
performance contracting, which is applied to 
research papers; (2) historical reconstruction, 
whereby the student is given a copy of an old 
playbill and assigned the task, through library 
research, of answering questions concerning the 
production, historical background, and/or per- 
sonalities,; (3) biography, whereby with similar 
material, the student focuses his investigation on 
an historically known actor, his performances, 
career, and style; (4) investigations of parodies of 
legitimate plays to determine the original sources 
and situations; and (5) textual verification, to 
verify with primary sources the accuracies of 
statements made in certain theatrical textbooks. 
(Author/RN) 
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The basic goal of the speech department at 
Evanston Township High School is to provide op- 
portunities for each student to develop his innate 
talents and creativity and to develop means by 
which he may effectively communicate. The de- 
partment offers twelve courses in the areas of 
speech communication, oral interpretation, radio- 
television, and theatre. Cocurricular activities in- 
clude major theatre productions, experimental 
productions, oral interpretation showcases, and 
debate and forensics programs. Future goals for 
improving instruction are: (1) expansion of a 
i in communications for the educa- 
tionally disadvantaged; (2) further investigation 
and implementation of interdisciplinary courses; 
and (3) further investigation of current emphasis 
on career education in the speech arts. The re- 
port concludes with a list of course descriptions. 
(Author/RN) 
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Descriptors—College Instruction, *Communica- 
tion (Thought Transfer), *Communication 
Problems, *Communication Skills, *Interper- 
sonal Competence, *Interpersonal Relationship, 
Language Role, Nonverbal Communication, 
Perception, Semantics 
Through the processes of communication, we 

establish and maintain or disrupt relationships. 

Understanding others and being understood in- 

volves a cooperative effort toward achieving a 

commonality of meaning, and effectiveness in our 

relationships requires a genuine knowledge of and 
skill in communicating interpersonally. This book 
is designed to help students acquire knowledge of 
what it means to communicate with others, what 
behaviors and other factors infl positively 
and negatively--effective relationships; what might 
be anticipated as the consequence of changing 
communicative style; and how improvement in in- 
terpersonal relationships might be achieved 
through more effective communication. Or- 
ganized into topics, these four sections contain 
provocative essays, contributed by professionals 
in the field, which provide in-depth analysis of 
the communication process. The book notably in- 
cludes several classic readings that are out of 

int or for other reasons are inaccessible. 

(Author/LG) 
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The results of a survey conducted in 1971-72 
to examine the nature and scope of high school 
speech institutes are discussed. The author ex- 
amined responses from 52 schools (out of a total 
of 82 to whom questionnaires had been sent) on 
such factors as institute dates, financing, events 
included, staffing, and recruitment. Although 20 
different events were listed as being part of at 
least one institute, debate was the most 
frequently included event. The institutes were 
considered self-supporting by 69 percent of the 
schools, while the remaining 31 percent partially 
subsidized the institutes. Depending on the length 
of the institute, most respondents charged 
between $26 and $75 for tuition. The author con- 
cluded that high school summer speech institutes 
at colleges and universities can prove to be a 
valuable method for providing speech training for 
high school students and, at the same time, for 
attracting students to the institution and to the 
field of speech communication. (Author/RN) 
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This study reports an analysis of the effects of 
moderate levels of noise on task performance of 
an interacting group. Groups of students first in- 
teracted in information-sharing discussions under 
varying conditions of noise and then responded to 
an objective test over the shared information and 
to a series of semantic differential scales designed 
to measure their subjective responses to noise. 
Four groups of five subjects each were assigned 
to each of three experimental conditions and one 
control condition. Measures were obtained of 
group task performance and of subjective percep- 
tions of noise under conditions that included 50, 
60, and 70 dBC levels. Results showed that per- 
formance on information-sharing tasks by small 
groups was unaffected by moderate levels of out- 
side noise, although there were differences in the 
subjects’ perceptions of the noise. (Author/RN) 
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The countermovement to the women’s libera- 
tion movement has been varied both in origin and 
organization and has been slow in making its im- 
pact. Presented in this paper is an analysis of 
several countermovement strategies which focus 
upon the issues of opposition to the Equal Rights 
Amendment, abortion law reform, and arguments 
about the nature of woman. The rhetoric of 
countermovement organizations such as Pus- 
sycats, Females Opposed to Equality, and Happi- 
ness of Womanhood is examined and discussed in 
relation to these issues. The issues of argument 
validity, the extent to which the rhetors of the 
countermovement understand and refute the ar- 
guments advanced by the movement women, 
identifying the dominant strategies for gaining 
publicity, and converting potential members to 
the ideals of the countermovement are analyzed 
by the author. It is concluded that by attacking 
superficial failures of the movement, exaggerating 
and misinterpreting movement issues, and misun- 
derstanding what American women want and 
think, the countermovement has failed to come 
to grips with the essence of the movement. 
(Author/LG) 
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The author reports the results of a study based 
on an assumption that there might be an associa- 
tion of certain acoustic variables with the telling 
of lies. Twenty subjects were asked to perform 
two tasks, each involving four short ora! respon- 
ses, one of which was a lie. The responses were 
subjected to spectrographic analysis, and the task 
of the experimenter was to predict which of the 
four responses in each set was the lie. When 
minimum duration of response was used as the 
criterion, the lie responses were accurately 
identified with a high degree of reliability. The 
second part of the study involved twenty addi- 
tional subjects, who were asked to replicate the 
lie identifications on the same responses simply 
on the basis of what they heard on a tape. They 
were unable to make accurate identifications of 
lie responses, regardless of whether or not they 
were informed of the duration cue. The author 
views this study as an initial attempt to reveal 
certain interrelationships between components of 
the encoding process. (RN) 
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Presented in this book is a view of speech com- 

munication which enables an individual to 

become fully aware of his or her role as both in- 
itiator and recipient of messages. Communication 
is treated broadly with emphasis on the un- 
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derstanding and skills relating to various types of 
speech communication across the broad spectrum 
of human communication. The basic concepts of 
communication theory and thesis application to 
public address, interpersonal communication, and 
societal and cultural communication § are 
sega A summary and a suggested readin 

ist are included at the end of each chapter. (LG 
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bal Communication, P 
Assessment, *Reactive Behavior, ‘Space Orien- 
tation, *Stimulus Behavior 
It is hypothesized that subjects who are highly 

anomic will demonstrate less anxiety and higher 
nonperson orientation than normal subjects wili 
when personal space is invaded. Fifty-six 
pretested subjects classified as either anomic (14 
males, 14 females) or normal (14 males, 14 
females) were placed in one of two interview 
conditions: personal space invasion or no inva- 
sion. Half of the anomics and half of the normals 
were placed in each interview condition. Im- 
mediately following the individual five minute in- 
terviews, state and trait anxiety scales, written es- 
says upon which a nonperson orientation ratio 
was based, and source credibility scales were 
completed by the interviewees. A 2x2 factorial 
design, with high and low anomia as one factor 
and personal space invasion or no invasion as the 
other, was used. Analysis of the data did not 
result in confirmation of the major hypothesis, 
although several subordinate hypotheses were 
supported. A thorough discussion of the total 
results is included. (Author/LG) 
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The Impact of the Mass Media on Source Com- 
mitment. 
Pub Date 72 
Note—192p.; Ph.D. Dissertation, The University 
of lowa 
Available from—University Microfilms, A Xerox 
Company, Dissertation Copies, Post Office Box 
1764, Ann Arbor, Michigan 48106 (Order No. 
72-26,697, MFilm $4.00, Xerography $10.00) 
Document Not Available from E lb 
Descriptors—Attitude Tests, *Behavioral Science 
Research, *Changing Attitudes, *Communica- 
tion (Thought Transfer), Information Dis- 
semination, *Information Theory, Journalism, 
*Mass Media, Persuasive Discourse, Radio 
The author reports a study conducted to ex- 
plore the role of mass media in creating source 
commitment, which he defines as a type of public 
commitment to content of a message produced 
under conditions in which a person encodes a 
message for others. The major hypothesis pre- 
dicted that greater commitment would be 
produced within persons who encoded messages 
for transmission by the mass media. Subjects 
were first pretested to determine attitudes on 
twenty topics. Those selected as experimental 
subjects were asked to encode messages on two 
topics, consistent with their attitudes. After trans- 
mission of some of the messages, subjects were 
exposed to persuasive messages advocating 
counter positions, and then posttested on their at- 
titudes. Those selected as control subjects also 
received the counterpersuasion and the posttests, 
but did not encode messages for mass transmis- 
sion. Results showed that type of source commit- 
ment was not affected by the experience of 
developing and transmitting messages through 
mass media. (Author/RN) 
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Descriptors—Civil Disobedience, *Civil Rights, 
Culture Conflict, Demonstrations (Civil), 
*Mass Media, Political Attitudes, *Political Is- 
sues, *Religious Conflict, Religious Discrimina- 
tion, *Social Action, Social Attitudes 

Identifiers—*Northern Ireland 
The author discusses how the civil rights move- 

ment in Northern Ireland captured international 

public attention during the 1968-1969 period, 
through some of the rhetorical efforts of its 
leaders. Prior to 1968 the Irish Republican Army 
movement faced problems of apathy among its 
followers and neglect by governments of both 
Northern Ireland and England. Leaders then de- 
cided that dramatic action was required to give 
the movement more necessary television expo- 
sure. In 1968, therefore, they embarked on 
strategies of agitation and confrontation, which 
attracted the attention of the media, especially 
when the Northern Ireland government over- 
reacted to the situations. With their expanded 
visibility I.R.A. activists began to exercise some 
degree of sophistication in their use of the media 
to exploit the government reactions and win in- 
ternational sympathy for their cause. 
{Author/RN) 
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Pub Date Dec 72 
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Descriptors—*Communism, Freed of S h 
Governmental Structure, *Information Dis- 
semination, Political Influences, *Political 
Power, *Power Structure, Propaganda, *Social 
Systems 

Identifiers— *Communist Party Congress (USSR), 
Soviet Union 
The author begins with a description of the 

purpose of the Communist Party Congress and 

traces its development from an open forum of 

debate and discussion (prior to 1924) to its more 

conservative and restrictive position. He contends 

that with its current emphasis on conservatism, 

the Communist Party Congress has three commu- 

nicative roles: (1) it is a source of information on 
licies decided at other levels of authority, with 

ittle debate or discussion; (2) it serves as a 

both for domestic and foreign au- 

diences; and (3) it is now a public form for 

denouncing dissident elements within the party. 

(Author/RN) 
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*Symbolic Language, Theories 
After discussing the nature of theory itself, the 
author explains her concept of the Unified Com- 
munication Theory, which rests on the assump- 
tion that there exists in all living structures a 
potential communication factor which is 
delimited by species and ontogeny. An organism 
develops “‘symbol fixation” at the level where its 
perceptual abilities d its i diate or local 
needs. Throughout this process “symbol manipu- 
lation” occurs, but it is most highly developed 
among higher primates. Symbol manipulation oc- 
curs when the organism reaches a level of con- 
cern beyond simple life functions and when per- 
ceptions on internal feelings can be externalized. 
“Symbol —— occurs at the most rudimen- 
tary level of perception, impairing the fixation 
and ultimately distorting communication. 
author closes with —— for implemen- 
tation of current data an “pioneer” areas of 
further research. (Author/RN) 
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Identifiers— *Source Credibility 
This study was undertaken to illustrate the ap- 

plication of a multidimensional individual-dif- 
ferences approach to credibility judgments as an 
alternative to factor analysis. Judgments of 
aspirants to the presidency of the United States 
were specifically studied. Ten stimulus-persons, 
varying in sex, political affiliation, and (apparent) 
ideology, were selected from the set of known 
aspirants to the presidency as of February 1972. 
Seventy undergraduates at the University of Il- 
linois at Urbana participated in the study. It was 
found that credibility data for the group were 
best represented by a three-dimensional goed 
with factors reflecting (1) the honesty 
aspirant as a function of his political ideology, 
(2) the seriousness of a candidate’s aspirations, 
and (3) the candidate’s television image. The 
competency of aspirants did not appear to be a 
factor in assessment. Four viewpoint factors were 
extracted from the subjects by a credibility 
ratings matrix, and credibility configurations were 
obtained for subjects loading highly on each 
viewpoint. The configurations for the subject 
clusters were found to vary in nature and number 
of dimensions. (Author/LG) 
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Pub Date Dec 72 
Note—25p.; Paper presented at the Annual Meet- 
ing of the Speech Communication Assn. (58th, 
Chicago, December 27-30, 1972) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Communication (Thought 
Transfer), Courses, *Methods, Secondary 
School Teachers, *Speech, Speech Education, 
*Student Teaching, *Teacher Education, 
Teacher Education Curriculum, Teaching 
— Teaching Procedures, Undergraduate 
tudy 
This collection of papers describes and 
discusses speech communication methods courses 
for prospective secondary school teachers at Cen- 
tral College, Pella, Iowa; Marshall University, 
Huntington, West Virginia; and the University of 
Maryland. Essentially, all three approaches stress 
a synthesis of theory and practical experience, in- 
tegrating various teaching procedures with the 
teaching of high school speech. The degree of in- 
terdependence between the speech education 
program and the college of education appears to 
be influenced by institution size, i.e., the smaller 
the institution the closer the relationship between 
the speech department and the college of educa- 
tion. The papers conclude with a bibliography for 
speech and drama in the secondary school. (LG) 
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Document Not Available from EDRS. 

Descriptors—College Teachers, *Communication 
(Thought Transfer), *Communication Skills, 
Course Content, *Educational Strategies, In- 
structional Aids, Instructional Innovation, 
Secondary School Teachers, Speech Instruc- 
tion, *Teaching Procedures, Teaching Skills, 
*Teaching Techniques 
Brought together in this volume are writings 

concerning communication and communication 

education. This collection of writings contains 
themes which are carried out within and between 
units. It is designed to give novice teachers of 
speech communication basic insights and skills 
for instruction at either the secondary or the col- 

lege level. Leading selections taken from a 

variety of different professional sources are con- 

cerned with some of the more recent develop- 
ments in (1) speech communication, (2) teacher 


training, (3) instructional planning, (4) media 
and teaching methods, (5) interracial teaching, 
and (6) criticism and evaluation. Summaries of 
the instructional methods and strategies discussed 
accompany several of the sections. (Author/LG) 
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EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Classroom Communication, Class- 
room Environment, *Communication (Thought 
Transfer), Educational Strategies, *Interaction, 
Social Influences, ‘*Teacher Behavior, 
*Teacher Education, Teacher Role, Teaching 
Styles, Undergraduate Study 
The linear orientation toward the teaching of 
speech communication courses designed for 
prospective teachers is criticized in this study for 
its too simplistic 
paradigm. In support of the position ‘that a far 
broader and more complex pattern of communi- 
cation must be embraced if any contemporary 
theorizing about communication is to explain any 
meaningful portion of the communication 
process, the author suggests a social system ap- 
proach. "Jnder this approach the classroom is 
viewed as dependent upon its external environ- 
ment for its existence and function and as part of 
an organized system of activity. This system is 
termed social and includes many different per- 
sons in interaction who perform many different 
functions interdependently and whose actions are 
socially promulgated and enforced. Emphasis is 
placed upon teacher behavior and the faculty 
peer group as a determinant of teacher communi- 
cation in the classroom. The author calls for the 
development of speech communication courses 
for prospective teachers which recognize the 
teacher as part of this social system. (LG) 
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ERIC Clearinghouse on Reading and Communi- 
cation Skills, Urbana, Ill.; Speech Communica- 
tion Association, New York, N.Y. 

Spons Agency—National Inst. of Education (D- 
HEW), Washington, D.C. Task Force on Dis- 
semination. 

Pub Date May 73 

Contract—OEC-0-72-4636 

Note—70p. 

Available from—Speech Communication Associa- 
tion, Statler Hilton Hotel, N.Y., N.Y. 10001 
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Descriptors—*Annotated Bibliographies, Com- 
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— Education, *Secondary School Stu- 

nts 
Identifiers—*National High School Debate 

Resolutions (1973 74) 

Background information on the underlying is- 
sues of the 1973-74 National High School Debate 
Resolutions, which were designed to explore the 
necessity for and the feasibility of developing new 
federal programs to curb poverty, is contained in 
this handbook. Part 1 examines the problem of 
poverty in the United States—definitions, dimen- 
sions, causes, and effects. Part 2 describes cur- 
rent local, state, and federal antipoverty pro- 
grams. Part 3 considers some of the pros and 
cons of attempting to control poverty through 
such approaches as a guaranteed minimum in- 
come, public work for those living in poverty, 
and comprehensive welfare. An annotated 
bibliography, including a number of documents 
available thro’ RIC system, concludes the 
book. (See 500 194 for related document 
containing primary resources for the topic.) (TO) 
ED 073 516 CS 500 194 
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Available from—Speech Communication Associa- 
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10001 (1 packet of 10 microfiche, $3.50 pre- 

aid) 
Desament Not Available from EDRS. 
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vantaged, Employment Programs, Federal 

Government, *Federal Programs, *Government 

Role, Guaranteed Income, Low Income 

Groups, *Poverty Programs, Unemployment, 

Welfare 
Identifiers—*National High School Debate 

Resolutions (1973 74) 

The National High School Debate Problem 
Area for 1973-74 centers on the questions, 
“What is the role of the federal government in 
extending public assistance to all Americans liv- 
ing in poverty?” This collection of federal 
government documents and periodical articles 
supplements the “ERIC First Analysis” of the 
topic (CS 500 193) and focuses on three selected 
resolutions and discussion topics, i.e., the sole of 
the federal government in guaranteeing a 
minimum annual income, providing a ful! employ- 
ment program, or enacting a program of com- 
prehensive welfare. The collection is contained 
on ten microfiche with approximately 90 pages 
on each fiche, a total of 900 pages of relevant 
material. (RN) 
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Education Policy, Court Cases, Court Litiga- 
tion, Dress Codes, *Due Process, Equal Protec- 
tion, Freedom of Speech, *Literature Reviews, 
Marital Status, Pregnant Students, Search and 
Seizure, *Student Responsibility, *Student 
Rights, *Student School Relationship 
This review of the literature should prove help- 

ful to school administrators in their efforts to stay 

abreast of judicial limitations on their decision- 

making authority. The author cites lit:rature that 

examines court decisions affecting student rights 

in general and publications discussing some of the 

court decisions that pertain to only one or two 

areas of student rights. In addition, the reviewer 

touches on literature concerned with student 

codes and administrative concerns. Eighteen of 

the 30 documents reviewed are available from 

the ERIC Document Reproduction Service. 

(Author/JF) 
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Legislation, Guidelines, *State Laws, Superin- 
tendents, Supervisors, Teacher Discipline, 
*Teacher Dismissal, Teacher Evaluation, 
Teachers, *Tenure 

Identifiers— *Oregon 


This report discusses the new Oregon fair 
dismissal law, and examines the role of district 
administrators in the procedures leading to 
dismissal of certificated staff. The text provides 
(1) pertinent excerpts from the law, (2) major 
points of two dismissal case studies showing sub- 
tle variables in the dismissal process, (3) sug- 
— regarding evaluation procedures, (4) in- 
ormation on the costs of dismissal procedures, 
and (5) some aiternatives to dismissal. Appen- 
dixes contain (1) a plan of assistance (suggested 
letter to teacher), (2) the procedures and a 
schedule for fair dismissal of both the permanent 
teacher and the probationary teacher, (3) a sug- 
gested letter from the superintendent, and (4) a 
suggested letter from a school board. (JF) 
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Identifiers— * Newark 
This report is essentially a documentary outline 
of the events associated with the Newark teacher 
strikes followed by an analysis of the implications 
of those events for the future of education in 
Newark and elsewhere. The chronology provides 
a detailed delineation of the sequence of events 
before, during, and after each strike. The infor- 
mation provided was drawn from _ interviews, 
press reports, documents, and direct observation. 
The analysis that follows examines the strikes and 
the circumstances surrounding them to identify 
the specific issues and participants, determine the 
relationship these events had within larger con- 
texts, and examine the direction in which 
precipitating events appear headed in the future. 
Guiding the analysis is the question of why social 
conflict in Newark became focused on the school 
system. In the conclusions, race relations and so- 
cial stratification emerge prominently as the con- 
texts which define events. (Author/JF) 
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Identifiers—*Missouri, Planning Programing 
Budgeting Evaluation System, PPBES 
This manual identifies and systematizes the 
sequence of events necessary for the State De- 
partment of Education to effectively plan, imple- 
ment, and evaluate its varied programs. The re- 
port (1) describes the cycle, (2) outlines the flow 
of events, (3) delineates offices responsible for 
each event, and (4) discusses overlapping phases 
of event cycles with interactions. Appendixes 
contain (1) budget/planning forms, (2) an opera- 
tions planning and reporting document, (3) an 
activity listing, and (4) a sample operations 
planning and reporting document. (JF) 
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Action, State Agencies, *State Boards of Edu- 

cation, *State Departments of Education, 

*State Government 

This paper reports on a study of governance at 
the State level and discusses the usefulness of 
projected study results. The authors discuss selec- 
tion of (1) level of governance to be studied, 
major policy areas, and States for case studies; 
(2) the selection and development of the 
research framework; and (3) the development of 
the survey instruments. According to the report, 
the study will develop alternative governance 
models by examining present arrangements for 
State educational governance. Thirteen States 
were selected for intensive study as representative 
of various dimensions within the broad categories 
of political culture, socioeconomic development, 
governance structure, and the nature of policy 
decisions. (JF) 
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This report contains workshop presentations by 

various State representatives on State education 

agency (SEA) use of management by objectives 

(MBO). The first presentation provides a concep- 

tual “umbrella” of management and discusses six 

steps that are fundamental to management by ob- 
jectives. The second presentation contains a con- 
cise description of the evolution and present state 
of SEA management in Nevada. State presenta- 
tions by Oklahoma and Texas highlight other 
specific activities of SEA management. The 

Oklahoma presentation focuses on records and 

information management, that of Texas on 

management assessment activities. Also included 
in the report are (1) State-by-State lists of “‘next 

steps” regarding management by objectives, (2) a 

summary of the a evaluation, and (3) the 

roster of participants in the conference. (JF) 
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This report provides an analysis of State-local 

tax structures in 50 States and the District of 

Columbia and is primarily an updating of tables 

in previous reports. The major purpose of the 

study is to indicate to State and local officials 
those tax areas in which their revenue effort is 
either below or above the average effort of the 

50 States and the District of Columbia (as mea- 

sured by a common denominator). Data for the 

Statistical section of the report were supplied by 

the U.S. Bureau of the Census. The study also re- 

ports the major State-local activities that will 
result in increased tax collections after 1971 and 
measures the relative tax burden and effort ap- 
plied in the 51 governmental units in the nation. 
A related document is ED 058 671. (JF) 
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dent Rights Project 
This report (1) describes how the project dis- 
seminated information about student rights 
through a dent rights handbook, a student 
rights news service, and speaking engagements; 
(2) outlines the nature of project services that 
help students obtain their rights; (3) describes 
procedures for enforcement of student rights; (4) 
discusses school rights as they were affected by 
selected areas of school administration; and (5) 
describes legal and administrative actions the pro- 
ject has pursued in redressing wrongs of particu- 
lar students. (JF) 
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identifiers—Federa! Installations 
This report discloses that, since the passage of 

Public Law 874 in 1950, about 2,000 districts or 
20 percent of all districts receiving entitlement 
under the law in 1952-64 experienced some 
federal installation phaseouts. The study indicates 
that only in a small percentage of these districts 
were the effects of the phaseout sufficient to 
cause financial problems. Furthermore, most of 
these districts experienced only slight problems of 
short duration. The report notes that, in a study 
of those 45 districts most affected by phaseouts, 
few had severe financial problems. The report 
also examines proposed legislation dealing with 
the phaseout problem in school districts. A re- 
lated document is EA 004 834. (JF) 
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Descriptors—Educational Finance, Expenditures, 
*Federal Aid, *Federal Government, Federal 
Legislation, *Federal Programs, Financial 
Problems, School District Spending, *School 
Funds, School Taxes, *State Aid 

Idertifiers— * Federal Installations 
P.L. 874 and 815 have operated to help relieve 

the burdens imposed on public school districts. 

These burdens reflect the tax-exempt nature of 

federal property. In 54 districts examined in this 

regard, it was found that the payments under P.L. 

874 exceeded or fell short of meeting the burden 

by more than 10 percent in 80 percent of the dis- 

tricts. The payments missed the mark by 50 per- 
cent in 30 percent of the districts. The use of 
minimum rates has permitted districts that have 
low expenditures on education and/or who 
receive a large share of revenue from the State to 
receive large bonuses under P.L. 874. Mainly for 
this reason, total entitlements under P.L. 874 ap- 
pear to exceed those needed to just meet the bur- 
den. Local option, permitting a district to be paid 
at a rate per pupil equal to that of a selected set 


of comparable districts, does not appear to have 
resulted in a close relationship between the bur- 
den and the entitlements. Local fiscal ability and 
effort were found definitely to be adversely af- 
fected by federal connection. Some States are en- 
titled to offset part of the federal entitlements 
received by districts. Only a small number of dis- 
tricts are presently receiving support for school 
construction under P.L. 815. A related document 
is EA 004 833. (Author) 
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Identifiers—*Planning Programing Budgeting 
Evaluation System, PPBE 
This document overviews the supporting rela- 

tion of a Management information System (MIS) 

to a Program Planning Budgeting Evaluation 
system (PPBE) and then concentrates on the 
financial tract aspects of an MIS. First, five tract 
areas in which an MIS provides information are 
discussed: pupils, personnel, finance, facilities, 
and community. Then, an indepth presentation is 
made of the finance tract by presenting the 
processes that administrators can use in building 
a financial plan to match a preplanned level of 
goals and objectives. The manual presents an 
overview of the budge process, suggests the 
way in which an MIS might be implemented, and 
explains and presents examples of a program 
oriented budgetary system. The mechanical 
aspects of the budgetary process (forms required, 
keypunch instructions, etc.) are described, and 
budget reporting is discussed. The finance tract 
information includes a separately presented com- 
puterized budget planning printout designed to 
assist the school district administration in 
developing a suitable master financial plan. (DN) 
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Objectives, Educational Objectives, *Inservice 
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Programed Materials, Psychomotor Objectives 

Identifiers—Elementary Secondary Education Act 
Title 111, ESEA Title Il 
This course is designed to help teachers learn 

how to write performance objectives. it covers in- 

struction on identifying goal statements, identify- 
ing the three parts of a performance objective, 
writing five performance objectives, writing cog- 
nitive objectives at all six levels, recognizing 
psychomotor objectives at all five levels, recog- 
nizing and writing performance objectives in the 
affective domain, and recognizing and wre bw 

three levels of performance objectives. A 

document is EA 004 849. (Au /DN) 
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California State Univ., Chino. Northern Califor- 
nia Program Development Center.; Phi Delta 
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(DHEW), Washington, D.C. Div. of Plans and 
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Objectives, Cognitive Objectives, *Educational 
Objectives, *Inservice Teacher Education, 
*Leaders Guides, Performance Based Teacher 
Education, *Performance Criteria, Psychomo- 
tor Objectives, Sequential Learning, Teacher 
Educator Education 
Identifiers—Elementary Secondary Education Act 
Title Il, ESEA TITLE Il 
This manual has been designed to enable 
school districts to utilize orderly and effective 
management procedures for the inservice training 
of teachers in writing performance objectives. 
The approach recommended involves first, the 
selection of instructors who develop skills in writ- 
ing performance objectives and second, the 
utilization of these instructors in helping other 
district teachers acquire similar skills. The first 
four sections of the manual provide management 
guidelines and instructional aids for the four in- 
service teacher training sessions. The subsequent 
section details some suggested management 
procedures for curriculum development in the 
district after participants have completed the se- 
ries of training sessions. The presentation con- 
cludes with a description of the use of the 
sequential learning path as an organizational 
technique in the district’s instructional design. A 
related document is EA 004 848. (Author/DN) 
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Descriptors—Behavioral Objectives, *Community 
Involvement, Demonstration Programs, *Edu- 
cational Accountability, *Educational Objec- 
tives, Educational . Evaluation, *In- 
structional Design, *Performance Criteria, 
Public Relations, Resource Allocations, Statisti- 
cal Analysis 

Identifiers—Elementary Secondary Education Act 
Title Ill, ESEA Title Ill 
This program consists of a series of strategies 

whereby a school district could develop commu- 

nity-ranked educational goals and _ teacher- 
developed objectives. Provision is made for the 
involvement of members of the community, the 
professional staff, and students in (1) ranking of 
educational goals in order of their importance, 


formance objectives by the 

i to meet the priority- 
ranked goals. The process, which begins with the 
ranking of priority goals by the community, 
moves through the development of an instruc- 
tional design that describes school efforts to 
achieve goals in terms of individual performance, 
and terminates in the allocation of resources to 
achieve predetermined objectives and satisfy 





established goals. Suggested means of getting a 
random community sample, statistical techniques 
for ranking community goals, and suggested news 
releases about and for rogram are presented 
in the appendixes. (Author/DN) 
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Identifiers—* Facility Utilization 
This paper describes the growing community 
school movement in the United States. It begins 
with a discussion of the general basis for commu- 
nity schools, the community school concept, and 
the philosophy behi:4 community schools. The 
author then shows what a community school can 
do and what it is like. The concluding section 
outlines the administrative structure of a commu- 
nity school. The author suggests what the role of 
broad members, superintendent, principal, and 
the community school director should be. (DN) 
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Note—1I5p.; Paper presented at Minnesota 
School Facilities Council Annual Symposium 
4 Minneapolis, Minnesota, November 1-3, 
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Descriptors—Administrator Role, *Case Studies, 
Curriculum Design, Differentiated Staffs, Edu- 
cational Accountability, *Humanization, *In- 
dividualized Programs, *Junior High Schools, 
Junior High School Students, Program Evalua- 
tion, Self Actualization, S hes, *S‘aff Im- 
provement, Student Role, Teacher Role 
Identifiers—Edgewood Junior High School, Min- 
nesota, *Model Schoois Project 
In this poner. the author presents a brief histo- 
ry of the "e for, provides demographic infor- 
mation on, descrixes the basic goals and 
characteristics of the Edgewood Junior High 
Schoe! Model Schools Project sponsored by the 
NASSP. The author explains how the roles of the 
principal, the teacher, and the student have 
changed as a result of the new program. The spe- 
cial role of teacher counselors, who jalize in 
getting to know students as human beings, is also 
discussed. Graphic descriptions of the Language 
Arts and mathematics curriculums show the goal 
setting — for each student, the curriculum 
levels, the continuous evaluation system, the con- 
tinuous progress curriculum, a listing of learning 
packages, and the reporting of information to 
parents concerning student a. grey The paper 
concludes with an assessment of the program to 
date as measured by the SRA achievement test 
and by staff, student, and parent evaluations. 
(DN) 
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second Congress, . 
H.R.128, H.R.981, H.R.1491, H.R.6179, 
H.R.6521, H.R.7796, H.R.12367, and Related 


Congress of the U.S., Washington, D.C. House 
Committee on Education and Labor. 
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Descriptors—Disadvantaged Youth, Educational 
re ag sees *Equal jucation, ualization 
Aid, Expenditure Per Student, *Federal Aid, 
Federal Government, Federal State Relation- 
ship, Full State Funding, Grants, Nonpublic 
School Aid, *School Construction, *State Aid, 
*Urban Schools 

Identifiers—*Revenue Sharing 


individuals; and (2) statements and articles by 


groups, experts, government officials, and con- 
cerned citizens concerning these bills. Many of 
the bills and statements are concerned with 
equality of educational opportunity. The bills pro- 
vide (1) financial assistance for construction and 
acquisition of facilities and equipment for schools 
serving children of low-income families, (2) 
grants to all students in either public or private 
schools, (3) aid to improve teacher salaries, (4) 
aid designed to increase a State's share of expen- 
diture for public education, and (5) other types 
of aid. (JF) 


ED 073 534 

Shannon, Thomas A. 

Resolving Management Conflicts Through Associa- 
tions. The AASA, ASBO, NAESP, NASSP Ad- 
ministrative Team. 

National Association of Elementary School Prin- 
cipals, Washington, D.C. 

Pub Date 72 
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Descriptors—*Administrative Personnel, *Board 
Administrator Relationship, Boards of Educa- 
tion, *Conflict Resolution, Due Process, Prin- 
cipals, *Professional Associations, Superinten- 
dents, Supervisors, *Teacher Administrator 
Relationship 
In this booklet the author offers advice on how 

newly decentralized professional associations may 
render cooperative assistance at State, local, and 
nationai levels. The author argues that if these 
new groups are to succeed, they must be struc- 
tured to endure the stresses of (1) possessing the 
machinery to resolve conflicts that arise between 
members of groups or members within the 
cooperative associations, and (2) dealing with 
disputes between members and nonmembers. 
Eight fundamental, practical concepts essential in 
resolving management conflicts are discussed: (1) 
knowledge, understanding, and appreciation of 
the role of the school administrator; (2) flexibility 
to view different administrative levels differently; 
(3) insight into the delicate and sensitive relation- 
ship between school boards and school adminis- 
tration; (4) guidelines for the conduct of school 
administrators at the local or regional level that 
provide for the larger role of the school adminis- 
trator; (5) determination of the appropriate form 
of assistance by the association needed to resolve 
management conflict; (6) comprehension of the 
law of defamation; (7) the issue of due process; 
and (8) inviolacy of the school administrator’s 
contract of employment. (Author/JF) 
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Identifiers—*Interdistrict Integration 
This mo h summarizes recent develop- 

ments in sc law in the areas of school 

segregation, school finance, and interdistrict in- 
tegration in order to project future developments 
in these areas. The content of this publication has 
been taken in part from transcripts of a con- 
ference on law and public education. (Detroit, 

Michigan, October 27, 1971.) Elwood B. Hain, 

Jr., a specialist in constitutional and educational 

law, writes on the law of school desegregation; 

John E. Coons, a specialist in school finance, 

talks about the law of school finance; and Gor- 

don Foster, a specialist in school desegregation, 
discusses interdistrict integration. (JF) 
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Office of Education (DHEW), Washington, D.C. 
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Descriptors—Adult Education, Bond Issues, 
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Finance, *Elementary Education, Equalization 
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Taxes, *Secondary Education, ‘*State Aid, 
State School District Relationship 
This publication describes State funds trans- 

mitted to local agencies for the support of ele- 

mentary and secondary education. Each distribu- 
tion identified as a separate fund by the State is 
described in terms of (1) title, (2) legal citation, 

(3) appropriation for the school year or estimate, 

(4) percentage of total State funds transmitted, 

(5) expenditure restructions, (6) calculation of 

district allowance, (7) State and local shares of 

the allowance, (8) district requirements for par- 

ticipation, (9) extent of participation, and (10) 

distribution schedule. In addition, the report in- 

cludes information describing local property as- 
sessment procedures, State provisions for equaliz- 
ing local assessments, local taxing authority and 
limits thereto, local borrowing provisions includ- 
ing the issuing and sale of bonds, voting require- 
ments, limitation on debt, and provisions for 
school budgets and audits. Although technical in 
nature and intended primarily for persons familiar 
with the field of school finance, the publication 
can also be used by lay persons to gain a general 
understanding of the mechanics of State school 
finance programs. A related document is ED 054 
547. (Editor/JF) 
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Identifiers— Monte Carlo Simulation 
The construction cost estimate, often expressed 
as an absolute cost, leads to misunderstanding 
between client, designers, and builders. If esti- 
mates are to be used as adequate cost indicators, 
their probabilistic nature must be recognized and 
they must be expressed not as absolute numbers 
but in terms of a number with some indication of 
the magnitude of the risk that that number may 
be expected to change by some stated amount. In 
order to develop this new type of estimate, a 
model is constructed that assigns a probability 
distribution to each cost component of the pro- 
ject and ends up with a probability distribution of 
the total cost of the project rather than a single 
answer. This bracketing of the cost provides a 
better in-depth look at the current knowledge of 
the project cost than does the traditional esti- 
mate. (Author) 
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ing 
The flexibility of open-plan space and the goals 
of an opcs. education have implications for the 
development of furniture and equipment lists. A 
furniture and equipment list that has 
been developed for one team group in one 
academic cluster in an academic area is 
presented. The selections aim at providing a wide 
variety of working surfaces and seating arrange- 
ments. Movable equipment needs are subdivided 
into work surfaces, seating, storage, display, 
chalkboard (tack board), and movable partitions 
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(area screens). A related document is EA 004 
894. (Author/MLF) 
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Partitions, *Open Education, *Open Plan 
Schools, Storage, Student Needs 
The performance specifications of furniture 
and equipment for open education and open-plan 
schools differ from conventional classroom furni- 
ture in that it must be easily moved, have a range 
of dimensions, contain multipurpose interchange- 
able components, and be designed to accom- 
modate a variety of student/teacher uses. The 
author suggests some solutions to specific 
problems in the areas of seating, work surfaces, 
and storage and display. Some suggestions are 
also provided for (1) mobile partitions (to define 
space), (2) storage (mobile), (3) seating, (4) 
work surfaces, (5) teacher stations, and (6) play. 
A related document is EA 004 893. (MLF) 
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Descriptors—Activity Learning, Community In- 
volvement, Community Responsibility, *Early 
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Preschool Children, Research Needs, Safety, 
es Utilization, Supervision, Urban Culture, 
*Urban Environment 
Using camera and tape recorder, a photog- 

rapher and an early childhood specialist explored 

as a team the universe of children’s outdoor play, 
seeking worthy and innovative ideas and stressing 
urban playground problems and solutions. The 
resulting photographs and text focus on (1) the 
characteristics of play, (2) the nature of 
playgrounds, and (3) play and communities. The 
team concluded that the concept of learning- 
through-play cannot be separated from the 
lifestyles of whole neighborhoods and that it is a 
mistake to treat playgrounds as separate entities, 
unrelated to anything else in the community. The 
report should prove useful to teachers, school ad- 
ministrators, and all those with an interest in 
playgrounds and their use. At the conclusion of 
the presentation, an index of those cities visited 
during the course of the study is provided. In ad- 

dition, an index of the 47 photographs and a 23- 

item selected bibliography are included. 

(Author/MLF) 
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Descriptors—*Decision Making, *Educational 
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Rol 
In this speech, the author argues against the 

current emphasis in accountability that focuses 

on ends rather than on means. He contends that 

this focus leads to programs of self justification -- 

€.g., programs that increase the size of public 

relations and research bureaus. The author urges 

that accountability be effectuated through im- 

proved and shared decision making leading to 


realistic and achievable goal setting. Such deci- 
sion making involves a systems approach, which 
relates the worth of a program or proposal to 
other potential resource allocations. Teachers, ac- 
cording to the author, must also be given a sub- 
stantial role in decision making. (JF) 


ED 073 542 EA 004 912 
— Edward W., Ed. Thayer, Arthur N., 


Participative Management -- Decentralized Deci- 
sion Making: Working Models. A Monograph. 
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Descriptors—*Administrator Role, Board Ad- 
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Role, Boards of Education, Budgeting, *Citizen 
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munity Relationship, Teacher Administrator 
Relationship, *Teacher Participation 
Identifiers— Participative Management 
In this monograph, the authors attempt to illus- 
trate some of the more important components of 
decentralization and participative management 
with examples, or working models. Many of these 
models, according to the authors, function to il- 
lustrate the concept, provide models for adapta- 
tion, and inform the readers about districts that 
can be contacted for additional information. The 
authors argue against considering decentralization 
and participative management as panaceas that 
will solve all the problems in a school or a dis- 
trict. However, they contend, these components 
can provide a structure that stimulates creative 
participation. The authors also consider decen- 
tralization and participative management to be 
tools that can be utilized to move the schools into 
the “seventies and the eighties”; tools that can be 
used to bridge the gap between teachers and 
management, between management and the 
board, and between the board and the people. In 
short, the writers feel that these are tools that can 
be used effectively to build accountability into 
education. (Author) 
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Identifiers—* Johnson (Lyndon B), Task Forces 
During the Johnson Administration the Pre- 
sidency remained centrally involved in the educa- 
tion policy system. The usual flow of demands 
from the field and the education associations, 
through Congress and USOE, continued. How- 
ever, the innovativeness which the President 
sought could not be obtained, so it was believed, 
if the bureaucracy remained the primary source 
of legislative proposals and other policy sug- 
gestions. The result was the establishment of a 
special means of generating new ideas -- the task 
force. Participants in these task forces became 
—_ critical of USOE and its supportive clien- 
tele groups, a view met with some resentment 
and hostility in those quarters. The major policy 
innovations occurred in the legislation of 1964 
and 1965. However, by the start of the 90th Con- 
gress in January 1967, a new equilibrium involv- 
ing the Presidency, USOE, its clientele groups, 
and the congressional subcommittees had been 
established. The dominance of the Presidency in 
policy formation still existed, but the system 
lacked resources to sustain additional major pol- 
icy innovations. Much of the machinery set up in 
the 1960s has since been dismantled, but the pol- 
icies and programs that implement them remain 
largely in effect. USOE and the establishment as- 
sociations continue to function as integral parts 
of the educational policy system while the task 
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force reports rest in the L.B.J. Library. 
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Identifiers—*Curriculum Legislation 
This speech reports a study designed to gain an 
understanding of what selected individuals in- 
volved in education in California know about 
legislation designed to influence curriculum deci- 
sions that teachers make. A 22-item question- 
naire was administered to 320 teachers, 14 su- 
perintendents, 30 board members in 21 school 
districts, and all members of the California 
legislature. The responses indicated that none of 
the four groups of decision makers possessed 
adequate knowledge of curriculum legislation. 
The ranking according to knowledge of legisla- 
tion was (1) superintendents, (2) legislators, (3) 
board members, and (4) teachers. The author 
notes that the problem with the California legisla- 
ture is that it makes too many instructional level 
decisions which should be made by teachers. In- 
stead, the author contends, the legislature should 
concern itself with a few societal-level, value 
decisions which it can effectively enforce. (JF) 
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Classification Materials. 

Harvard Univ., Cambridge, Mass. Center for Law 
and Education. 

Spons Agency—Office of Economic Opportunity, 
Washington, D.C. 

Pub Date Mar 72 

Note—420p. 

Available from—Center for Law and Education, 
38 Kirkland Street, Cambridge, Massachusetts 
02138 ($7.50) 

EDRS Price MF-$0.65 HC-$16.45 

Descriptors—*Ability Grouping, Bilingual Stu- 
dents, Classification, Compensatory Education, 
*Court Cases, Due Process, Emotionally 
Disturbed, Ethnic Grouping, Expulsion, Foreign 
Students, *Grouping (Instructional Pu s), 
*Racial Discrimination, School Law, Special 
Education, State Laws, *Student Grouping, 
Suspension, Testing 
This packet contains complaints, memoranda, 

exhibits, orders, regulations, and stipulations in 
court cases dealing with expulsion or suspension 
of students from school or assignment of students 
to selected tracks. The report presents material 
from cases in which students were excluded from 
school or classes based on retardation, race, “‘- 
medical reasons,” pregnancy, citizenship, or other 
reasons. The report also contains material relat- 
ing to classification practices based on race or 
national origin. (JF) 
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[Alum Rock Voucher Project. 


Packet.] 

Alum Rock Union Elementary School District, 
San Jose, Calif. 

Pub Date [72] 

Note—146p.; Materials presented at Minnesota 
School Facilities Council Annual Symposium 
(7th, Minneapolis, Minnesota, November 1-3, 
1972) 


EDRS Price MF-$0.65 HC-$6.58 
Descriptors—Administrative Problems, *Decen- 
tralization, *Educational Experiments, Educa- 
tional Finance, *Education Vouchers, Elemen- 
tary Schools, *Parent icone Sets Racial Fac- 
tors, *School Community Relationship 
Identifiers—* Alum Rock 
This packet contains (1) informational booklets 
for parents in the Alum Rock Union Elementary 
School District, (2) a booklet on the pros and 
cons of a voucher system, (3) promotional 
material, (4) a progress report on the project, (5) 
the project proposal to OEO, and (6) a sample 
school and program preferences form. The pro- 
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Information 








gram, according to the information provided, in- 
volves six schools, each of which has two or more 
of the programs described in the informational 
booklets. In addition to the basic vouchers, com- 
pensatory vouchers equal to one-third of the 
basic voucher amount are added to the account 
of each child who is eligible for the free lunch 
program. Additionally, parents who are 
dissatisfied with any of the schools or programs 
can join together to start their own “community 
school.” (JF) 
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Mecklenburger, James 

Performance Contracting in Schools: Profit Motive 
Tested as Incentive to Learning. An Education 
U.S.A. S| Report. 

National School Public Relations Association, 
bp D.C. 

Pub Date 72 

Note—67p. 

Available from—National School Public Relations 
Association, 1801 North Moore Street, Arling- 
ton, Virginia 22207 (Stock #411-12824, $4.00, 
Quantity Discounts) 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 

Descriptors—*Administrator Guides, *Educa- 
tional Experiments, *Evaluation Methods, *In- 
centive Systems, Parent Attitudes, *Per- 
formance Contracts, Teacher Attitudes, 
Teacher Motivation 
This report attempts to cut through the rhetor- 

ic of both the opponents and the proponents of 

performance contracting and to bring the main is- 
sues into focus. The report (1) describes different 
kinds of contracts; (2) discusses testing problems; 

(3) gives a description of the Texarkana and Ban- 

neker elementary school projects; (4) provides 

sample opinions of parents, students, teachers, 
and boards; (5) discusses the new terminology; 

and (6) provides guidelines on how to set up a 

performance contract. The report also discusses 

the Rand and OEO evaluations of performance 
contracting experiments and presents industry 
rebuttals. (JF) 
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Advisory Commission on Intergovernmental Rela- 
tions, Washington, D.C. 

Report No—ACIR-A-40 

Pub Date Jan 73 

Note—39p.; For information regarding the availa- 
bility of the full report, write to the Advisory 
Commission on Intergovernmental Relations, 
Public Finance, Washington, D.C. 20575 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Equal Education, *Equalization 
Aid, Federal Aid, *Federal State Relationship, 
*Property Taxes, *State Aid, Tax Allocation, 
*Tax Rates 

Identifiers—* Value Added Tax 
This report is the first response to President 

Nixon’s request to the Commission for an evalua- 

tion of the proposed replacement of school pro- 

perty taxes by a Federal value added tax. The re- 

port findings reveal that a federal program to 

bring tax relief is neither necessary nor desirable, 

and the Commission ests that the States as- 


sume a greater share ublic education financ- 
ing to relieve intrastate Eapathins in public edu- 
cation finance. Additionally, the Commission 
urges property tax reform in lieu of Le ot tax 
—e through a Federal value added tax. 
(JF) 
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tional Policies Kit. 

National School Boards Association, Waterford, 
Conn. Educational Policies Service. 

Report No—Cat-No-73-1 

Pub Date Jan 73 

Note—36p. 

Available from—National School Boards Associa- 


tion, State National Bank Plaza, Evanston, Il- 
linois 60201 (Kit #73-1, 1-3 kits $2.00, Quan- 
tity Discounts) 

= MF-$0.65 HC Not Available from 

Descriptors—*Board of Education Policy, Deci- 
sion Making, Due Process, *Freedom of 
Speech, Guidelines, Policy Formation, Search 
and Seizure, *Student Participation, *Student 
Responsibility, *Student Rights, Student School 
Relationship 


This report provides board policy samples and 
other icy resources on student rights and 
responsibilities. The intent in providing policy 
samples is to encourage thinking in policy terms 
and to provide working papers that can be edited, 
modified, or adapted to meet local requirements. 
Topics covered in the samples include (1) 
freedom of expression; (2) student involvement 
in decision making; (3) due process rights; (4) in- 
terrogations and searches by school officials 
and/or police; (5) student complaints, grievances, 
and hearing procedures; and (6) student demon- 
strations and strikes. (Author/JF) 
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King, lrene A. 

Sales for Public School 1971-72. 

National Center for Educational Statistics (D- 
HEW/OE), Washington, D.C. 

Report No—DHEW-OE-73-11406 

Pub Date 73 

Note—24p. 

Available from—Superintendent of Documents, 
U.S. Government Printing Office, Washington, 
D.C. 20402 ($.40 or $.30 GPO Bookstore) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors— * Bond Issues, Educational 
Economics, *Educational Finance, Public 
Schools, Public Support, *School Budget Elec- 
tions, *School Construction, *School Statistics, 
State Laws, Statistical Surveys, Voting 

Identifiers—* Bond Sales 
This report provides information about the sale 

of bonds for financing the construction of public 
elementary and secondary school facilities. It 
contains a description of the characteristics of 
primary market bond sales for public elementary 
and secondary schools during the 1972 fiscal 
year. The report also provides specific informa- 
tion regarding bond elections for public school 
purposes; new bond sales; amount of sales; and 
average net interest cost, with data on rating and 
term as related to interest cost. Data for this re- 
port were taken from reports of sales and elec- 
tions published in The Daily Bond Buyer. A re- 
lated document is ED 063 682. (Author) 
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Allen, Jack Wolmut, Peter 

Development and Evaluation of Course Goals in 
Mathematics, Social Studies, Art, Music, Health, 
= Physical Education for Grades K-12. Final 


eport. 

Multnomah County Intermediate Education Dis- 
trict, Portland, Oreg. 

Spons Agency—National Center for Educational 
Research and Development (DHEW/OB), 
Washington, D.C. Regional Research Program.; 
Oregon State Board of Education, Salem. 

Bureau No—BR-2-J-032 

Pub Date 1 Feb 73 

Contract—OEC-X-72-0026(257) 

Note—6p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Cooperative Planning, *Course Ob- 
jectives, *Curriculum Development, *Develop- 
ment, Educational Accountability, Educational 
Objectives, *Evaluation, *Pr Descrip- 
tions, Public Schools, Units of Study (Subject 
Fields) 

This project, using the previous year’s ex- 
perience in identifying and classifying course- 
level goals as desired student learning outcomes, 
deve! course goals in six more subject matter 
areas. Under the supervision of tricounty curricu- 
lum and evaluation specialists, 68 highly qualified 
teachers wrote course for art, health educa- 
tion, mathematics, music, physical education, and 
social science. Teachers in career education 
coded the course goals to career education pro- 
gram goals. The computer storage and retrieval 
system was programmed and the key-word dic- 
tionary for language arts goals is being prepared 
for a field test ofthe program. Conferences and 
workshops thro’ t the Portiand Metropolitan 
area provided information and assistance to 
teachers in using course goals as tools for class- 
room instruction. A major effort in the project 
was to identify the type and level of learning 
required for the achievement of each goal. Proto- 
type measurement items are being developed to 
assess each type of goal. Success in the project 
has encouraged its continuation to complete the 
storage and retrieval system, to develop items to 
measure achievement of goals at the course level, 
and to disseminate them and facilitate their use 
for goal definition, curriculum planning and 
development, instruction, evaluation, and ac- 
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countability. Related documents are EA 004 942- 
948 and ED 061 043. (Author) 
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Doherty, Victor W. Hathaway, Walter E. 

Course Goals, General Introduction. An Introduc- 
tion to the Critique Drafts of the Course Goal 
Collections. 


Multnomah County Intermediate Education Dis- 
trict, Portland, Oreg. 

Spons Agency—National Center for Educational 
Research and Development (DHEW/OB), 
Washington, D.C. Regional Research Program.; 
Oregon State Board of Education, Salem. 

Bureau No—BR-2-J-032 

Pub Date Nov 72 

Contract—OEC-X-72-0026( 257) 

Note—32p.; Tri-County Goal Development Pro- 


ject 

Available from—Hard copy is not available 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 

Descriptors—*Cooperative Planning, *Course 
Objectives, *Curriculum Development, *Cur- 
ricuilum Evaluation, Decision Making, Educa- 
tional Accountability, *Educational Objectives, 
Individualized Instruction, Parent Participation, 
Public Schools, Statewide Planning, Student 
Participation, Teacher Evaluation 

Identifiers—Process Learning 
This document is a general introduction to the 

nature, purposes, and potential uses of a critique 

series that deals with the development and 
evaluation of course goals in six subject matter 
areas for grades K-12. The series provides an ini- 
tial pool of course-level goals that are expected 
to be of considerable value in assisting educators 
with goal definition related to curriculum 
planning and development, instruction, evalua- 
tion, and accountability. The project involved ex- 
amination of some 12,000 goals by 68 teachers, 
identification of the type and level of learning 
required for the achievement of each goal, and 
use of computerized methods. This document 
discusses needs to which the project responds, 
content, form, validation, uses, and update and 
revision of goals. Byproducts of the project and 
its curricular and measurement implications are 
also discussed. Related documents include EA 
004 941, EA 004 943-948 and ED 061 043. 
(Author/DN) 
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Course Goals in Mathematics, Grades K-12. 
Critique Draft. 

Multnomah County Intermediate Education Dis- 
trict, Portland, Oreg. 

Spons Agency—National Center for Educational 
Research and Development (DHEW/OB), 
Washington, D.C. Regional Research Program.; 
Oregon State Board of Education, Salem. 

Bureau No—BR-2-J-032 

Pub Date 72 

Contract—OEC-X-72-0026(257) 

Note—184p.; Tri-County Goal Development Pro- 


ject 

Available from—Hard copy is not available 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 

Descriptors—Course Content, *Course Objec- 
tives, *Curriculum Development, Development, 
Educational Accountability, Educational Objec- 
tives, *Mathematics, *Mathematics Curricu- 
lum, *Mathematics Education, Public Schools 
This document is one part of a critique series 

that deals with the development and evaluation of 

course goals in six subject matter areas for grades 

K-12. The series provides an initial pool of 

course-level goals that are expected to be of con- 

siderable value in assisting educators with goal 
definition related to curriculum planning and 
development, instruction, evaluation, and ac- 
countability. Goals for the mathematics curricu- 
lum are organized according to a subject matter 
taxonomy. Number systems goals are divided into 
goals for whole numbers, integers, rational num- 
bers, real numbers, complex numbers, matrices 
and determinants, vectors, and algebraic expres- 
sions. Goals for numeration, mathematical sen- 
tences and their solutions, relations and func- 
tions, geometry, measurement, sets, logic, proba- 
bility and statistics, history of mathematics, and 
use of computational devices are also presented. 

Four sets of indexes offer the possibility of 

retrieving course goals by subject matter, 

knowledge and process, subject area, and career 

education. Related documents are EA 004 941-2, 

EA 004 943-948, and ED 061 043. (Author/DN) 
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Course Goals in Physical Education, Grades K-12. 
Critique Draft. 

Multnomah County Intermediate Education Dis- 
trict, Portland, Oreg. 

Spons Agency—National Center for Educational 
Research and Development (DHEW/OE), 
Washington, D.C. Regional Research Program.; 
Oregon State Board of Education, Salem. 

Bureau No—BR-2-J-032 

Pub Date 72 

Contract—OEC-X-72-0026(257) 

Note—186p.; Tri-County Goal Development Pro- 


ct 

Available from—Hard copy is not available 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 

Descriptors—Athletic Activities, *Athletic Pro- 
grams, Athletics, Course Content, *Course Ob- 
jectives, *Curriculum Development, Develop- 
ment, Educational Accountability, Educational 
Objectives, Physical Activities, *Physical Edu- 
cation, *Physical Recreation Programs, Public 
Schools 
This document on course goals in physical edu- 

cation is one part of a critique series dealing with 

the development and evaluation of course goals 
in six subject matter areas for grades K-12. The 
series provides an initial pool of course-level 
goals that are expected to be of considerable 
value in assisting educators with goal definition 
related to curriculum planning and development, 
instruction, evaluation, and accountability. 
Course goals for physical education are organized 
according to subject matter. Basic goal groups in- 
clude basic skills of movement, body control ac- 
tivities, games of low organization, team sports, 
individual and dual sports, recreational games, 
lifetime activities, and physical fitness. Within the 
appropriate broad category, goals for particular 
sports such as basketball, hiking, swimming, and 
golf are developed. There are four sets of indexes 
so that course goals may be retrieved by subject 
matter, knowledge and process, subject area, and 

career education. Related documents are EA 004 

941-943, EA 004 945-948, and ED 061 043. 

(Author/DN) 
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Course Goals in Art, Grades K-12. Critique Draft. 

Multnomah County Intermediate Education Dis- 
trict, Portland, Oreg. 

Spons Agency—National Center for Educational 
Research and Development (DHEW/OB), 
Washington, D.C. Regional Research Program.; 
Oregon State Board of Education, Salem. 

Bureau No—BR-2-J-032 

Pub Date 72 

Contract—OEC-X-72-0026( 257) 

Note—272p.; Tri-County Goal Development Pro- 


ject 

Available from—Hard copy is not available 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 

Descriptors—*Aesthetic Education, *Art, Art 
Activities, *Art Education, Commercial Art, 
Course Content, *Course Objectives, Creative 
Art, *Curriculum Development, Development, 
Educational Accountability, Educational Objec- 
tives, Fine Arts, Industrial Arts, Practical Arts, 
Public Schools 
This document on course goals in art is one 

part of 2 critique series dealing with the develop- 

ment and evaluation of course goals in six subject 
matter areas for grades K-12. The series provides 
an initial pool of course-level goals that are ex- 
pected to be of considerable value in assisting 
educators with goal definition related to curricu- 
lum planning and development, instruction, 
evaluation, and accountability. Course goals for 
art are arranged according to subject matter in 
five areas: developing and using awareness, histo- 
ry-culture orientation, composition and language, 
processes and products, and art and design in en- 
vironments. The section on developing and using 
awareness further subdivides goals by sight, intui- 
tive response, identification, and growth in un- 
derstanding, appreciation, and judgment. Goals in 
art history and culture are organized by western 
vs. nonwestern culture and by period of time. 

Composition and language go: include ele- 

ments, principles, and approaches _ goals. 

Processes and products goals include goals for 

drawing, painting, printmaking, lettering, scul 

turing, ceramics and pottery, textiles and cloth, 
and photography. Art and design in environments 
goals are divided into nature design goals and 


man-made goals. Related documents are EA 004 
941-EA 004 944, EA 004 946-948, and ED 061 
043. (Author/DN) 
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Course Goals 


24 EA 004 946 
Music, Grades K-12. Critique 


Draft. 

Multnomah County Intermediate Education Dis- 
trict, Portland, Oreg. 

Spons Agency—National Center for Educational 
Research and Development (DHEW/OE), 
Washington, D.C. Regional Research Program.; 
Oregon State Board of Education, Salem. 

Bureau No—BR-2-J-032 

Pub Date 72 

Contract—OEC-X-72-0026( 257) 

Note—197p.; Tri-County Goal Development Pro- 


ject 

Available from—Hard — is not available 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 

Descriptors—Course Content, *Course Objec- 
tives, *Curriculum Development, *Develop- 
ment, Educational Accountability, Educational 
Objectives, *Music, Music Activities, Music 
Appreciation, *Music Education, Music Read- 
ing, Public Schools 
This document on course goals in music is one 

part of a critique series dealing with the develop- 

ment and evaluation of course goals in six subject 
matter areas for grades K-12. The series provides 
an initial pool of course-level goals that are ex- 
pected to be of considerable value in assisting 
educators with goal definition related to curricu- 
lum planning and development, instruction, 
evaluation, and accountability. Course goals for 
music are organized according to subject matter. 
The elements of music goals include goals on 
rhythm, melody, texture, timbre, structure, ex- 
pression, and mood. Other broad goal groups in- 
clude reading music, musical history and style, 
listening to music, performing music, creating 
music, the role of music in society, and valuing 
and evaluating music. There are four sets of in- 
dexes so that course goals may be retrieved by 
subject matter, knowledge and process, subject 
area, and career education. (Page 156 may 
reproduce poorly.) Related documents are EA 
004 941-945, EA 004 947-948, and ED 061 043. 
(Author/DN) 
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Course Goals in Health Education, Grades K-12. 
Cc Draft. 


ritique f " 
Multnomah County Intermediate Education Dis- 
trict, Portland, Oreg. 
Spons Agency—National Center for Educational 


Research Development (DHEW/OE), 
Washington, D.C. Regional Research Program.,; 
Oregon State Board of Education, Salem. 

Bureau No—BR-2-J-032 

Pub Date 72 

Contract—OEC-X-72-0026(257) 

Note—306p.; Tri-County Goal Development Pro- 


ject 

Available from—Hard copy is not available 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 

Descriptors—*Course Objectives, *Curriculum 
Development, *Development, Drug Education, 
Educational Accountability, Educational Objec- 
tives, Health, *Health Education, Health Occu- 
pations Education, Mental Health, Nutrition In- 
struction, Physical Health, Pollution, Public 
Schools, *Safety Education 
This document on course goals in health edu- 

cation is one part of a critique series of eight 

documents dealing with the development and 
evaluation of course goals in six subject matter 
areas for grades K-12. The series provides an ini- 
tial pool of course-level goals that are expected 
to be of considerable value in assisting educators 
with goal definition related to curriculum 
planning and development, instruction, evalua- 
tion, and accountability. Course goals in health 
education are organized according to four broad 
subject matter areas: mental health, physical 
health, community health, and safe living. Mental 
health goals include goals in the area of values, 
determinants of mental health, behavior, drug 
use, and interpersonal relationships. Physical 
health goals are divided into goals on personal 
care, growth and development and individual dif- 
ferences, nutrition, dental health, physical fitness, 
and health products and services. Community 
health goals include goals in environmental 
health, community resources, health careers, and 


regulations. Safe living goals cover accident 
prevention and safety goals at home, in school, 
on the job, and in the community. Related docu- 
ments are EA 004 941-946, EA 004 948, and ED 
061 043. (Author/DN) 
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Course Goals in Social Science, Grades K-12. 
Cc Draft. 

Multnomah County Intermediate Education Dis- 
trict, Portland, Oreg. 

Spons Agency—National Center for Educational 
Research and Development (DHEW/OE), 
Washington, D.C. Regional Research Program.; 
Oregon State Board of Education, Salem. 

Bureau No—BR-2-J-032 

Pub Date 72 

Contract—OEC-X-72-0026(257) 

Note—544p.; Tri-County Goal Development Pro- 


ject 

Available from—Hard copy is not available 

EDRS Price MF-$0.65 HC Not Available 
EDRS. 

Descriptors—Behavioral Sciences, Course Con- 
tent, *Course Objectives, *Curriculum 
Development, *Development, Economics, Edu- 
cational Accountability, Educational Objec- 
tives, Geography, History, Political Science, 
a Schools, *Social Sciences, *Social Stu- 

ies 

This document on course goals in the social 
sciences is one part of a critique series dealing 
with the development and evaluation of course 

goals in six subject matter areas for grades K-12. 

The series provides an initial | of course-level 

goals that are expected to of considerable 

value in assisting educators with goal definition 
related to curriculum planning and development, 
instruction, evaluation, and accountability. 

Course goals in the social sciences are organized 

according to five subject matter areas: geography, 

history, behavioral science, economics, and politi- 
cal science. Goals in geography are further subdi- 
vided into units on geographical analysis and 
unique aspects of geopolitical regions. History 
goals are divided into broad study of history, 
world history, and history of the various con- 
tinents. Behavioral science goals include goals in 
sociology, anthropology, and psychology. 
Economic goals are organized according to the 
broad subject areas in economics: 
macroeconomics, microeconomics, the produc- 
tion of goods and services, the consumption of 
goods and services, money, economic growth, in- 
ternational trade, comparative economic systems, 
and economic problems. Political science goals 
are organized by political organization, political 
institutions, political behavior, political ideology, 
the individual in the political system, interna- 
tional relations, comparative modern govern- 
ments, and political problems. Related documents 
are EA 004 941-947 and ED 061 043. 
(Author/DN) 
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Anthony, Robert N. Herzlinger, Regina E. 

An Accounting System for Public Schools. A 
Memorandum. 

Harvard Univ., Cambridge, Mass. Graduate 
School of Business Administration. 

Spons Agency—Office of Education (DHEW), 
Washington, D.C. 

Pub Date 71 

Contract—OEC-0-70-5127 

Note—75p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—* Accounting, Bookkeeping, *Com- 
parative Analysis, Cost Effectiveness, Educa- 
tional Finance, Federal Aid, Public Schools, 
*School Accounting, *School District Spend- 
ing, *Systems Approach 

Identifiers—CCI, Comparable Cost Information, 
*Federal Requirements 
This memorandum proposes a set of accounts 

that school districts should maintain as a part of 

their total accounting system in order to (1) meet 

the needs of the Office of Education for financial 

information and (2) to compare their costs with 

those in other school districts. Labeled the Com- 

parable Cost Information (CCI) by its originators, 

the structure presented is intended to show the “- 

maximum” amount of accounting information 

that school districts need to collect for the pur- 

poses described. Should this 

modification of it, be ado; 

trict, a detailed accounting system can be 

designed that meets its own needs, with the as- 








surance that (except for unforeseen future 
requirements mandated by the Congress) this 
system will also meet the needs of the Office of 
Education. Since the financial information needs 
of school districts differ, no attempt has been 
made to present an overall, unified financial ac- 
counting — applicable to all school districts. 
(Author/DN) 
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Minutes 1972. Association of Physical Plant Ad- 
ministrators Annual Meeting. (59th, Cincinnati, 
Ohio, April 30-May 3, 1972). 

Association of Physical Plant Administrators of 
Universities and Colleges, Washington, D.C. 

Pub Date 72 

Note—292p. 

Available from—Association of Physical Plant 
Administrators of Universities and Colleges, 
Suite 510, One Dupont Circle, Washington, 
D.C. 20036 ($5.00) 

aa ignaa MF-$0.65 HC Not Available from 
EDRS. 

Descriptors—* Administrative Personnel, * Annual 
Reports, *Building Operation, Campus 
Planning, Construction Management, Con- 
trolled Environment, Disadvantaged Groups, 
*Higher Education, Meetings, Planning (Facili- 
ties), Professional Associations, *School Main- 
tenance, mg ores Supervision, Turf Manage- 
ment, Work Environment 
This presentation is comprised of 17 session 

papers and the transcripts of two group discus- 
sions all dealing with various aspects of campus 
physical plant maintenance. Among the subjects 
covered are: the post-traditional campus, central 
environmental control, contract management ser- 
vice, operational and maintenance planning, air 
handling systems, problems of and solutions to 
campus security, supervising the disadvantaged 
worker, and grounds care. (MLF) 


ED 073 561 

Foster, Betty J. Botts, John M. 

Current Expenditures by Local Education Agen- 
cies for Free Public Elementary and Secondary 
Education, 1969-70. 

National Center for Educational Statistics (D- 
HEW/OE), Washington, D.C. 

Report No—DHEW-OE-72-34 

Pub Date Sep 71 

Note—4p. 

Available from—Superintendent of Documents, 
U.S. Government Printing Office, Washington, 
D.C. 20402 ($.10) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors— Attendance Services, Average Daily 
Attendance, *Costs, *Educational Finance, Ex- 
penditure Per Student, *Expenditures, *Federal 
Aid, Federal Programs, Health Services, School 
Districts, School Funds, State Aid, *Statistical 
Data, Tables (Data) 

Identifiers—Elementary Secondary Education Act 
Title I, ESEA Title I 
Local education agencies expended a record of 

32.4 billion for current operations for free public 

elementary and secondary education for the 

1969-70 school year. This amount represents an 

increase of 12 percent over the 1968-69 school 

year. These expenditures represented an esti- 
mated 92 percent of all current expenditures 
from all sources (local, State, and federal) for 
public elementary and secondary schools during 
the year. Data for this report were furnished by 
the State education agencies, and were used to 

establish the “‘average per pupil expenditure in a 

State” as required under Public Law 89-750 for 
administration of Title I, ESEA. (Author) 
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Pub Date Nov 72 

Note—229p.; Papers presented at law and educa- 
a (Indianapolis, Indiana, Spring, 

EDRS Price MF-$0.65 HC-$9.87 

Descriptors—Conference Reports, Court Cases, 
*Educational Finance, *Education Vouchers, 
*Equal Education, Equalization Aid, Expendi- 
ture Per Student, Federal Aid, *Full State 
—, *Parochial School Aid, Property 
Taxes, School Taxes, Speeches, State Aid 


EA 004 958 


Identifiers—Elementary Secondary Education Act 

Title V, ESEA Title V 

This book contains conference papers by ex- 
perts in educational administration, law, and 
economics. Six of the papers are devoted to a 
legal analysis of fiscal inequality among school at- 
tendance units, school districts, and States. These 
contributions are: (1) K. Forbis Jordan and Kern 
Alexander, “Constitutional Methods of Financing 
Public Schools”; (2) Richard A. Rossmiller, “Full 
State Funding: An Analysis and Critique’; (3) 
Kern Alexander, “Constitutionality of Federal 
School Aid Formulas”; (4) D. Brock Hornby and 
George W. Holmes, “‘Equalization of Resources 
Within School Districts”; (5) Jo Desha Lucas, 
“An Overextension of Equal Protection”; and (6) 
Roe L. Johns, “Some Critical Issues in School 
Financing.” Three concluding papers provide a 
pro and con discussion of public aid to parochial 
schools wherein both legal and economic aspects 
of alternative financing schemes are brought into 
play. These contributions include: (1) William E. 
McManus, ‘Future Financing of Nonpublic 
Schools”; (2) Edd Doerr, “Implications of 
Supreme Court Decisions for Public Aid to 
Parochial Schools”; and (3) Frederick O. God- 
dard and Irving J. Goffman, “Educational 
Vouchers: Pro and Con.” (Author/JF) 
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The Assistant Principal. A Collection of ERIC 
Document Resumes. 

National Association of Secondary School Prin- 
cipals, Washington, D.C.; Oregon Univ., Eu- 
gene. ERIC Clearinghouse on Educational 
Management. 

Spons Agency—National Center for Educational 
Research and Development (DHEW/OE), 
Washington, D.C. 

Bureau No—BR-8-0353 

Pub Date Feb 73 

Contract—OEC-0-8-080353-3514 

Note— 1 8p. 

Available from—National Association of Secon- 
dary School Principals, 1904 Association Drive, 
Reston, Virginia 22091 ($3.00) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Activism, *Administrator Role, 
*Annotated Bibliographies, Bibliographies, 
*Curriculum Development, *Discipline, Educa- 
tional Administration, Flexible Scheduling, 
Nongraded System, *Principals, Programed In- 
struction, Schedule Modules, Scheduling, Stu- 
dent Centered Curriculum, Student Participa- 
tion, Teacher Administrator Relationship, 
Team Administration, Teamwork, Year Round 
Schools 

Identifiers—* Assistant Principals 
This publication comprises 42 annotated cita- 

tions of literature considered to be of interest to 

assistant principals. The entries are classified ac- 

cording to and organized under seven topics: (1) 

the role of the assistant principal, (2) curriculum 

development, (3) discipline, (4) the management 

team, (5) scheduling, (6) staff relations, and (7) 

student activities. (EA) 
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Spons Agency—National Inst. of Education (D- 
HEW), Washington, D.C. Task Force on Lab. 
and Center Transition. 

Report No—JHU-R-149 

Bureau No—BR-6-1610 

Pub Date Jan 73 

Grant—OEG-2-7-061610-0207 

Note—26p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Academic Achievement, *Case Stu- 
dies, *Courses, Data Processing, Educational 
Innovation, *Information Systems, Quarter 
System, *Report Cards, School Organization, 
*School Registration, Secondary Education 

Identifiers—Baltimore, *Walbrook High School 
This rt describes a secondary school in Bal- 

timore, Maryland, and presents a chronological 

account of how the school developed and imple- 

mented course registration and grade reporting 

procedures. The school aims at (1) providing “- 

focused flexibility” to tiie students, enabling them 

to select among quarterly offerings of courses; 

and (2) effectively monitoring student progress 

under the quarterly system. With outside aid and 
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within a 2-year period, the school developed and 
installed workable registration and grade report- 
ing systems that are successfully helping to meet 
both objectives. (Author/DN) 
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Ozmon, Howard Craver, Sam 

Busing: A Moral Issue. Fastback Series, No. 7. 

Phi Delta Kappa Educational Foundation, 
Bloomington, Ind. 

Pub Date 72 

Note—38p. 

Available from—Phi Delta Kappa, 8th & Union, 
Box 789, Bloomington, Indiana 47401. (In- 
dividual fastback, $.50, prepaid. Set of six, 
$2.00, Quantity and Membership Discounts) 

Document Not Available from EDES. 

Descriptors—*Bus Transportation, *Court Cases, 
Housing Discrimination, *Integration Methods, 
Metropolitan Areas, Moral Issues, Racial Dis- 
tribution, *Racially Balanced Schools, School 
Integration, *Student Transportation, Urban 
Schools 
This report discusses the current school busing 

crisis, examines the history of busing, and looks 

into the future of busing. In discussing the cur- 
rent crisis the authors examine recent court cases 
mandating busing to achieve desegregation. They 
go back into history to trace the tradition of bus- 
ing, to obtain facts and figures, and to look at 
past uses of busing to achieve desegregation. In 
looking to the future of busing they discuss con- 
flicting reports as to the effects of busing and ex- 
amine the moral issue of using busing as an ex- 

dient substitute for integrated housing or equal 
job opportunity. (JF) 
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Pub Date 72 
Note—38p. 
Available from—Phi Delta Kappa, 8th & Union, 
Box 789, Bloomington, Indiana 47401. (In- 
dividual fastback, $.50, prepaid. Set of six, 
$2.00, Quantity and Membership Discounts) 
Document Not Available from EDRS. 
Descriptors—Educational Experiments, Educa- 
tional Technology, *Futures (of Society), *In- 
structional Innovation, *Instructional Systems, 
*Learning Activities, *Learning Processes, 
Learning Theories, Man Machine Systems, 
Resource Centers, Student Centered Curricu- 
lum 
The ideas for innovations in learning systems in 
this report are based on a scenano being 
developed for the Minnesota Experimental City. 
The primary function of the new system being 
developed in Minnesota is to assist the individual 
learner to discover his interests, assess his needs, 
set his learning objectives, and pursue these ob- 
jectives. The report describes the characteristics 
of the Minnesota learning system, discusses 
procedures for orienting learners to the new 
system, identifies the people involved, and 
discusses the tools, resources, and facilities to be 
used. (JF) 
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Educational Foundation, 


Phi Delta Kappa [Educational Foundation, 
Bloomington, Ind. 

Pub Pate 72 

Note--46p. 

Available from—Phi Delta Kappa, 8th & Union, 
Box 789, Bloomington, Indiana 47401. (In- 
dividual fastback, $.50, prepaid. Set of six, 
$2.00, Quantity and Membership Discounts) 

Document Not Available from EDRS. 

Descriptors—*Alternative Schools, Educational 
Innovation, *Experimental Schools, Freedom 
Schools, Pilot Projects, *Public Schools, School 
Community Relationship, *School Environ- 
ment, Secondary Schools, *Student Teacher 
Relationship 
This report discusses the problems of alterna- 

tive schools in general and describes the ex- 

periences of two public alternative high schools -- 
the Cambridge Pilot School (a “school-within-a- 
school” in Cambridge, Massachusetts), and 

Metro High School (a “school without walls” in 

Chicago). The report (1) describes what goes on 
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inside these two schools; (2) indicates some of 
the successes, problems, and patterns of develop- 
ment that recur in many alternative schools; and 
(3) suggests some of the tasks that must be ac- 
complished if alternative schools are to remain 
true to their initial calling and have a deeper and 
more lasting impact than previous educational 
fads. The report devotes more of its discussion to 
issues of process -- who makes decisions, how 
people relate to each other, and how the school 
defines itself relative to the system -- than to pro- 
gram content. (Author/JF) 
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Supreme Court of the United States Syllabus: San 
Antonio Independent School District Et. Al. v. 
Rodriguez Et. Al. Appeal from the United States 
District Court for the Western District of Texas. 
No. 71-1332, Argued October 12, 1972 -- De- 
cided March 21, 1973. 
Supreme Court of the U. S., Washington, D.C. 
Pub Date 21 Mar 73 
Note— 138p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—Academic Achievement, *Court 
Cases, Economic Status, *Educational Finance, 
*Equal Education, Equalization Aid, Equal 
Protection, Expenditure Per Student, Founda- 
tion Programs, Minority Groups, *Property 
Taxes, State Aid, State Laws, State School Dis- 
trict Relationship, *Supreme Court Litigation 
Identifiers— *Texas 
In this landmark educational finance opinion 
(presented here in full) the U.S. Supreme Court 
held that the Texas case was not a proper case in 
which to examine a State’s laws under standards 
of strict judicial scrutiny. That test, according to 
the Court, is reserved for cases involving laws 
that operate to the disadvantage of suspect 
classes or interfere with the exercise of funda- 
mental rights and liberties explicitly or implicitly 
protected by the Constitution. In particular, the 
Court held that (1) the Texas system does not 
discriminate against any definable class of “poor” 
people or occasion discrimination based on the 
relative wealth of families in a district; (2) 
although education is one of the most important 
services performed by the State, it is not within 
the limited category of rights recognized by the 
Court as guaranteed by the Constitution; and (3) 
this was an inappropriate case in which to invoke 
strict scrutiny since it involved the most delicate 
and difficult questions of local taxation, fiscal 
planning, educational policy, and federalism. The 
Court concluded that, although concededly im- 
perfect, the system bears a rational relationship 
to a legitimate State purpose and is not, there- 
fore, in violation of the Equal Protection Clause 
of the 14th Amendment. (Author/JF) 
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tion of the Multiunit/IGE Model for Elementary 
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Spons Agency—Office of Program Planning and 
Evaluation (DHEW/OE), Washington, D.C. 
Report No—ETS-PR-73-3 
Pub Date Feb 73 
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Note—64p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Case Studies, Curriculum Develop- 
ment, ‘*Elementary Schools, *Formative 
Evaluation, Individualized Instruction, In- 
dividualized Programs, Instructional Innovation, 
*Multiunit Schools, *National Surveys, *School 
Surveys, Surveys 
Identifiers—IGE, *Individually Guided Education, 
Multiunit School Organization, MUSE 
The followup study reported here is a supple- 
ment to the process evaluation of the 1971-72 
multiunit school organization/individually guided 
education (MUSE/IGE) nationwide installation 
effort by the Wisconsin Research and Develop- 
ment Center. The major purpose of the followup 
study was to determine basic implementation 
status in a number of schools -- at about the mid- 
point of the second year of the overall installation 
program -- using selected criteria related to both 
MUSE and IGE programing. In all, 98 schools 
were chosen for the followup phase, including (a) 
the sample of 68 which had been selected for 
detailed reporting in Spring 1972, (b) 13 schools 
which had reported initiating MUSE/IGE in late 


Spring 1972, and (c) 17 schools which had in- 
dicated plans for 1972-73 installation. Evidence 
shows that the MUSE/IGE organizational and in- 
structional changes have taken hold in the 
majority of schools responding to the followup. 


gece pnd attrition has been slight if existent at 
all, and many schools have come closer to institu- 
tionalizing the two areas of innovation. Related 
documents are ED 066 623 and ED 066 624. 
(Author/DN) 
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tion, Individual Instruction, Instructional 
Design, *Instructional Innovation, *Models, 
*Multiunit Schools, Organization, *School Or- 
ganization, *Secondary Schools 
Identifiers—IGE, Individually Guided Education, 
*Instructional Organization 
The purpose of this theoretical paper is to 
describe a set of models for the instructional or- 
ganization of the multiunit secondary school. The 
school’s instructional organization is viewed as a 
mechanism for structuring resources to influence 
learning outcomes. The multiunit elementary 
school (MUS-E) models served as the point of 
departure for extending individually guided edu- 
cation (IGE) to the secondary levels. The major 
variables that influenced the design of the 
IGE/multiunit secondary school (MUS-S) were 
characteristics of the individual learner, insights 
into human abilities and learning, and the struc- 
ture of the learning environment. A ‘“‘multiunit 
component crosswalk” was created to identify 
MUS-E components (such as nongrading, staff 
hierarchies, and continuous progress) that could 
be applied to middle and senior high school 
levels. A modular instructional organization was 
generated for the IGE/MUS-S. The basic com- 
ponents were the “Individually Guided Inter- 
Disciplinary” Module, which includes all required 
experiences, and the “Enrichment” Module, 
which includes all elective experiences. Each 
module was comprised of a learner unit, instruc- 
tional unit, curriculum unit, and decision unit. 
Variations of IGE/MUS-S models were developed 
for junior high, middle, and senior high schools of 
various sizes. (Author/DN) 
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Identifiers—*Educational Extension Program, 
Management by Objectives 
This document reports on an 8-part task un- 
dertaken to produce an operational planning and 
reporting system for a proposed Educational Ex- 
tension Program (EEP) that would use manage- 
ment-by-objective techniques. An_ integrated 
schedu of activities was developed to extend the 
program from the three pilot project States to na- 
tionwide implementation and to establish a three- 
way operating partnership between Federal, 
State, and local education agencies. Procedures 
were developed for incorporating changes in the 
EEP into the schedule; and a system for reporting 
and data collection was devised. Forms were 


designed to provide the information needed for 
regularly monitoring the progress and problems 
of the participating States and for providing infor- 
mation to measure the development progress and 
the effectiveness of the EEP. Finally, three com- 
ponents of the EEP were defined and developed: 
(1) the scope required for operation and main- 
tenance of the program; (2) the parameters for 
long-range monitoring; and (3) the criteria for 
evaluating proposals submitted by the States. 
(Author) 
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Identifiers—Research Management Computerized 
Methods 
The symposium papers in this document 
describe specific applications of research manage- 
ment techniques currently being used by research 
and development organizations. Topics of the 
Papers are based on subjects practicing R & D 
managers have found important in the manage- 
ment of research. Although the symposium was 
not specifically designed to include all aspects of 
research management, the papers when taken 
together comprise a “working” model for manag- 
ing the information associated with R & D activi- 
ties. Topics of the five papers include (1) a 
prototype research management system whereby 
information is organized for easy retrieval by 
research managers, (2) a description of organiza- 
tional operations procedures and policies that 
reduce the administrative burden on researchers 
and developers and assist management in operat- 
ing an effective R & D organization, (3) a system 
for using the computer to manage information 
about the financial expenditures of an R & D or- 
ganization, (4) the application of a research 
management procedure, the Convergence 
Technique, with the Reading Research Program 
sponsored by the U.S. Office of Education, and 
(5) the steps necessary for planning and imple- 
menting a research and development program. 
(Author/DN) 
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Pub Date Jul 72 
Note—SOp. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Academic Achievement, *Adminis- 
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Identifiers—*Plan 45-15 
This report summarizes the conclusions and in- 
sights of several hundred people who have been 
directly involved in the 45-15 Plan for its first 
two years of operation. The 45-15 Plan divides 
the neighborhood served by a school into four 
sections. Each section attends 45 school days and 
then takes a vacation, 15 days long. The at- 
tendance dates of the four sections are staggered 
so that only three-fourths of the pupils are in 
school at any one time. This report begins by 
describing how the 45-15 Plan originated and 
how the evaluation design was prepared. The 
major data collected for the evaluation included 
student achievement, student attitudes, communi- 
ty reactions, reactions of professionals, and inter- 
nal administrative adjustments. Attitudes were 
surveyed by questionnaires and interviews. Stan- 








dardized achievement tests, administered by 
trained testers, were used with students. The re- 
port includes conclusions and recommendations 
coming from the evaluation. The appendixes in- 
clude samples of the forms used for evaluation 
and a suggested plan of action for school districts 
embarking on a 45-15 Plan. Related documents 
are ED 047 189, ED 048 524, and EA 004 840. 
(Pages 16 and A-1 through A-21 may reproduce 
poorly.) (Author/DN) 
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cation, Special Education Teachers, Vocational 
Interests 
The brochure introduces special education 
career opportunities in North Carolina. Described 
briefly are exceptional children, and listed are 
employment opportunities and North Carolina 
universities which offer professional training in 
special education. The following handicaps are 
individually discussed including statistics which 
contrast the number of handicapped in North 
Carolina with the number being professionally 
served: physically impaired, speech impaired, 
hearing impaired, visually impaired, learning disa- 
bled, emotionally disturbed, educable mentally 
retarded, trainable mentally retarded, and gifted 
and talented. Briefly noted are the four Special 
Education Instructional Materials Centers, a 
proposed deaf-blind center, funding under the 
Vocational Educational Act, and the provision of 
psychological services. Addresses are given from 
which further information may be obtained. (DB) 
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Descriptors—Career Education, *Curriculum 
Guides, *Exceptional Child Education, *Gifted, 
Junior High School Students, *Prevocational 
Education, *Workshops 
Produced as part of a 5 week workshop on 

career explorations for 51 bright, middle grade 

students and 20 teachers, the curriculum guide 
discusses career education, outlines the workshop 
experiences, considers the inquiry process, and 
outlines 60 units on non baccalaureate careers in 
15 career clusters. A lack of career education 
programs with other than a college preparatory 
emphasis for bright students is said to have led to 
the workshop which provided teacher inservice 
training and 3 weeks of pupil experiences in six 
career clusters. Workshop experiences are re- 
ported to have included field trips, simulations, 
and actual experience with activities such as 
telegraphy, drafting, and bricklaying. The inquiry 
ocess of instruction which utilizes a variety of 
ing and teaching styles is outlined. The 
majority of the guide contains the career explora- 
tion units of which the tobacco farmer, floral 
designer, commercial bank teller, and game 
warden are examples. Units are outlined in terms 
of career cluster, career, suggested problem, in- 
troductory activities, hypothesis, investigation, 
conclusion, presentation, evaluation, and related 
disciplines. Appendixes include work preference 
scales used to evaluate the workshop. (DB) 
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Descriptors—*Annotated Bibliographies, *Excep- 
tional Child Education, *Handicapped Chil- 
dren, Instructional Materials, ‘*Instructional 
Materials Centers, Regional Programs, Text- 


books 
Identifiers— *North Carolina 

Listed are approximately 5100 professional 
textbooks or instructional materials available to 
clients from the three Special Education Instruc- 
tional Materials Centers in North Carolina. Client 
status is said to be available to anyone concerned 
with the education of exceptional children. The 
procedure for borrowing items from the centers is 
explained. The listing is said to be inclusive 
through June 30, 1971. Listings generally include 
call number, title, annotation, source, copyright 
date, and price. Items are listed under 25 catego- 
ries of professional textbooks such as mental re- 
tardation and hearing handicapped and under 16 
subject areas such as reading and social studies. 
Also provided are publishers’ addresses. (DB) 
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Presented is an industrial arts curriculum guide 
for woodworking which developed out of a 3 year 
program designed to meet the unmet vocational 
education needs of visually impaired students en- 
rolled in junior high, secondary, and community 
colleges in a five county region of California, and 
to provide inservice training to regular vocational 
education teachers and counselors working with 
blind students. Four chapters introduce travel 
techniques used in the shop, orientation to the 
shop, measuring devices, and hand tools, respec- 
tively. Eight chapters present the principal 
machines found in school workshops in terms of 
description, safety, adaptations, orientation, ex- 
ceptions, operation, maintenance, and references. 
Considered are the circular saw, the drill press, 
the radial arm saw, the wood lathe, sanders, band 
saw and scroll saw, the planer and joiner, and 
electric hand tools. Two final chapters instruct in 
sanding the project and finishing the project. For 
other p documents see EC 051 131i 
through EC 051 133. (DB) 
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Identifiers—*Daily Living Skills 
Presented is a curriculum guide for home 
economics which developed out of a 3 year pro- 
- designed to provide vocational education 
or visually impaired students enrolled in junior 
high, secondary, and community colleges in a five 
county region of California. The guide presents a 
section each on foods, grooming, home manage- 
ment and child care, and sewing. Major ap- 
pliances are discussed at the beginning of each 
section in terms of description, safety, adapta- 
tions, maintenance, and orientation, followed by 
nonvisual techniques which are listed in 
alphabetical order. Approximately 50 jiances 
or techniques are considered under f among 
which are the blender, the electric skillet, basting 
food, and fat.and frying. Twenty-seven grooming 
techniques are presented such as aftershave care 
and hair setting. The section on home manage- 
ment presents 28 appliances or techniques includ- 
ing the clothes dryer, iron, baby diapering, and 
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fuse changing. Thirty skills such as basting seams 
and cutting out a pattern are taught in the section 
on sewing. An appendix gives sources for large 
print, braille, or talking book publications, a 
discussion of orientation and mobility, and a list 
of consumer publications. For other program 
documents see EC 051 130, EC 051 132, and EC 
051 133. (DB) 


ED 073 579 EC 051 132 
Russell, Gene H. 
A Five County Vocational Skills Training Program 
for the Blind. Project Document. 
Santa Cruz County Superintendent of Schools, 
Calif. 
Spons Agency—California State Dept. of Educa- 
tion, Sacramento. Div. of Special Education. 
Pub Date 72 
Note—180p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—Adolescents, *Counseling, *Excep- 
tional Child Education, *Program Develop- 
ment, Regular Class Placement, * Visually Han- 
—— *Vocational Education, Young 
Adults 
Assembled are the ideas, techniques, and writ- 
ten documents of a 3 year, five county vocational 
skills training program designed to provide voca- 
tional skills and counseling to blind and partially 
sighted students in grades 7 through 14 within 
regular vocational classes. Technical and industri- 
al arts, homemaking, and work experience are 
vocational areas emphasized by the program. In- 
cluded in the introduction to the visually han- 
dicapped student are four methods of orientation 
and mobility. Teacher preparation is discussed 
and a referral system explained. Questions of 
regular vocational teachers are answered. 
Described are tests used in the program. Samples 
of approximately 35 forms used in the program 
such as registration forms and parent conference 
reports are provided. Local resources utilized are 
listed as are the written and visual products of 
the program. A formula to aid in the determina- 
tion of staff requirements is explained. One of the 
recommendations of the program is that itinerant 
inservice teams be developed at the state level. 
Equipment and supplies suggested for industrial 
education and daily living skills are listed with 
prices and sources. For related documents see EC 
051 030, EC 051 031, and EC 051 033. (DB) 


ED 073 580 EC 051 133 
Russell, Gene H. 
A Five County Vocational Skills Training Program 
for the Blind. Evaluation Document. 
= Cruz County Superintendent of Schools, 
Calif. 
Spons Agency—California State Dept. of Educa- 
tion, Sacramento. Div. of Special Education. 
Pub Date 72 
Note—63p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Adolescents, *Exceptional Child 
Education, *Program Evaluation, *Question- 
naires, *Visually Handicapped, *Vocational 
Education, Young Adults 
Evaluated was a 2 year, five county vocational 
program for visually handicapped junior high, 
secondary, and junior college students designed 
to encourage skill development of the student 
and inservice training of the regular instructor. 
Evaluation was by means of two questionnaires to 
which 53 vocational educators, 62 nonvocational 
educators (teachers of the blind and administra- 
tors), and 65 student teachers and prospective 
teachers responded. Two of the six conclusions 
after analysis of the data are that partially sighted 
and blind students can be successfully integrated 
into regular programs and that regular vocational 
educators will enroll blind and partially sighted 
ae if they receive inservice training. To 
urther vocational education for the visually han- 
dicapped, project evaluators made nine recom- 
mendations of which the following four are exam- 
ples: the replication of similar projects in other 
regions, the development of an itinerant inservice 
team at the state level, and the establishment of a 
clearing house at the state level for career and 
vocational materials for the handicapped. Appen- 
dixes include the two questionnaires used in the 
evaluation. For other program documents see EC 
051.030 through EC 051 032. (DB) 
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And Others 


Gallagher, James J. 
Planning and Evaluation. First Chance 
for Children, Vol. 2. 
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North Carolina Univ., Chapel Hill. Technical 
Assistance Development System. 
Spons Agency—Bureau of Education for the 
Handicapped (DHEW/OE), Washington, D.C. 
Pub Date 72 
Note—57p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Educational Trends, *Exceptional 
Child Education, *Handicapped Children, 
*Preschool Children, *Program Evaluation, 
*Program Planning 
Identifiers—First Chance 
Presented by the Technical Assistance 
Development System are a planning model for 
the specification of problems and an evaluation 
strategy for information collection to implement 
decision making in the First Chance network of 
programs for preschool handicapped children. 
The first chapter offers a planning model in terms 
of measurable goals, inistrative objectives, 
and outcome objectives for the target populations 
of children, parents, and decision makers. The 
second chapter considers evaluation to consist of 
daily process evaluation and longer term product 
evaluation based on standardized and nonstan- 
dardized measures of administrative and outcome 
objectives. Major types of data requests by the 
Bureau of Education for the Handicapped are 
briefly considered in the third chapter. The final 
chapter on educational trends suggests that the 
emphasis on planning and evaluation has arisen 
out of research such as the J.S. Coleman Report 
as well as community doubts about the educa- 
tional non-system’s ability to improve. Planning 
problems such as funding patterns are noted. 
Also given are a glossary of planning terms and 
examples of goals and objectives. See EC 050 
080 for volume one. (DB) 


ED 073 582 
Stallings, Clifford 
Gifted Disadvantaged Children. 
Connecticut Univ., Storrs. 
Pub Date Mar 72 
Note—6p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Educational Diagnosis, Educational 
Trends, *Effective Teaching, *Exceptional 
Child Education, *Gifted, Guidelines, *Identifi- 
cation, Teaching Methods, *Urban Schools 
Presented are guidelines to help teachers effec- 
tively identify and educate gifted students from 
urban environments. It is said that the one con- 
sistent criteria that teachers may use to identify 
gifted students is the depth to which students 
respond to environmental items (recall of street 
signs or types of automobiles found on the block 
and analysis of community affairs). Teachers ob- 
servations and peer evaluation are also thought to 
be useful means of identifying gifted children. It 
is recommended that strategies for motivating 
gifted children include helping the child plan his 
occupational goal, finding individuals in the com- 
munity who could assist teachers in developing 
their student's occupational model, developing 
communications with parents, and providing 
concrete experiences that allow students to ex- 
plore their talents and discover their potential. 
Teachers are encouraged to create an environ- 
ment in which community situations are the basis 
for learning and to develop students’ leadership 
potential, especially at junior and senior higa 
school levels. Educational trends such as the fol- 
lowing are identified and commended: emphasis 
on early identification of talents, abolition of 
grade placements as presently conceived, ex- 
periences which allow divergent as well as con- 
vergent thinking, and use of systems analysis in 
planning students’ programs. (GW) 
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Funk, Kerri L. Tseng, M. S. 

Effects of Classification Exposure upon Numerical 
Achievement of Educable Mentally Retarded 
Children. 

Pub Date 73 

Note—12p.; Paper presented at 1973 Annual 
Meeting of American Educational Research 
Association (New Orleans, Louisiana, February 
27, 1973) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Classification, *Educable Mentally 
Handicapped, ‘*Exceptional Child Research, 
*Mathematics, Mentally Handicapped, 
*Number Concepts 
Two groups of 32 educable mentally retarded 

children (ages 7 to 14 years) were compared as 

to their arithmetic and _ classification per- 
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formances attributable to the presence or absence 
of a 4 1/2 week exposure to classification tasks. 
The randomized block pretest-posttest design was 
used. The experimental group and the control 
group were matched on their arithmetic skills 
prior to the experiment. It was found that 
arithmetic post-test scores covaried significantly 
with arithmetic pre-test scores and classification 
pre-test scores and that classification post-test 
scores covaried significantly with age and classifi- 
cation pre-test scores. The experimental group 
showed significantly higher post-test _ per- 
formances on arithmetic and classification over 
the control group, indicating that the classifica- 
tion exposure treatment facilitated the acquisition 
of arithmetic as well as classification skills. 
(Author) 


ED 073 584 EC 051 236 
Jenkins, Joseph R. Mayhall, William F. 
Dimensions and Attributes of Resource Teacher 
Systems Serving Handicapped Learners. 
New Mexico State Univ., Las Cruces. Southwest 
Regional Resource Center. 
Pub Date 73 
Note—1 5p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Exceptional Child Education, 
*Learning Disabilities, *Program Evaluation, 
*Resource Teachers 
Resource teacher systems serving learning disa- 
bled children are discussed in terms of the vary- 
ing dimensiors of type of service (direct versus 
indirect), diagnostic/prescriptive orientation (a- 
bility versus skill), and delivery (resident versus 
itinerant). Individual resource programs are 
thought to vary on the dimensions due to in- 
transigent factors such as incidence of han- 
dicapped children or rural locale. Standard 
minimal attributes of any resource system are 
given to be the clear specification of objectives, 
regular and public progress measures, a commit- 
ment to and management of individualized in- 
struction, and optimism. (Author/DB) 
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Nazzaro, Jean 
Second : Special Education Administra- 
tors View the Field. 

Council for Exceptional Children, Arlington, Va. 
Information Center on Exceptional Children. 
Spons Agency—Bureau of Education for the 
Handicapped (DHEW/OE), Washington, D.C. 

Pub Date Jan 73 
Note—19p.; Imprint, One of a Series of Special 
Interest Papers from the CEC Information 
Center 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—* Administrative Problems, Adminis- 
trator Attitudes, *Exceptional Child Research, 
*Handicapped Children, Interviews, *National 
Surveys, Special Education Teachers, *Super- 
visors 
Reported were the results of a telephone inter- 
view survey of all the state directors of special 
education, the director of special education of 
the District of Columbia, and 40 administrators 
of local districts which considered topics such as 
current problems and issues, outstanding pro- 
grams, personnel training, identification and diag- 
nosis of children, and program evaluation. Seen 
as the most controversial issue was mainstreaming 
and the labeling or categorizing the disabilities. 
Effectiveness of programs was the area most 
frequently given to be of highest research priori- 
ty. Finding well trained, competent staff was re- 
ported to be the most difficuit problem of special 
education administrators. Approximately half of 
the state directors reported 50% or more of their 
exceptional children currently being served while 
six state directors thought that less than 25% 
were being served. Thirty-five state directors 
cited emotionally disturbed children as being the 
most difficult for which to program. (DB) 
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Guidelines for Developing Computer Based 
Resource Units. Revised. 

State Univ. of New York, Buffalo. Educational 
Research and Development Complex. 

Pub Date Mar 72 

Note—32p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Class Activities, *Computer 
Assisted Instruction, *Computer Programs, 
Course Objectives, Evaluation, *Exceptional 
Child Education, *Guidelines, Handicapped 


Children, Instructional Materials, *Resource 

Guides 

Presented for use with normal and handicapped 
children are guidelines for the development of 
computer based resource units organized into two 
operations: one of which is the production of 
software which includes the writing of instruc- 
tional objectives, content, activities, materials, 
and measuring devices; and the other the coding 
of the software components in preparation for 
computer retrieval. One of the five aspects of 
writing instructional objectives discussed is 
criteria such as that objectives should be 
behavioral and student oriented. Selectivity is 
seen to be the critical consideration in writing 
content items. Also given are guidelines for speci- 
fying materials and formulating activities. It is 
suggested that measuring devices be imaginative, 
varied, and possessed of adequate achievement 
criteria. Each component (objective, content, ac- 
tivity, material, or measuring device) is identified 
by number and coded to both objectives and vari- 
ables. Fourteen variable categories such as stu- 
dent interests and physical handicaps are con- 
sidered in terms of coding guidelines. Examples 
of coding sheets and a listing of appropriate 
categories for coding variables are given as well 
as 248 instructional variables listed under the 14 
major categories. See also EC 051 239 through 
EC 051 241 for related documents. (DB) 


ED 073 587 EC 051 239 
Computer Assisted Planning: A User Manual for 
Computer Based Resource Units. 
State Univ. of New York, Buffalo. Educational 
Research and Development Complex. 
Pub Date Oct 72 
Note—8p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Computer Assisted Instruction, 
*Educational Planning, *Exceptional Child 
Education, Guidelines, Handicapped Children, 
*Individualized Instruction, *Resource Guides 
Intended for teachers, the user manual for 
computer assisted planning to individualize ‘in- 
struction for normal and handicapped children 
describes computer based resource units and 
gives instructions for obtaining a computer based 
resource guide. Computer based resource units 
are described as consisting of objectives, content 
statements, activities, materials, and evaluation 
devices coded to various learner variables. Also 
given are directions for filling out the request 
form and a listing of the approximately 40 unit ti- 
tles currently available with appropriate grade 
ranges specified. See EC 051 238, EC 051 240 
and EC 051 241 for related documents. (DB) 


ED 073 588 EC 051 240 
Sample Computer Based Resource Guide for 
World Health. 
State Univ. of New York, Buffalo. Educational 
Research and Development Complex. 
Pub Date Oct 72 
Note—22p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Computer Assisted Instruction, 
*Exceptional Child Education, *Foreign Coun- 
tries, Handicapped Children, Health, *Health 
Education, Instructional Materials, *Resource 
Guides 
Presented is a sample computer based resource 
guide on world health, part of a computer based 
program to assist teachers of normal and han- 
dicapped children in individualizing instruction. 
The guide is based on a sample request form 
which specifies group and individual objectives, 
interests, devciopmental tasks, reading level, 
mental and chronological ages, and handicaps, if 
any. The world health unit lists nine objectives at 
the elementary level and 12 objectives at the 
secondary level. Given for group use are one in- 
structional objective, 16 content statements, 12 
small group activities, 8 large group activities, 27 
materials such as books and films, and 13 mea- 
suring devices. The individual program for the 
particular child listed on the request form in- 
cludes 13 activities and 24 materials. An address 
is given for further information. See EC 051 238, 
EC 051 239 and EC 051 241 for related docu- 


ments. (DB) 
ED 073 589 EC 051 241 
Evaluation of Computer-Based 
Resource Units. 
State Univ. of New York, Buffalo. Educational 
Research and Development Complex. 
Pub Date 72 








Note— 12p. 
EDRS Price MF-$0.65 HC-$3.29 : 
Descriptors—*Computer Assisted Instruction, 
*Exceptional Child Research, Handicapped 
Children, *Individualized Instruction, *Program 
Evaluation, *Resource Guides 
Evaluated was the impact of computer based 
resource units on teacher decision making and 
the teaching/learning process by analysis of 18 
doctoral dissertations, a 1969 analysis of teacher 
reactions, and a continuing analysis of evaluation 
forms returned by teachers using the units (in- 
tended for normal and poegpinn a children). 
Among the findings of the evaluation process 
were that the resource guides help teachers in- 
dividualize instruction and result in increased 
planning time and more efficient teaching time. 
Suggested was the development of a computer 
based resource unit as an inservice or preservice 
teacher training experience. Summarized were 
the responses given in the evaluation forms 
received from October, 1970, to July, 1971. A 
bibliography lists 18 research studies, 12 related 
articles, and two books. For related documents 
see EC 051 238 through EC 051 240. (DB) 


ED 073 590 EC 051 244 
Blindert, H. Dieter 
ies for the Sequential and Consequential 


dicapped Children through the Application of 
Operant Tactics. 


Note—I5p.; Presented at Annual Meeting of the 
American Educational Research Association 
(New Orleans, Louisiana, March 1973) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Behavioral Objectives, *Behavior 
Change, Childhood, Early Childhood, *Excep- 
tional Child Research, *Mentally Handicapped, 
*Operant Conditioning, Teaching Methods 
Twenty children diagnosed as mentally re- 

tarded (MR) were enrolled in a special training 

program designed to increase Ss’ school-ap- 
propriate behaviors by means of the sequential 
and consequential arrangement of teaching objec- 
tives and teaching procedures. A hierarchy of 
achievement levels was established with a sequen- 

tial and consequential arrangement of 30 

behavioral objectives. The behavioral repertoire 

described by the 30 levels was thought to be 
comparable to performances asked from a normal 
child entering a standard first grade classroom. 

The 20 Ss engaged in a total of 406 sessions, 

each approximately 10 minutes long. It was re- 
rted that a total performance increment of 131 

level achievements was attained, that these level 
achievements required a total teaching time of 51 
hours and 24 minutes, and that a total number of 
12,817 interactions between student-trainees and 
Ss were used to establish the achievement levels. 
All instruction was accomplished by 34 trainees 
(20 staff members of institutions for the MR, six 
nursery school teachers, and eight mothers of re- 
tarded children) who had previously participated 
in a 45 hour training program on operant condi- 
tioning tactics. The achievement levels and their 
consequential arrangement were described in 
detail. (GW) 


ED 073 591 EC 051 245 
And Others 


Webb, Ruth C. 
Evaluating the Sensory-Motor Bases of Behavior 
in the Profoundly Retarded. 
Pub Date Aug 72 
Note— 10p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Custodial Mentally Handicapped, 
*Exceptional Child Education, Mentally Han- 
di » *Motor Development, *Perceptual 
Motor Coordination, *Testing, Test Interpreta- 
tion 
Discussed are the theoretical background and 
evaluation procedures of the Glenwood Aware- 
ness, Manipulation, and Posture Index Number 
One, an instrument for measuring the sensory- 
motor bases of behavior in the profoundly re- 
tarded. The authors maintain that, by using the 
processes of recognition, interaction, and mobility 
as criteria for the developmental levels of aware- 
ness, manipulation, and posture, it becomes possi- 
ble to assess reception of sensory stimuli and 
development of recognition processes separately 
from assessment of fine and gross motor skills 
and mobility skills. Described are items of the 
Awareness le which elicit defensive reactions 


to aversive stimuli, entice the child to draw closer 
to pleasurable sensations, and evaluate the child’s 
ability to combine memory of past events with 
the stimulus of the moment. The Manipulation 
Scale is ge me to appraise a child's inclination 
to handle objects spontaneously, to respond to 
gestured and spoken commands, and to commu- 
nicate needs and desires through language (with 
or without words). The Posture Scale is said to 
evaluate ability to maintain a secure position in 
space in both stationary and movement states. It 
is noted that the test is without statistical valida- 
tion, but that it has been helpful in identifying 
children who are alert but lack the motor capaci- 
ty to express that alertness. (GW) 


ED 073 592 EC 051 246 
Handicapped Children in the Regular Classroom. 
Fountain Valley School District, Calif. 

Spons Agency—Office of Education (DHEW), 
Washington, D.C. Div. of Plans and Supple- 
mentary Centers. 

Pub Date [72] 

Note—26p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Academic Achievement, *Educable 
Mentally Handicapped, *Effective Teaching, 
*Exceptional Child Research, Individualized In- 
struction, *Learning Disabilities, Mathematics, 
Mentally Handicapped, Reading, *Regular 
Class Placement, Resource Teachers, Self Con- 
cept 
Reported was a project in which 60 educable 

mentally retarded (EMR) and 30 educationally 

handicapped (EH) elementary school students 
were placed in regular classrooms to determine 
whether they could be effectively educated in 
those settings. Effective education was defined in 
terms of improvement in reading, mathematics, 
student and teacher acceptance, and self-concept. 
Students were provided with individually 
prescribed p' based on daily assessment 
and prescription by a resource teacher, who also 
worked with regular classroom teachers to coor- 
dinate pupils’ programs with regular class activi- 
ties. Regular classroom teachers attempted to 
help handicapped students feel that they were 
valuable class members. EMR Ss were reported 
to have made an average of 9 months growth in 
reading and 12 months growth in mathematics 
achievement. It was found that EH students made 
an average of 11 months growth in reading and 

12 months growth in mathematics achievement. 

Osgood’s Semantic Differential Scale showed no 

differences in teachers’ overall perception of han- 

dicapped versus nonhandicapped students. On the 

Auditory Self Concept Measuring Instrument, 

77% of the EMR students and 86% of the EH 

students were reported to have reached criterion 

level. When the Stick Figure Test was used to 

measure self concept, 96% of the EMR and 100% 

of the EH students were found to have reached 

criterion levels. (Author/GW) 
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EC 051 272 
Administrator’s Guide; Programs for Exceptional 
Children 


Arizona State Dept. of Education, Phoenix. Div. 
of Special Education. 

Pub Date 72 

Note—95p. 

EDRS Price MF-$0.65 HC-$3.29 


Descriptors—*Administrative Policy, *Educa- 
tional Programs, *Exceptional Child Education, 
Guidelines, *Handicapped Children, *Program 
Planning, State Legislation 

Identifiers— Arizona 
Intended for local school administrators, the 

guidebook suggests policies for the initiation, or- 

ganization, and operation of special education 
programs in Arizona. Brief general definitions for 
various handicapping conditions are provided, 
along with general procedures related to the fol- 
lowing activities: screening, referral, evaluation, 
primary language determination, placement, 
review of special educational placement, docu- 
mentation, maximum membership in programs, 
facilities, work experience, certification, powers 
of the school board in the district or county, 
county school programs, contracting with public 
or private agencies, application for approval of 
special educational programs, attendance report- 
ing, appropriation and apportionment of funds, 
and budgeting. In addition, particular procedures 
for each of the above categories are discussed for 
each of the following handicapped populations: 
mentally handica , emotionally handicapped, 
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gifted, homebound/hospitali multiply han- 
dicapped, physically handicapped, learning disa- 
bled, and speech handicapped. Appendixes in- 
clude state statutes related to the education of 
the handicapped, along with forms used in report- 
in we requesting special educational services. 
( 


ED 073 594 EC 051 305 
Beliveau, Joseph E. 
A Pilot » Occupational Education for Stu- 
dents with Special Needs. 
Union Township Board of Education, N.J. 
Spons Agency—New Jersey State Dept. of Edu- 
cation, Trenton. Div. of Vocational Education. 
Pub Date 70 
Note—34p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Educable Mentally Handicapped, 
Educational Programs, *Exceptional Child 
Education, *Job Skills, Mentally Handicapped, 
*Prevocational Education, Program Descrip- 
tions, *Trainable Mentally Handicapped, Work 
Attitudes 
Described is the Occupational Conditioning 
Center Program, a vocational education program 
in which moderately to severely retarded persons 
are taught proper work attitudes and basic indus- 
trial skills. Program goals are said to include: ex- 
posing students to simulated work situations, giv- 
ing students an opportunity to work in coopera- 
tion with others, teaching fundamentals of per- 
sonal and collective safety in a simulated work 
situation, and providing staff with adequate op- 
portunities to evaluate students’ potential for fu- 
ture skill training and employment. Means for im- 
plementing program goals are described: regulat- 
ing the day’s activities by an industrial time 
clock; developing an educational prescription for 
each student; using simple assembly lines as work 
task situations; drilling students in safety skills, 
such as use of the fire extinguisher; and using 
audio-visual aids to teach students a basic voca- 
tional vocabulary. Procedures for referring stu- 
dents to sheltered workshop or competitive em- 
ployment situations are explained. Review of the 
program's first year is thought to show that pre- 
employment training has resuited in a smoother 
and more successful transition into the working 
force for the program’s 20 trainable or educable 
mentally handicapped students. (GW) 
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Smith, Mary Ann Harvey, Ed. 

Feeding the Handicapped Child. 

Tennessee Univ., Memphis. Child Development 
Center. 

Spons Agency—Health Services and Mental 
Health Administration (DHEW), Rockville, 
Md. Maternal and Child Health Service. 

Pub Date [72] 

Note—157p. 

Available from—Child Development Center, De- 
partment of Nutrition, 711 Jefferson Avenue, 
Memphis, Tennessee 38105 ($3.50) 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—Conference Reports, Dietetics, 
*Eating Habits, *Exceptional Child Services, 
acer ag: Children, Interdisciplinary Ap- 
proach, *Mentally Handi » *Nutrition 
Presented are 35 brief papers on nutrition and 

handicapped children (particularly mentally re- 

tarded children) which were given at nutrition 
workshops at the Child Development Center of 
the University of Tennessee. Topics such as the 
following are examined: interdisciplinary ap- 
proaches to nutrition services; the relationship of 
social work, pediatrics, nursing, psychology, and 
speech pathology to nutrition; recommended 
dietary allowances; inborn errors of metabolism; 
the role of undernutrition in mental retardation; 
and developmental milestones in feeding. Also 
treated are such issues as: evaluation of devia- 
tions in feeding abilities; feeding skill training; 
nutrition problems commonly encountered in the 
developmentally handicapped; childhood obesity; 
food habits; the continuum of nutrition services 
required by mentally retarded and developmen- 
— handicapped children following evaluation; 
an —— to the continuity of nutrition 
services for the child with phenylketonurea. 

Other papers discuss the anatomy and physiology 

of oral muscalature as related to speech; 

psychosocial aspects of feeding; the evaluation of 
feeding problems through a team approach (so- 
cial workers, nurses, psychologists, educators, 
pediatricians, and physicians); occupational 
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therapy; case studies illustrating nutritional as- 
sessment procedures, and interdisciplinary train- 
ing for nutrition students. (GW) 


ED 073 596 EC 051 311 
Feidhusen, John F. And Others 
A Longitudinal Study of the Correlates of Chil- 
dren’s Social Behavior. 
Pub Date 73 
Note—22p.; Paper presented at the Annual Meet- 
ing of the American Educational Research As- 
sociation (New Orleans, February, 1973) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Adolescents, Aggression, *Behavior 
Patterns, Childhood, Delinquents, Emotionally 
Disturbed, *Exceptional Child Research, 
*Family Characteristics, *Longitudinal Studies, 
Prediction, *Socially Deviant Behavior 
Reported was an 8 year longitudinal study of 
social and antisocial behavioral correlates in 1550 
third, sixth, and ninth grade children identified as 
either aggressive-disruptive or prosocial by their 
teachers. A more intensive study was made of 
192 aggressive-dis' + ye and 192 prosocial chil- 
dren. Data included interviews, individual tests 
(such as the Kvaraceus Delinquency Proneness 
Scale), family rating by means of the Glueck 
Family Interaction factors and data on intel- 
ligence and academic achievement as reported in 
school records. Among the findings after 8 years 
were that 48% of the aggressive-disruptive group 
were found to have police records as compared 
to 22% of the prosocial group. Family factors 
found more commonly in the aggressive-disrup- 
tive children included et an paternal 
discipline and inadequate maternal supervision. In 
school the aggressive-disruptive children were 
characterized by lower IQs and increasing gaps 
between achievement levels and expected per- 
formances. The Glueck measure was found to be 
a more effective predictive instrument than the 
Kvaraceus scale. Rank in high school graduating 
class was predicted by a multiple correlation of 
.88, while social adjustment was reported to be 
predicted with a multiple correlation of .82. In- 
cidence of police contacts was predicted with 
69% accuracy and juvenile court appearances 
with 76% accuracy. (dB) 
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Williams, Eddie H., Ed. 
Ed. 


Annual Distinguished Lectures Series in S| 
Education and Rehabilitation (10th, Los An- 
geles, Calif., Summer 1971). 

University of Southern California, Los Angeles. 
School of Education. 

Spons Agency—Social and Rehabilitation Service 
(DHEW ), Washington, D.C. 

Pub Date 72 

Note—11 Ip. 

Available from—University Bookstore, University 
of Southern California, Los Angeles, California 
90007 ($3.00) 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—Educational Accountability, *Edu- 
cational Objectives, Educational Philosophy, 
*Educational Planning, *Exceptional Child 
Education, Expectation, *Handicapped Chil- 
dren, Program Descriptions, *Rehabilitation, 
Vocational Rehabilitation 
Presented are six lectures in special education 

and rehabilitation given in 1971 at the University 

of Southern California. Dr. James Gallagher con- 
siders accountability, program planning, and pro- 
gram evaluation by means of a systems model. 

Suggested are the development of measurable 

educational objectives in special education. Dr. 

Edgar Lowell deals with the most productive use 

of funds and personnel. Offered is a model of 

educational planning which would include more 
mechanized schools and a higher ratio of pupils 
per teacher. Dr. Clayton Morgan explores aspects 
of human potential and suggests that limiting the 
expected achievements of the handicapped does 
them a great disservice. Dr. Frank Hewitt con- 
siders the dilemma of special versus regular class- 
room placement. He describes the Madison Plan 
which groups children having learning difficulties 
together in a progressive preacademic and 
academic program of classroom skills. Dr. 

Carolyn Vash stresses the necessity for a concep- 

tual view of man and offers her own philosophy 

as a basis for rehabilitation programs. Andrew 

Marrin discusses principles of vocational reha- 

bilitation such as the one-to-one client-counselor 

relationship in terms of his 30 years of experience 
in the field. (DB) 
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Evaluation, Video Tape Recordings 

Intended to reduce the occurrence of inattend- 
ing behaviors in 400 educable mentally han- 
dicapped students and to increase and maintain 
attending behaviors, project EDUCATE is 
described as an inservice program to teach 
behavior modification techniques to 16 special 
education teachers. EDUCOURSE I is said to 
have resulted from a review of research, an anal- 
ysis of v it sessions, and an as- 
sessment of learning problems and teaching skills 
by exceptional child educators. The inservice 
course is described as consisting of a teacher 
handbook presenting the theoretical basis of the 
course and containing lesson plan aids for 
microteach lessons and four videotaped model 
lessons. Analysis of pre- and _ post-course 
videotapes of typical 15 minute classroom learn- 
ing activities revealed significant achievement of 
the project objective by the teachers in the pro- 
gram. See EC 051 388 for the teacher handbook. 
(DB) 
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Presented is the teacher handbook for EDU- 
COURSE I, a program designed to increase at- 
tending behaviors of educable mentally han- 
dicapped students by means of an _ inservice 
course in behavior modification techniques. Four 
instructional sequences consider assessment of in- 
terfering behaviors, eliciting attending behaviors, 
using teacher-attention to modify behavior, and 
devising and implementing a_ reinforcement 
system, respectively. Evaluation is by pre- and 
post-course videotapes of typical 15 minute class- 
room segments. The first instructional sequence 
provides theory and practice in the development 
of observational skills for assessing student at- 
tending problems. The second sequence further 
develops teacher skills through the discussion of 
attending behavior, student examples, and the 
establishment of rules for attending behavior. 
Considered during the third instructional 
sequence is the use of teacher attention to modify 
behavior with specific attention to means of using 
approval responses, of relating approval to stu- 
dent responses, and of redistributing teacher at- 
tention. The final instructional sequence develops 
a reinforcement strategy and gives guidance in 
establishing and enforcing contingencies. Con- 
siderable space is provided in the handbook for 
responses by the teacher. See EC 051 387 for the 
project report. (DB) 
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Described is a 1 year program designed to pro- 

vide a sequential diagnostic-instructional program 

for 16 young deaf and hearing impaired children 
in four Florida counties. Objectives of the pro- 
gram are said to have included the development 
of language and communication skills, inservice 
education for staff members, parent activities to 
encourage better home training, purchase of spe- 
cial equipment and materials, renovation of facili- 
ties, and use of consultant services for inservice 
education and evaluation. An overall objective is 
given to have been the children’s acquisition of 
readiness skills for an academic program with suf- 
ficient d 1g information to deter- 
mine appropriate future programing. Photographs 
throughout the report illustrate program activi- 
ties. Included are evaluation forms used in the 
program such as weekly reports, an aural 
developmental checklist, a behavioral checklist, 
and a guide to structured observation for parents. 
(DB) 
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Identifiers: be, gad 
The pamphlet on speech and hearing services 
offered by the Ohio Department of Education 
discusses both the general status of speech and 
hearing services, and certification and program 
standards. The general status of Ohio’s programs 
is described in terms of the history of speech and 
hearing therapy in Ohio, the present status of 
units in speech and hearing services, and past and 
current research and demonstration projects. 
Also examined are certification standards for 
therapists, State Board of Education program 
standards, and division policies. Guidelines are 
presented for the following aspects of program 
development: speech and hearing therapy services 
in a school system (staff functions and evaluative 
program criteria), equipment and facilities, pro- 
gram __ organization, instructional programs 
(scheduling methods, lesson planning, carry-over, 
termination of therapy, and followup cases), 
records and reports, sources of professional 
assistance, special state programs for the hearing 
impaired, and audiometric evaluations. Appen- 
dixes include: suggested record and report forms; 
the code of ethics of the Ohio Speech and Hear- 
ing Association; descriptions of the functions of 
the professional staff in the Division of Special 
Education; program standards for special educa- 
tional units for deaf and hard of hearing children; 
and recommendations from the International 
Standards Organization. (GW) 
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Identifiers—Ohio 
Presented are texts of Ohio state laws regarding 
the provision and funding of special educational 
programs, school attendance, and related issues. 
Laws regarding special educational programs deal 
with such topics as classes and training of 
teachers for the handicapped, inspection of 
classes, programs for the gifted, definition of han- 
dicapped persons, home instruction, qualifications 
of special education teachers, teaching systems in 
schools for the deaf, tuition and transportation 











for special instruction, pay t for boarding ex- 
penses, powers and duties of the County Children 
Services Board, and use of federal funds in 
providing transportation services. Included are 
laws concerning the administration of funds, cal- 
culation of payments to districts, certification of 
average daily membership, calculation of ap- 
proved classroom units, determination of trans- 
portation costs, distribution of payments for edu- 
cational programs and special circumstances, 
educational grants to parents of pupils attending 
nonpublic schools, tuition for nonresident pupils, 
certification of County Board of Education An- 
nual Budget, and salary schedules for teachers. 
Laws on attendance treat such issues as suspen- 
sion or expulsion, and compulsory school age. 
Also presented are related laws on such topics as 
schools for tubercular persons, educational aides, 
return of pupils to parents, and duties of the 
County Board of Mental Retardation. (GW) 
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Presented is the interim report on a com- 
prehensive plan for the education of handicapped 
children in Ohio which was requested by the state 
legislature at the time of the passage of Subcom- 
mittee Senate Bill 405 (Sub. $.B. 405). Introduc- 
tory chapters attempt to place Sub. S.B. 405 in 
historical perspective by examining the develop- 
ment of special educational programs and ser- 
vices in Ohio; a 1970 document discussing long 
range planning goals for special educational ser- 
vices in Ohio; and services provided by regional 
resource centers from 1967 through 1973. Major 
provisions of the bill and plans for its implemen- 
tation are discussed briefly. The interim report 
examines the present status and projected needs 
if programs for the hearing impaired, visually 
handicapped, orthopedically handicapped, 
deaf/blind, learning disabled, emotionally 
disturbed, educable mentally retarded (EMR), 
and speech, hearing and language impaired 
(definitions of each handicapping condition are 
included). Present status and projected needs are 
also indicated for services such as home instruc- 
tion, supplemental tutoring, and transportation; 
facilities, and manpower. Estimated costs of the 
programs and services are included. The report 
concludes with preliminary recommendations 
concerning such issues as interdistrict coopera- 
tion, transfers for trainable mentally retarded 
children, early assistance, new special education 
units, and vocational opportunity for handicapped 
children. (GW) 
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Disseminated by the Ohio State Department of 
Education, the booklet explains how to organize 
programs for the visually handicapped according 
to the vision center concept, and describes cur- 
rently available state-sponsored services for the 
visually impaired. Suggested philosophy and goals 
of programs for the visually impaired are 
identified, along with the population to be served 
by such programs. Explained are the concept, the 
objectives, and suggested ures (screening, 
parent groups, placement, integration, physical 
organization, mobility orientation, daily living 
skills, adaptive physical activities, educational 
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resources, study skills, channels for learning, vo- 
cational development, and use of audio equip- 
ment and teacher aides) of vision centers, which 
are said to combine the outstanding features of 
self-contained cl: ; teacher plans, 
and itinerant teacher plans. State-sponsored ser- 
vices available to school districts to assist in 
providing pe es ge educational opportunities 
to individuals are discussed: tutoring services, stu- 
dent reader services, transportation, Ohio's 
Resource Center for the Visually Handicapped, 
the federal Quota Program, and the educational 
and medical clinic. Appendixes include a listing 
of suggested special equipment for vision centers, 
a listing of sources of equipment and materials, a 
guide to agencies and organizations concerned 
with the visually handicapped, and state program 
standards and teacher certification requirements. 
(GW) 
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Identifiers—Ohio 
Guidelines are derived from analysis of the pro- 
gram policies and practices employed by adminis- 
trators and coordinators of work study programs 
for educable mentally retarded high school stu- 
dents in Ohio. Described are different phases of 
work experience programs which allow students 
to explore possible vocational choices, to be 
trained in a particular area, and to prepare for 
the adult working world through workshop or 
community placement. Initiation of successful 
programs is said to involve interpreting work 
study programs to administrators, school staff, 
students, parents, and the community. Also 
stressed are the importance of in-school work ex- 
perience; the identification of in-school and com- 
munity work stations; assessing vocational readi- 
ness; community work study; developing an ad- 
visory committee of local businessmen, communi- 
ty leaders, and civic organization representatives; 
and utilizing services of community agencies. The 
role of the work study coordinator is discussed in 
relation to various responsibilities, including 
locating and screening potential work placement 
stations, evaluating and assisting students, initiat- 
ing followup studies of program graduates, and 
functioning as a liaison between the school and 
community agencies. Instructional objectives are 
identified for primary, intermediate, junior high, 
and senior high levels. Administrative guidelines 
are presented for the following areas: program 
development, administrative involvement, criteria 
for selection of program coordinator, funding, ex- 
tended summer services, and cooperation among 
programs. (GW) 
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The booklet presents a rationale for a prescrip- 
tive teaching —- and discusses materials 
appropriate to the diagnostic and instruc- 
tional phases of prescriptive teaching. Prescrip- 
tive education is defined as an approach to cur- 
riculum based upon thorough diagnostic evalua- 
tion of a child’s specific learning abilities and dis- 
abilities. Described are instruments for assessing 
students’ perceptual motor abilities, spelling dif- 
ficulties, arithmetic difficulties, behavior, speech 
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and language problems, and reading problems. It 
is recommended that teachers use descriptive 
data to analyze learning tasks (using either a 
behavioral approach or analysis of task presenta- 
tion and response), develop teacher strategies, 
and establish terminal criteria. To illustrate how 
teachers may employ varied materials to meet 
educational objectives, contemporary teaching 
approaches are reviewed for the following subject 
areas: reading (basal readers, language ex- 
perience, the kinesthetic approach, and the 
phonics approach), arithmetic (programed 
materials, Montessori materials, and games), 
spelling (use of typewriters, an alphabetic- 
phonetic approach, and a developmental program 
for remedial work), language development 
(psycholinguistic approach, and expressive ap- 
P h), p ptual motor development, and 
behavior change. The importance of evaluation 
procedures in prescriptive teaching is stressed. 
(GW) 
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This handbook, intended to accompany the Il- 

linois Test of Psycholinguistic Abilities, describes 

numerous remedial and developmental activities 
for perceptual motor and psychomotor skills. Ob- 
servable classroom behaviors associated with vari- 
ous perceptual motor and psychomotor disabili- 
ties (visual-motor channel disability, auditory- 
vocal channel disability, decoding process disa- 
bility, association process disability, endcoding 
process disability, auditory-vocal automatic disa- 
bility, and sequencing disability) are identified, 
along with suggested individual and group 
teaching techniques. Discussed are remedial and 
developmental activities designed to improve au- 
ditory reception, visual reception, visual sequen- 
tial memory, auditory association, auditory 
sequential memory, visual-motor association, ver- 
bal expressions or encoding, manual expressions, 
motor coordination and perception, visual clo- 
sure, and grammatic closure. Activities such as 
the following are recommended: associating 
directional movements with drawing of a line on 
chalkboard or paper (visual reception), tracing 
dot-to-dot pictures (visual sequential memory), 
asking cause and effect questions related to noise 
making activities (auditory association), making 
scrapbooks on a certain theme such as facial ex- 
pressions, furniture, or toys (visual-motor associa- 
tion), and role playing with homemade costumes, 
situations or puppets (verbal expressions). 

Records, tapes, and books related to the above 

= areas are listed in the appendixes. 

(GW) 
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The booklet describes how three American 
communities (Orange County, California; San 

Antonio, Texas; and St. Joseph County, Indiana) 

are using grant assistance from the Youth 
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Development and Delinquency Prevention Ad- 
ministration to implement Youth Services 
Systems, which are designed to divert youth from 
encounters with the juvenile justice system and to 

ovide youth with whatever help they require. 
The Youth Services Bureau in Texas is said to 
focus on the problems of Mexican-American 
youth and to emphasize the use of existing ser- 
vice agencies to assist youth with problems. The 
Indiana Youth Advocacy program is described in 
terms of its adult and youth participants, includ- 
ing a doctoral candidate in counseling psycholo- 
gy, a young lawyer, and a student at the pro- 
gram’s Street Academy. It is explained that the 
Community Services Project in California in- 
volved a small town with a large Mexican-Amer- 
ican ancestry which was catapulted from an 
agricultural center to a community predominantly 
dependent upon the aerospace industry. Efforts 
of the Community Services Project are said to be 
reflected in the SMILE Project (Something 
Meaningful in Local Effort) which has established 
a community information referral service, has 
fostered cooperation among existing service agen- 
cies, and has hel to establish new projects 
when necessary. (GW) 
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Identifiers—Language Improvement to Facilitate 
Education, Project LIFE 
Explained are the program development, 
evaluation, validation, and dissemination 
procedures of Project LIFE (Language Improve- 
ment to Facilitate Education), a series of pro- 
gramed instructional materials for language han- 
dicapped children, especially hearing impaired 
children. Project LIFE is said to employ a series 
of visual perceptual filmstrips and a thinking ac- 
tivities series to teach the pre-skills necessary for 
a child to experience success in the lan- 
guage/reading program. The language/reading 
program is designed to teach vocabulary, sen- 
tence structure, and more sophisticated language 
structures in units focusing on general topical 
themes (self, animals, food, playthings, activities, 
clothing, shelter, history, travel, and pollution 
control). All instructional areas of the LIFE 
system are said to be accompanied by stated pur- 
poses and behavioral objectives, and to provide 
the conceptual base and framework on which the 
major pedagogic concepts for subsequent lessons 
are based. Programed filmstrips in visual percep- 
tion, thinking activities, and language/reading are 
identified as the core program components, while 
— components are said to include 
software such as story booklets, single concept 
flash cards, picture dictionaries, transparencies, 
and teacher guides. It is explained that evaluation 
and validation data are drawn from 52 field test 
centers each academic year, and that the pro- 
gram is disseminated by a commercial distributor. 
(GW) 
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The paper explains how Project LIFE (Lan- 
guage Improvement to Facilitate Education) has 
applied the principles of programed instruction in 
developing uage materials for language han- 
dicapped children, especially the hearing im- 
paired. Early strategy decisions are said to have 
involved obtaining a teaching machine which 
would be equipped with a four button response 
mode for discrimination frames and which would 
be capable of presenting programed language to 
hearing impaired children visually and auditorily. 
In the en second stage, specialists in lan- 
guage, deaf education, and systems design are re- 
ported to have developed new strategy decisions 
in response to observations showing that hearing 
impaired children react favorably to programed 
instruction and colored art; that some children 
could not associate experience and symbols; and 
that some of the initial programs had no 
predetermined objectives or set levels of difficulty 
and complexity. Present programing is said to in- 
clude behavioral analysis of objectives, planning 
for student responses, designing frames that chal- 
lenge but do not cverwhelm the child, and struc- 
turing materials to students’ emotional and cogni- 
tive developmental levels. It is explained that pro- 
ram revisions are now made on data obtained 
rom an average of 10 students per program, that 
the Program Master provides immediate confir- 
mation and reinforcement for each correct 
response, that the programs are geared to in- 
dividual differences, and that the programs are 
being validated at many field test centers. (GW) 
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The Sampling Organization and Recall Through 

Strategies (SORTS) test was administered to 87 
educable mentally retarded (EMR) children 
(mean chronological age, 97 months; mean IQ, 
70) and 31 nonretarded (NR) second grade chil- 
dren to determine Ss’ characteristic grouping 
responses, the effects of various organizational 
strategies on recall and mnemonic organization, 
and the implications of the organizational strate- 
gies approach for classroom instruction. Ss’ sort- 
ing responses were coded according to the fol- 
lowing categories: syncretic strategies (level one), 
perceptual strategies (level two), low associative 
strategies (level three), and superordinate and 
categorical strategies (level four). In the third 
sort of the SORTS test, 13% of the EMR Ss 
sorted the items into groupings classified as as- 
sociative or better. By contrast, 55% of the non- 
retarded sample produced groupings at the same 
level. Recall scores of the two groups showed the 
NR sample to have remembered an average of 
nearly four items more than the EMR sample. 
EMR children who had grouped associativel 
showed significant correlations between recall 
and clustering. A similar significant correlation 
was not observed for the NR sample. Training ac- 
tivities designed to teach children to seek better 
relations among stimuli in learning tasks were 
recommended. (GW) 
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The booklet prepared by the State-Federal In- 

formation Clearinghouse of the Council for Ex- 
ceptional Children uses data from pending and 
completed court cases to explain how to employ 
litigation to achieve positive change for the han- 
dicapped. Situations in which litigation is thought 
to have been appropriate and useful are in- 
stanced. The following 16 preliminary considera- 
tions for persons wishing to instigate litigation are 
discussed: causes of legal action, legally protected 
interests or rights, legal approaches for bringing a 
lawsuit, authority to bring suit, participation by 
individuals who have not been personally injured, 
kinds of relief granted by court decisions, deter- 
mining who to sue, private actions, class actions, 
completing the litigation process, and choosing a 
lawyer. Explained are the different court systems 
(federal courts, state courts, district courts, ap- 
peals courts, and supreme courts) and the absten- 
tion doctrine which enables federal court judges 
to refuse to hear cases which are thought to be 
the responsibility of state courts. Preparation for 
the trial is discussed in terms of complaints, 
pleadings, answers, defenses, replies, amend- 
ments, motions, discovery, expert witnesses, and 
the roles that experts may serve in the litigation 
process. Also explained are trial by jury, the ac- 
tual steps of a trial, conditions creating the neces- 
sity for an appeal, the nature of the appeal, legal 
precedent, and determinants of the merit of court 
decisions. Litigation expenses and difficulties in 
implementing court decisions are noted. (GW) 
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Lasater, Mary Beth 
Design and Evaluation of a CAI Program in 
Chemical Equilibrium. Technical Report 
Number 8. 
Texas Univ., Austin. Computer-Assisted Instruc- 
tion Lab. 
Spons Agency—National Science Foundation, 
Washington, D.C. 
Pub Date Jun 71 
Note—45p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Chemical Equilibrium, *Computer 
Assisted Instruction, Computer Programs, Edu- 
cational Technology, Experimental Programs, 
*Instructional Design, *Program Design, *Pro- 
Development, Program Effectiveness, 
*Program Evaluation, Systems Approach, Un- 
dergraduate Study 
Identifiers— *Coursewriter III 
The design, development, and evaluation of a 
computer-assisted instruction (CAI) program in 
first-year college chemistry is described in this re- 
port. The program was centered around the con- 
cept of chemical equilibrium and used a systems 
approach with explicitly stated guidelines. The 
purpose of this experiment was not to measure 
the effectiveness of the course content, but rather 
to investigate the usefulness and effectiveness of 
the particular developmental processes and 
design techniques that were employed. The 
results of the program revealed basically that stu- 
dents with low mathematical capabilities upon en- 
tering the course take longer to finish the 
prescribed sequences and that a_ student’s 
criterion score is inversely related to his path 
length through the course. (MC) 
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Stanford, George 
The Between Expectancy and Per- 
— in a Computer-Assisted Instructional 


T 

Texas Univ., Austin. Computer-Assisted Instruc- 
tion Lab. 

Spons Agency—National Science Foundation, 
Washington, D.C. 

Pub Date Jul 71 

Note—41p.; Technical report number 9 

EDRS Price MF-$0.65 HC-$3.29 








Instruction, 
*Educational 


Descriptors—*Computer Assisted 
Educational Experiments, 
Psychology, Educational R h, *E 
tion, Pacing, Performance Criteria, “*Per- 
formance Factors, Programed instruction, Task 
Performance, Transfer of Training 

Identifiers— * Dissonance 
The relationship between expectancy and per- 

formance in a self-paced computer-assisted in- 

struction (CAI) program is explored in this study. 

The hypotheses developed were that the subjects 

with high expectancy would perform better and 

require less instruction, set higher performance 
criteria for themselves, and have higher expectan- 
cy on a transfer task than subjects with low ex- 
pectancies. The results of the experiment rejected 
all three hypotheses; the author suspected that 
dissonance feedback was the cause. Further in- 
vestigation, however, revealed that the dissonance 
was not related to a significant difference in per- 
formance changes in the same subject. The 
author concluded that the study demonstrated 
that dissonance is more likely to lead to changes 
imam than to changes in performance. 
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Introduction to Educational Technology. The Edu- 
— Technology Reviews Series. Number 


Educational Technology Publications, Englewood 
Cliffs, N.J. 

Pub Date Jan 73 

Note—168p.; Articles reprinted from Educational 
Technology 

Available from—Educational Technology Publi- 
cations, Inc., 140 Sylvan Avenue, Englewood 
Cliffs, New Jersey 07632 ($3.95) 

Document Not Available from EDRS. 

Descriptors—Cost Effectiveness, Educational 
Change, *Educational Technology, *Instruc- 
tional Technology, *State of the Art Reviews, 
Teacher Education, Teacher Role, *Technolog- 
ical Advancement 
Containing articles published in recent issues of 

“Educational Technology” magazine, this volume 

presents an introduction to educational technolo- 

gy. Included are articles which center on the 

technology and education interface, cybernetic 

pedagogy, psychological issues, meanings and 

of educational technology, professional 

roles, the economics and structure of educational 

technology, training of teachers for educational 

technology, integrating and applying educational 

technology, and the future of educational 

technology. (SH) 
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The Process of Innovation in Education. The Edu- 
— Technology Reviews Series. Number 
‘wo. 
Educational Technology Publications, Englewood 
liffs, N.J 





Pub Date Jan 73 

Note—135p.; Articles reprinted from Educational 
Technology 

Available a Technology Publi- 
cations, Inc., 140 Sylvan Avenue, Englewood 
Cliffs, New jemey 07632 (83.9 ($3. 4 

Document Not A 

Descriptors— Educational Reeetnehiinn Educa- 
tional Administration, *Educational Change, 
*Educational Innovation, Educational Needs, 
Educational Planning, Educational Strategies, 
*Educational Technology, Evaluation Criteria, 
Instructional Technology, *State of the Art 
Reviews, Teacher Role, *Technological Ad- 
vancement 
Composed of articles published in recent issues 

of “Educational Technology” magazine, this 

volume focuses on the process of innovation in 

education. Included are articles on needs and 

criteria for change, accountability, modes for 

, educational management, teacher 
roles and attitudes, educational planni and 
strategies of organizational development. (SH) 
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Introduction to the Systems Approach. The Edu- 
cational Technology Reviews Series. Number 


Three. 

Educational Technology Publications, Englewood 
Cliffs, N.J. 

Pub Date Jan 73 

Note—133p.; Articles reprinted from Educational 
Technology 


Available from—Educativnal Technology Publi- 
cations Inc., 140 Sylvan Avenue, Englewood 
Cliffs, New Jerse 07632 ($3.95) 

Document Not A ble from EDRS. 

Descriptors—Computers, Educational Accounta- 
bility, Educational Objectives, *Educational 
Technology, Management Systems, Models, 
*State of the Art Reviews, *Systems Analysis, 
*Systems Approach, Systems Concepts, 
Systems Development 
Containing articles published in recent issues of 

“Educational Technology” magazine, this volume 

in the review series provides an introduction to 

the systems approach. Included are articles which 
cover management demands and prerequisites, 
systems concepts and computers, personnel train- 
ing, accountability, systems models for educa- 
tional functions and planning, and the future and 
limitations of quantitative techniques in educa- 
tional problem solving and decision making. (SH) 
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Teacher Education and Educational Technology. 
The Educational Technology Reviews Series. 
Number Four. 

Educational Technology Publications, Englewood 
Cliffs, N.J. 

Pub Date Jan 73 

Note—135p.; Articles reprinted from Educational 
Technology 

Available from—Educational Technology Publi- 
cations, Inc., 140 Sylvan Avenue, Englewood 
Cliffs, New Jersey 07632 ($3.95) 

Document Not Available from EDRS. 

Descriptors—Computers, Differentiated Staffs, 
Educational Accountability, Educational En- 
vironment, Educational Objectives, *Educa- 
tional Technology, Individualized Instruction, 
Instructional Technology, Models, Performance 
Contracts, School Environment, *State of the 
Art Reviews, *Teacher Education, Teacher 
Role, Teaching Methods 
Composed of articles recently published in 

“Educational Technology” magazine, this volume 

in the review series focuses on teacher education 

and educational technology. Articles are included 

which cover defining the role of teacher educa- 

tion and of teachers, differentiated staffing, edu- 

cational accountability, performance contracting, 

individualized instruction, instructional methods 

and design, environmental structure, computer 

technology applications, curriculum design, and 

open education. (SH) 
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T R 

Educational Technology Publications, Englewood 
Cliffs, N.J. 

Pub Date Jan 73 

Note—152p.; Articles reprinted from Educational 
Technol 

Available from—Educational Technology Publi- 


cations, Inc., 140 Sylvan Avenue, Englewood 
Cliffs, New Jerse 07632 ($3.95) 
Document Not Available from E EDRS. 
Descriptors—Computers, Educational Objectives, 
*Educational Technology, *Individualized Cur- 
riculum, ‘Individualized Instruction, ‘*In- 
dividualized Programs, Models, *State of the 
Art Reviews, Student Needs, Systems Ap- 
proach, Teacher Role, Teaching Methods 
Composed of selected articles from recent is- 
sues of “Educational Technology” magazine, this 
volume in the review series covers individualizing 
instruction. Topic areas discussed in the articles 
include concepts of individualized instruction, 
student centered programs, systems for in- 
dividualizing instruction, validation techniques, 
individualized programs, basic premises and 
methods, teacher roles, models, “a appli- 
cations, and educational objectives. (S 


ED 073 620 EM 010 749 


Note—136p.; Articles reprinted from Educational 
Techi 

Available from—Educational Technology Publi- 
cations, Inc., 140 Sylvan Avenue, Englewood 
Cliffs, New Jersey 07632 ($3.95) 

Document Not Available from EDRS. 
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Descriptors—Audiovisual Communication, *Au- 
diovisual Instruction, Audiovisual Programs, 
*Communication (Thought Transfer), Compu- 
ters, Educational ange, *Educational 
Technology, *Effective Teaching, Instructional 
Media, Media Selection, Multimedia Instruc- 
tion, Social Change, *State of the Art Reviews, 
Teacher Attitudes, Teacher Role, Televised In- 
struction, Video Tape Recordings 
Composed of articles selected from recent is- 

sues of “Educational Technology” magazine, this 

volume in the review series focuses on au- 
diovisual technology and learning. Articles in this 
volume cover such topics as communications 
media, software design, teacher roles and at- 
titudes, televised instruction, videotape 
recordings, instructional media, standards, mul- 
timedia instruction, remote access educational 
systems, media selection, cost effectiveness, films 
and television, and educational and social change. 
(SH) 
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Performance Objectives in Education. The Educa- 
tional Technology Reviews Series. Number 
Seven. 

Educational Technology Publications, Englewood 
Cliffs, N.J. 

Pub Date Jan 73 

Note—135p.; Articles reprinted from Educational 
Technology 

Available from—Educational Technology Publi- 
cations, Inc., 140 Sylvan Avenue, Englewood 
Cliffs, New Jersey 07632 ($3.95) 

Document Not A from EDRS. 

Descriptors—*Behavioral Objectives, Educational 
Accountability, Educational Change, *Educa- 
tional Technology, Instructional Design, 
Models, *Performance Contracts, Performance 
Criteria, *Performance Specifications, *State of 
the Art Reviews, Teacher Role 
Containing articles recently published in issues 

of “Educational Technology” magazine, this 

volume in the review series centers on per- 

formance objectives in education. Topics covered 

in the articles include models for instructional ob- 

jectives, behavioral objectives specification and 

uses, teacher roles and attitudes, educational ac- 

countability, developing effective objectives in 

cognitive and affective domains, testing, per- 

formance contracting in schools and job training 

programs, and “beyond behavioral objectives.” 

(SH) 
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Instructional Systems. The Educational Technolo- 
gy Reviews Series. Number Eight. 
Educational Technology Publications, Englewood 
Cliffs, N.J 
Pub Date Jan 73 
Note—138p.; Articles reprinted from Educational 
Technology 
Available from—Educational Technology Publi- 
cations, Inc., 140 Sylvan Avenue, Englewood 
Cliffs, New —— 07632 ($3.95) 
Document Not A from EDRS. 
Descriptors—Communication (Thought 
Transfer), Educational Objectives, *Educa- 
tional Technology, Individualized Instruction, 
*Instructional Design, *Instructional Innova- 
tion, Instructional Materials, Instructional 
Media, *Instructional Systems, instructional 
a *State of the Art Reviews, 
Systems Approach, Teacher Education, Voca- 
tional Education 
Composed of articles which appeared recently 
in “Educational Technology” magazine, this 
volume in the review series considers instruc- 
tional systems. Topics covered include systems 
models for instructional design and management, 
the design of simulation systems, informal and vo- 
cational education, individualized instruction, 
operational learning systems, methodological is- 
sues, systems approaches to early education, in- 
structional modules, cybernetics, reinforcers 2nd 
motivators, teacher education, faculty develop- 
ment, instructional products, training systems, 
costs, and communication. (SH) 
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The Computer and Education. The 
Technology Reviews Series. Number Nine. 

Educational Technology Publications, Englewood 

» NJ. 


Pub Date Jan 73 
Note—170p.; Articles reprinted from Educational 
Technology 


EM 010 752 
Educational 
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Available from—Educational Technology Publi- 
cations, Inc., 140 Sylvan Avenue, Englewood 
Cliffs, New Jersey 07632 ($3.95) 

Document Not Available from EDRS. 

Descriptors—*Computer Assisted Instruction, 
*Computer Oriented Programs, Computer Pro- 
grams, *Computers, Cost Effectiveness, Educa- 
tional Change, *Educational Technology, Infor- 
mation Systems, Programing Languages, 
Relevance (Education), Simulation, *State of 
the Art Reviews, Teacher Attitudes, Teacher 
Role 
Composed of articles recently published in 

“Educational Technology” magazine, this issue of 

the review series focuses on computers and edu- 

cation. Areas of this interface which are covered 
by the articles included computer-assisted and 
computer-managed instructional systems, educa- 
tional relevance of computers in education costs, 
computer activities, instructional programing lan- 
guages, computer information systems, teacher 
behaviors and roles, simulation, selection criteria 
for computer system adoption, non-instructional 
uses of computers, effects on children’s behavior, 
time sharing, and specific uses in programs. (SH) 


ED 073 624 EM 010 753 
Using Programmed Instruction. The Educational 
Technology Reviews Series. Number Ten. 
Educational Technology Publications, Englewood 
Cliffs, N.J. 
Pub Date Jan 73 
Note—136p.; Articles reprinted from Educational 
Technology 
Available from—Educational Technology Publi- 
cations, Inc., 140 Sylvan Avenue, Englewood 
Cliffs, New Jersey 07632 ($3.95) 
Document Not Available from EDRS. 
Descriptors—Autoinstructional Aids, *Compu- 
ters, Cost Effectiveness, Educational Accounta- 
bility, Educational Change, *Educational 
Technology, Handicapped Children, Indepen- 
dent Study, Instructional Materials, Instruc- 
tional Technology, *Programed Instruction, 
Programed Materials, Reinforcement, *State of 
the Art Reviews 
Composed of articles selected from recent is- 
sues of “Educational Technology” magazine, this 
volume of the review series ceniers on using pro- 
gramed instruction. Subjects covered in the arti- 
cles include performance problem solving, the 
criterion problem, programed materials, contin- 
gency management, Soviet Union programs, rein- 
forcement, specific subject area programs, 
materials for handicapped children, behavioral 
approaches, accountability, the history of pro- 
gramed instruction, costs, self instruction and 
growth, and humanizing education. (SH) 


ED 073 625 EM 010 754 
Evaluation of Education. The Educational 
Technology Reviews Series. Number Eleven. 
Educational Technology Publications, Englewood 
Cliffs, N.J. 
Pub Date Jan 73 
Note—133p.; Articles reprinted from Educational 
Technology 
Available from—Educational Technology Publi- 
cations, Inc., 140 Sylvan Avenue, Englewood 
Cliffs, New Jersey 07632 ($3.95) 
Document Not Available from EDRS. 
Descriptors—Decision Making Skills, Educational 
Change, Educational Objectives, Educational 
Planning, *Educational Technology, *Evalua- 
tion, Evaluation Criteria, *Evaluation Methods, 
Evaluation Techniques, Films, Models, Pro- 
gram Evaluation, *State of the Art Reviews, 
Teacher Evaluation 
Composed of articles selected from recent is- 
sues of “Educational Technology” magazine, this 
volume of the review series concentrates on the 
evaluation of education. Among the topics 
covered in the articles are institutionalization of 
evaluation, several approaches to assessing 
evaluation and educational planning, context 
evaluation of instruction, the future of adminis- 
tration and educational evaluation, functions of 
evaluation specialists, decision levels, examina- 
tions of different evaluation models in different 
contexts, films in evaluation, and measuring edu- 
cational priorities. (SH) 
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Training in Business, Industry and Government. 
The Educational Technology Reviews Series. 
Number Twelve. 

Educational Technology Publications, Englewood 
Cliffs, N.J. 


Pub Date Jan 73 
Note—135p.; Articles reprinted from Educational 
Technology 
Available from—Educational Technology Publi- 
cations, Inc., 140 Sylvan Avenue, Englewood 
Cliffs, New gree Brig es ($3.95) 
Document Not Av: from EDRS. 
Descriptors—Behavioral Objectives, Business 
Education, Computer Oriented Programs, 
Computers, *Educational Technology, Indepen- 
dent Study, *Industrial Training, *Job Training, 
Management Education, Military Training, 
Multimedia Instruction, Performance Specifica- 
tions, Programed Instruction, *State of the Art 
Reviews, Training Objectives, *Training 
Techniques 
Compiled from selected articles published in 
recent issues of “Educational Technology” 
magazine, this volume of the review series deals 
with training in business, industry, and govern- 
ment. Topic areas covered in the articles include 
current problems in training, quality control, 
development of training systems, attitude change 
in industrial education, computer support, 
research in technical training, motivation, exam- 
ples of specific training programs, paraprofes- 
sional training, military training, specifying objec- 
tives, self-shaping training systems, programed in- 
struction, multimedia instruction, computers, job 
placement, management training, and indepen- 
dent study. (SH) 
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Atkinson, Richard C. 

Ingredienis for a Theory of Instruction. Technical 
Report Number 187. 

Stanford Univ., Calif. Inst. for Mathematical Stu- 
dies in Social Science. 

Spons Agency—Office of Naval Research, 
Washington, D.C. Personnel and Training 
Research Programs Office. 

Pub Date 26 Jun 72 

Note—44p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Computer Assisted Instruction, 
Decision Making, Early Reading, Educational 
Psychology, ‘Educational Strategies, In- 
dividualized Reading, *Instructional Design, 
Language Development, Language Instruction, 
*Learning Theories, Response Mode, Second 
Language Learni 

Identifiers—*Optimal Control Theory 
The requirements for a theory of instruction 

can be described in the following list of criteria: 

1) a model of the learning process; 2) specifica- 

tion of admissible instructional actions; 3) specifi- 

cation of instructional objectives; 4) a measure- 
ment scale that permits costs to be assigned to 
each of the instructional actions and payoffs to 
the achievement of instructional objectives. From 
these four elements it is possible to derive op- 
timal instructional strategies. A theory of instruc- 
tion is, in fact, a special case of what has come to 
be known in mathematical and engineering litera- 
ture as optimal control theory. Precisely the same 
problems are posed in the area of instruction ex- 
cept that the system to be controlled is the 
human learner. To the extent that the above four 
criteria can be formulated explicitly, methods of 
the control theory can be used to derive optimal 
instructional strategies. Two examples involving 
the derivation of such strategies are considered in 
this paper: a pose Sige ve instruction pro- 
gram for early ing and an individualized pro- 
gram for learning a foreign language vocabulary. 
Both are analyzed on control theoretic principles. 
(Author/MC) 


ED 073 628 EM 010 760 

Prostano, Emanuel T. Prostano, Joyce S. 

The School Library Media Center. 

Pub Date 71 

Note—256p.; Library Science Text Series 

Available from—Libraries Unlimited, Inc., P.O. 
BOX 263, Littleton, Colorado 80120 ($8.50) 

Document Not Available from EDRS. 

Descriptors—Elementary School Libraries, Infor- 
mation Services, *Instructional Materials Cen- 
ters, Librarians, Library Automation, *Library 
Education, Library Equipment, Lib: Facili- 
ties, Library Instruction, Lib aterial 
Selection, *Library Planning, Library Pro- 
grams, Library Research, *Library Science, 
Library Services, Media Selection, *School 
Libraries 
With the aim of providing a realistic, fes- 

sional approach to solving problems of adminis- 

tration, organization, and operation of the library 


media center, this textbook has been written for 
both practicing librarians as well as for students 
of library science. Included in the nine chapters 
are: an overview of terminology and the present 
state of the school library media center; analyses 
of the media center program in the context of 
education, personnel, media selection, facilities, 
equipment, and budget; and an examination of 
the management and technical support elements 
of the media system. In addition, media guidance 
and consultant services are discussed. The use of 
professional administrative tools for planning 
facilities and media programs, analyzing staff 
requirements, and understanding programed 
budgeting are emphasized. (MC) 
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Kline, F. Gerald, Ed. Tichenor, Phillip J., Ed. 
Current ives in Mass Communication 
Research. Volume One. 
Pub Date 72 
Note—320p.; Sage Annual Reviews of Communi- 
cation Research 
Available from—Sage Publications, Inc., 275 
South Beverly Drive, Beverly Hills, California 
90212 ($15.00) 
Document Not Available from EDRS. 
Descriptors—*Communication (Thought 
Transfer), Environmental Research, Informa- 
tion Dissemination, Interpersonal Relationship, 
Journalism, *Mass Media, Media Research, 
Political Attitudes, Research Reviews (Publica- 
tions), Socialization, *State of the Art Reviews, 
Television Research, Violence 
Since the study of human communication has 
emerged as a discipline more quickly than the 
development of its own channels of communica- 
tion, this volume, first in a series, offers a status 
report on work currently attracting the attention 
of mass communication researchers. Contributors 
present review chapters on selected aspects of 
communication research: theory, gatekeeping, in- 
formation diffusion, the interpersonal context, so- 
cialization and communication behavior, political 
effects, the environment of the urban poor, sex 
and violence over the mass media, and the en- 
vironment and communication. (Author/SH) 
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National Swedish 
Stockholm. 
Pub Date Nov 72 
Note—8p.; School Research Newsletter 1972:16 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Effective Teaching, Interaction 
Process Analysis, *Microteaching, Self Con- 
cept, *Self Evaluation, Social Relations, Stu- 
dent Teachers, *Teacher Behavior, *Teacher 
Education, Teacher Evaluation, Teaching Ex- 
perience, *Video Tape Recordings 
Identifiers—*Flanders _Interaction 
Sweden 
Microteaching (MT) has been used for teacher 
training in the United States for over ten years 
with varying amounts of success. This newsletter 
reviews two experiments in MT that were con- 
ducted in Sweden. The first experiment sought to 
determine whether MT was appropriate for 
teacher training. Using a factorial design study 
supplemented by videotape practice lessons, the 
investigators concluded that MT did not have any 
long term effects on the teachers. The second ex- 
periment was designed to allow student teachers 
to distinguish ‘effective’ from ‘“‘less effective” 
teacher behavior. Flander’s interaction analysis 
was taught to the student teachers so that they 
could evaluate themselves on videotape. The 
results showed very positive attitudes to self con- 
frontation. (MC) 
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Naeslund, Jon 

E With Closed Circuit Television 
(CCTV-LHS). 

National Swedish Board of 
Stockholm. 

Pub Date Nov 72 

Note—10p.; School Research Newsletter 1972:15 

EDRS Price MF-$0.63 HC-$3.29 
Descriptors—Closed Circuit Television, Effective 
Teaching, Feasibility Studies, Instructional 
Television, Interaction Process Analysis, 
*Microteaching, Self Concept, *Self Evalua- 
tion, Social Relations, Student Teachers, 
*Teacher Behavior, *Teacher Education, 


Board of Education, 


Analysis, 





Education, 





Teacher Evaluation, Teaching Experience, 

*Video Tape Recordings 
Identifiers—Sweden 

An experiment to determine the suitability of 
microteaching (MT) to teacher training in 
Sweden has been conducted since 1970. This 
newsletter reviews the three phases of that ex- 
periment and discusses some of the preliminary 
results. The experiment has only been evaluated 
by questionnaire. However, the results showed 
that: the pupils and classroom teachers enjoyed 
the MT very much; the methods lecturers were 
happy with its use though they were critical of 
some of the administrative problems; and the stu- 
dent teachers were the most positive in their ap- 
preciation of MT. The experiment is scheduled to 
run until 1973 when the final decisions will be 
made as to microteaching’s applicability in 
Sweden. (MC) 
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Ammentorp, William And Others 
The Dynamics of Instruction Systems: Feedback 
Control on Individually-Paced Instruction. 
Minnesota Univ., St. Paul. Div. of Educational 
Administration. 
Pub Date 73 
Note—25p.; Paper presented at the American 
Educational Research Association Annual Con- 
vention (New Orleans, Louisiana, February 25- 
March 1, 1973) 
EDRS Price MF-£0.65 HC-$3.29 
Descriptors—Computer Programs, Curriculum 
Development, *Feedback, *Individualized In- 
struction, Individualized Programs, *Manage- 
ment Systems, *Pacing, Reinforcement, Simula- 
tion, *Systems Analysis, Systems Approach 
Identifiers—*DYNAMO II 
Feedback management in an individually-paced 
instruction system can mathematically 
analyzed by the use of computer simulation 
models. Because of the student ‘down time”’ or 
waiting time associated with individualized in- 
struction situations, reinforcement activities have 
been reduced to less than ideal levels. By proper 
time management the student is insured of mak- 
ing at least average continuous progress through 
the curriculum while receiving an acceptable 
level of reinforcement through the successful 
completion of tasks. This theoretical study used 
DYNAMO II programing on an IBM 360 com- 
puter to run several simulation models. In each 
case the pacing variable was found to be of pri- 
mary importance to the success of the overall in- 
structional system. (MC) 
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Concept Area One Objectives (Rev), Test Items 
(Rev), and Instructional Events. Economic Anal- 
ysis Course. Segments 1 - 16. 

Sterling Inst., Washington, D. C. Educational 
Technology Center. 

Spons Agency—Naval Academy, Annapolis, Md.; 
Office of Education (DHEW), Washington, D. 
C. Div. of Comprehensive and Vocational 
Research. 

Report No—TR-5-19 

Bureau No—BR-8-0447 

Pub Date 11 Sep 68 

Contract—N00600-68-C-0750 

Note—450p. 

Available from—Educational Technology 
Center/Sterling Institute, The Watergate, 2600 
Virginia Avenue, N.W., Washington, D.C. 
20037 (no price quoted) 

Document Not Available from EDRS. 

Descriptors—*Behavioral Objectives, *Economic 
Education, Economic Research, Economics, 
*Individualized Instruction, *Multimedia In- 
struction 

Identifiers—*USNA Economic Analysis Course 
A multimedia course in economic analysis was 

prepared and used in conjunction with the United 

States Naval Academy. (See ED 043 790 and ED 

043 791 for final reports of the project “Sagoo 

and the development model.) This aoe 

presents the first concept area--basic principles 

in 24 segments, of which eight are “enrichment 

segments.” The segments present information and 

cover such areas as course orientation; pretests; 
counseling, prescriptions, and individual inter- 
views; methodology of economics; theories, falla- 
cies, and other conceptual problems; scarcity and 
production possibilities, production possibilities 
and applications; specialization; specialization and 
trade; market demand; market supply; market 
equilibria; posttests; a spectrum of economic 





systems; decision makers and linkages; the circu- 
lar flow; linkages as an economic system; and 
economic flow as a regional problem. Included 
for each segment are behavioral objectives, 
hierarchy charts, at least three test items per ob- 
jective, assembled segment tests, pretests, post- 
tests, and unit tests, and all instructional events. 
(EM 010 787 through EM 010 823 are related 
documents.) (SH) 
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Concept Area Two Objectives and Test Items 
(Rev.) Part One, Part Two. Economic Analysis 
Course. Segments 17-49. 

Sterling Inst., Washington, D. C. Educational 
Technology Center. 

Spons Agency—Naval Academy, Annapolis, Md.; 
Office of Education (DHEW), Washington, D 
C. Div. of Comprehensive and Vocational 
Research. 

Report No—TR-5-20 

Bureau No—BR-8-0447 

Pub Date 19 Sep 68 

Contract—N00600-68-C-0750 

Note—467p. 

Available from—Educational Technology 
Center/Sterling Institute, The Watergate, 2600 
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20037 (no price quoted) 

Document Not Available from EDRS. 

Descriptors— Accounting, *Behavioral Objectives, 
*Economic Education, *Economics, Financial 
Policy, ‘*Individualized Instruction, Models, 
Money Systems, ‘*Multimedia Instruction, 
Productivity 

Identifiers—*USNA Economic Analysis Course 
A multimedia course in economic analysis was 

developed and used in conjunction with the 

United States Naval Academy. (See ED 043 790 

and ED 043 791 for final reports of the project 

evaluation and development model.) This report 
deals with the second concept area of the course 

and focuses on macroeconomics. Segments 17 

through 49 are presented, covering national in- 

come measurement, income and product ac- 
counting, behavioral characteristics of consump- 
tion and investment, a national income equilibri- 
um model, fiscal policy, the role of money, the 
money supply, the Federal Reserve System, and 
product and monetary markets. Counseling 
procedures, pretests, unit tests, discussion, post- 
tests, and tests for each segment are presented. 

Generally, information provided for each segment 

includes behavioral objectives, hierarchy charts, 

and test items. (EM 010 787 through EM 010 

823 are related documents.) (SH) 
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Identifiers—*USNA Economic Analysis Course 
A multimedia course in economic analysis was 

developed and used in conjunction with the 

United States Naval Academy. (See ED 043 790 

and ED 043 791 for final reports of the project 

evaluation and development model.) This report 
deals with concept area three of the course, 
which focuses on microeconomics. 

behavioral objectives, hierarchy charts, and test 
items for segments 50 through 84 are presented, 
covering consumer behavior and demand, costs 
and supply, theory of the pairs gg 
theory of the firm--monopoly, the product mar- 
ket, and the factor market. (EM 010 787 through 

EM 010 823 are related documents.) (SH) 
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Identifiers—*USNA Economic Analysis Course 
A multimedia course in economic analysis was 

developed and uscd in conjunction with the 

United States Naval Academy. (See ED 043 790 

and ED 043 791 for final reports of the project 

evaluation and development model.) This report 
deals with concept areas four and five, which 
focus on international trade and enrichment 
areas. The behavioral objectives, hierarchy 

charts, and test items for segments 85 through 96 

are presented, covering the theory and benefits of 

trade, the balance of payments, international ad- 
justment process, correcting payments dis- 

equilibrium, flexible exchange rates, welfare im- 

plications of selected policy variables, and policy 

applications and problems. Additional segments 

include pretest, posttest, and counseling and 

sey yey information. (EM 010 787 through 
M 010 823 are related documents.) (SH) 
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Identifiers—*USNA Eccaomic Analysis Course 
A multimedia course in economic analysis was 

prepared and used in conjunction with the United 

States Naval Academy. (ED 043 790 and ED 043 

791 are the final reports of the project evaluation 

and development model.) This report provides a 

list, by course segment, of summarized behavioral 

objectives for the course with their associated 
learning hierarchy charts. (EM 010 787 through 

EM 010 823 are related documents.) (SH) 
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lum, *Individualized Instruction, *Multimedia 

Instruction, Productivity, *Textbooks 
Identifiers—*USNA Economic Analysis Course 

The first volume of the United States Naval 
Academy’s individualized instruction course in 
economic analysis covers segments 4-15 of the 
course. Topics in this introduction include the na- 
ture and methods of economics, production possi- 
bilities, demand, supply and equilibrium, and the 
concept of the circular flow. Other segments of 
the course, the behavioral objectives involved, 
and the various working papers from the produc- 
tion of the course may be found under EM 010 
787 through EM 010 823. The final evaluation is 
ED 043 790 and the model developed for desig- 
ning a system of individualized instruction is re- 
ported under ED 043 791. (RH) 
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Sterling Inst., Washington, D. C. Educational 
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Identifiers—*USNA Economic Analysis Course 
The second volume of the United States Naval 

Academy's individualized instruction course in 

economic analysis covers segments 19-34 of the 

course. Topics in this volume include the national 
income accounts, the theory of income deter- 
mination, and the role of fiscal policy in income 
determination. Other segments of the course, the 
behavioral objectives involved, and the various 
working papers from the production of the course 
may be found under EM 010 787 through EM 

010 823. The final evaluation is ED 043 790 and 

the model developed for designing a system of in- 

dividualized instruction is reported under ED 043 

791. (RH) 
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Identifiers—*USNA Economic Analysis Course 
The third volume of the multimedia, individual- 

ized course in ec i lysis produced for 

the United States Naval Academy covers seg- 
ments 35-46 of the course. This volume is con- 
cerned with the role of money and banking in the 
economy. Other segments of the course, the 
behavioral objectives involved, and the various 
working papers from the production of the course 
may be found under EM 010 787 through EM 

010 823. The final evaluation is ED 043 790 and 

the model developed for designing a system of in- 

dividualized instruction is reported under ED 043 

791. (RH) 
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Instruction, Productivity, *Textbooks 

Identifiers—*USNA Economic Analysis Course 
The fourth volume of the multimedia, in- 

dividualized course in economic analysis 

produced for the United States Naval Academy 
covers segments 51-64 of the course. Included in 
this volume are discussions of the theory of de- 
mand, costs of production in both the short and 
the long run, and industry equilibrium in a per- 
fectly competitive market. Other segments of the 
course, the behavioral objectives involved, and 
the various working papers from the production 

of the course may be found under EM 010 787 

through EM 010 823. The final evaluation is ED 

043 790 and the model developed for designing a 

system of individualized instruction is reported 

under ED 043 791. (RH) 
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Research, Economics, Individualized Curricu- 
lum, *Individualized Instruction, *Multimedia 
Instruction, *Textbooks 

Identifiers—*USNA Economic Analysis Course 
The fifth volume of the multimedia, individual- 

ized course in economic analysis produced for 

the United States Naval Academy covers seg- 
ments 65-79 of the course. Included in the 
volume are discussions of monopoly markets, 
monopolistic competition, oligopoly markets, and 
the theory of factor demand and supply. Other 
segments of the course, the behavioral objectives 
involved, and the various working papers from 
the production of the course may be found under 

EM 010 787 through EM 010 823. The final 

evaluation is ED 043 790, and the model 

developed for designing a system of individual- 

ized instruction is reported under ED 043 791. 
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Sterling Inst., Washington, D. C. Educational 
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Identifiers—*USNA Economic Analysis Course 
The sixth volume of the multimedia, individual- 

ized course in Economic Analysis produced for 


the United States Naval Academy covers seg- 
ments 84-94 of the course. Included in the 
volume are discussions of specialization and inter- 
national trade. Other segments of the course, the 
behavioral objectives involved, and the various 
working papers from the production of the course 
may be found under EM 010 787 through EM 
010 823. The final evaluation is ED 043 790, and 
the model developed for designing a system of in- 
dividualized instruction is reported under ED 043 
791. (RH) 
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Identifiers—*USNA Economic Analysis Course 
The audio workbooks for the multimedia, in- 

dividualized course in economic analysis 

produced for the United States Naval Academy 
contain the graphs, charts, review questions, and 
textual highlights to accompany the individualized 
instruction audio tapes. Other segments of the 
course, the behavioral objectives involved, and 
the various working papers from the production 

of the course may be found under EM 010 787 

through EM 010 823. The final evaluation is ED 

043 790, and the model developed for designing 

a system of individualized instruction is reported 

under ED 043 791. (RH) 
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Systems, Textbooks 

Identifiers—*USNA Economic Analysis Course 
A multimedia course in economic analysis was 

prepared for the United States Naval Academy. 

(ED 043 790 and ED 043 791 are the final re- 

ports of the project evaluation and development 

model.) This report presents enrichment seg- 
ments for selected core segments in concept 
areas one and two, covering a spectrum of 
economic systems, the influence of government 
and foreign trade on national income, and the 
product and monetary markets. EM 010 787 and 
EM 010 823 are related documents. (SH) 
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books 
Identifiers—*USNA Economic Analysis Course 

A multimedia course in economic analysis was 
developed and used in conjunction with the 
United States Naval Academy. (See ED 043 790 
and ED 043 791 for final reports of the project 
evaluation and development model.) This volume 
of the text discusses the simulation of behavioral 
relationships among variable elements in an 
economy and presents computer simulation 
models for selected segments of the course. In- 
cluded are the investment multiplier, a model 
with induced investment, fiscal and monetary pol- 
icy, government tax and expenditure policies, the 
demand model with a money market, the demand 
model with a foreign sector, the complete de- 
mand model, full employment output, capacity 
output and the production function, effective de- 
mand and potential supply, and regate de- 
mand and potential money supply. 010 787 
oo EM 010 823 are related documents. 
(SH) 
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Identifiers—*USNA Economic Analysis Course 
A multimedia course in economic analysis was 

developed and used in conjunction with the 

United States Naval Academy. (See ED 043 790 

and ED 043 791 for final reports of the project 

evaluation and development model.) This docu- 
ment consists of internal working papers bearing 
on the communication which transpired between 
materials specifiers and economics instructors 
who pre} the self-instructional packages. 

Papers included are the outline of the course 

given to materials developers, numbers of seg- 

ments for which packages were prepared, a final 
check list of course materials, guidelines for 
economist-writers, comments on types of 

ing, instructional exercise answer patterns, a bio- 

graphical information form, notes to economists, 

summarized behavioral objectives and behavioral 
hierarchy charts, an example of detailed 
behavioral objectives with their test items and 
hierarchy charts in the form given to materials 

developers, and two sample segments. EM 010 

Apa as EM 010 823 are related documents. 
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Identifiers—United States Naval Academy, 
*USNA Economic Analysis Course 
A multimedia course in economic analysis was 

developed and used in conjunction with the 

United States Naval Academy. (See ED 043 790 

and ED 043 791 for final reports of the project 

evaluation and development model.) This docu- 
ment provides a short description of the Naval 

Academy’s academic program and setting and 

then briefly describes the economic analysis 

course. Em 010 787 through EM 010 823 are re- 
lated documents. (SH) 


ED 073 649 EM 010 803 
“ae Content and Operational Systems Flow 


hart. 

Sterling Inst., Washington, D. C. Educational 
Technology Center. 

Spons Agency—Naval Academy, Annapolis, Md.; 
Office of Education (DHEW), Washington, D. 
C. Div. of Comprehensive and Vocational 
Research. 

Report No—TR-5-4 

Bureau No—BR-8-0447 

Pub Date 6 May 68 

Contract—N00600-68-C-0750 

Note—43p. 

Available from—Educational Techno 
Center/Sterling Institute, The Watergate, 2 
Virginia Avenue, N.W., Washington, D.C. 
20037 (no price quoted) 

Document Not Available from EDRS. 

Descriptors—*Curriculum Development, 
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Charts, Individualized Instruction, *Models, 
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Identifiers—*USNA Economic Analysis Course 
A multimedia course in economic analysis was 

developed and used in conjunction with the 

United States Naval Academy. (See ED 043 790 

and ED 043 791 for final reports of the project 

evaluation and development model.) This report 
documents the first iteration of the macrolevel 
sequencing of the course elements, a process 
designed to depict the relationships of parts of 
the evolving course to the overall course as the 

final course structure evolves. EM 010 787 

through EM 010 823 are related documents. 
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Descriptors—*Course Content, Curriculum 
Development, *Economic Education, 
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Identifiers—*USNA Economic Analysis Course 
A multimedia course in economic analysis was 

developed and used in conjunction with the 

United States Naval Academy. (See ED 043 790 

and ED 043 791 for final reports of the project 

evaluation and development model.) This report 
documents the guidelines and procedures used in 
the determination of instructional strategy and 

selection of media for the course. EM 010 787 

— EM 010 823 are related documents. 
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Identifiers—*USNA Economic Analysis Course 
A multimedia course in economic analysis was 

developed and used in conjunction with the 

United States Naval Academy. (See ED 043 790 

and ED 043 791 for the final reports of the pro- 

ject evaluation and development model.) This re- 
port covers the microsequencing developed for 
concept area one. It represents the initial segmen- 
tation of the macro content and operational 
systems flow (see EM 010 803). Included in the 
report are a brief description of the segment con- 
tent; an identification of the content; a listing of 
the objectives in each segment; a sequencing dia- 
gram for each segment with core, remedial, and 
enrichment objectives labeled and test items 
identified; and a rationale for the sequencing. EM 

010 787 through EM 010 823 are related docu- 

ments. (Author/SH) 
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Identifiers—*USNA Economic Analysis Course 
A multimedia course in economic analysis was 

developed and used in conjunction with the 

United States Naval Academy. (See ED 043 790 

and ED 043 791 for the final reports of the pro- 

ject evaluation and development model.) This 
document provides a detailed outline of the con- 
tents of the final evaluation program plan and 
brief notes about the contents of some data files. 

EM 010 787 through EM 010 823 are related 

documents. (SH) 
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The preliminary (August, 1968) plan for 
evaluation of the multimedia, individualized 
course in economics analysis produced for the 
United States Naval Academy is presented for 
discussion in this document. Course segments, the 
behavioral objectives involved, and other working 
papers from the production of the course can be 
found under EM 010 787 through EM 010 823. 
The final evaluation is ED 043 790, and the 
model developed for designing a system of in- 
dividualized instruction is reported in ED 043 
791. (RH) 
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Identifiers—*USNA Economic Analysis Course 
The development of the first segment of in- 

struction of the multimedia, individualized course 

in economics analysis prepared for the United 

States Naval Academy is described in detail in 

this document. The development moves from 

behavioral objectives through criterion test items, 

instructional events, and media selection, to a 

continuity format and specification of instruc- 

tional materials. The segments of the course it- 
self, the behavioral objectives involved, and the 
working papers from the course development are 
under EM 010 787 through EM 010 823. The 

final evaluation can be found under ED 043 790, 

and the model developed for designing a system 

of individualized instruction is reported in ED 

043 791. (Author/RH) 
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Materials. Economic Analysis Course. 

Sterling Inst., Washington, D. C. Educational 
Technology Center. 

Spons Agency—Naval Academy, Annapolis, Md.; 
Office of Education (DHEW), Washington, D. 
C. Div. of Comprehensive and Vocational 
Research. 

Report No—TR-5-23 

Bureau No—BR-8-0447 

Pub Date 4 Oct 68 

Contract—N00600-68-C-0750 

Note—35p. 

Available from—Educational Technology 
Center/Sterling Institute, The Watergate, 2600 
Virginia Avenue, N.W., Washington, D.C. 
20037 (no price quoted) 

Document Not Available from EDRS. 

Descriptors—*Audiovisual Aids, *Curriculum 
Design, *Economic Education, Economic 
Research, Economics, Individualized Curricu- 
lum, *Individualized Instruction, Multimedia 
Instruction, Teaching Guides 

Identifiers—*USNA Economic Analysis Course 
The tryout versions of some materials for the 

first instructional segment of the multimedia, in- 

dividualized course in economic analysis 
produced for the United States Naval Academy 
are presented in this paper. Included are the in- 
structor’s guide, the visual materials, and the test- 
ing materials. Other course segments in final 
form, the behavioral objectives involved, and 
various working papers from the development of 

the course can be found under EM 010 787 

through EM 010 823. The final evaluation report 

is ED 043 790, and the model developed for 
designing a system of individualized instruction is 
reported in ED 043 791. (Author/RH) 
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Media Selections, Macro-Sequence Chart, and 
Course Schedule. Economic Analysis Course. 
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identifiers—*USNA Economic Analysis Course 
The tentative media selections, the macro- 

sequence chart, and a preliminary version of the 

Spring, 1969 schedule of the multimedia, in- 

dividualized course on economic analysis 

produced for the United States Naval Academy 
are presented in this paper. The segments of the 
course itself, the behavioral objectives involved, 
and the various working papers involved in the 
development of the course can be found under 

EM 010 787 through EM 010 823. The final 

evaluation report is under ED 043 790, and the 

model developed for designing systems of in- 

dividualized instruction is reported in ED 043 

791. (Author/RH) 
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Phase I Report. Economic Analysis Course. 
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Education, Economic Research, Economics, 
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tion, *Multimedia Instruction 

Identifiers—*USNA Economic Analysis Course 
The key findings of phase I relative to the 

Sterling Institute curriculum development model 

being used in the preparation of a multimedia, in- 

dividualized course in economic analysis for the 

United States Naval Academy are presented in 

this paper. The current status (October, 1968) 

and planned activities of the project are also out- 

lined. The segments of the actual course, the 
behavioral objectives involved, and various work- 
ing papers are available as EM 010 787 through 

EM 010 823. The final evaluation report can be 

found under ED 043 790, and the model 

developed for designing systems of individualized 

instruction is repo in ED 043 791. 

(Author/RH) 
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Pub Date Oct 68 

Contract— N000600-68-C-0750 

Note—402p. 
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dividualized Curriculum, ‘Individualized In- 

struction, *Multimedia Instruction, *Tests 
Identifiers—*USNA Economic Analysis Course 

Additional test items are presented to supple- 
ment those already presented for the first two 
concept areas of the multimedia, individualized 
course in economic analysis prepared for the 
United States Naval Academy. Related docu- 
ments can be found under EM 010 787 through 
EM 010 823. The final evaluation report is ED 
043 790, and the model developed for designing 
systems of individualized instruction is reported 
in ED 043 791. (Author/RH) 
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Preliminary Tryouts. Economic Analysis Course. 
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Report No—TR-5-31 

Bureau No—BR-8-0447 
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Contract—N00600-68-C-0750 
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Available from—Educational Technology 
Center/Sterling Institute, The Watergate, 2600 
Virginia Avenue, N.W., Washington, D.C. 
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Document Not Available from EDRS. 

Descriptors—*Curriculum Design, *Economic 
Education, Economic Research, Economics, 
*Formative Evaluation, *Individualized Cur- 
riculum, Individualized Instruction, *Mul- 
timedia Instruction 

Identifiers—*USNA Economic Analysis Course 
Preliminary tryouts of the multimedia, in- 

dividualized course in economic analysis prepared 

for the United States Naval Academy were con- 
ducted. An illustration of how the data collected 
was used for making decisions on materials revi- 
sions is also included. Related documents appear 
as EM 010 787 through EM 010 823. The final 

evaluation report can be found under ED 043 

790, and the model developed for designing 

systems of individualized instruction is reported 

in ED 043 791. (Author/RH) 
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Pub Date 10 Mar 69 

Contract—N00600-68-C-0750 
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Identifiers—*USNA Economic Analysis Course 
A multimedia course on economic analysis was 

developed and used in conjunction with the 

United States Naval Academy. (See ED 043 790 

and ED 043 791 for the final reports of the pro- 

ject evaluation and development model.) This 
document describes how various project activities 
were performed in designing the course and gives 

a rationale for the way in which things were 

done. The document is divided into six sections: 

introduction, approach and course descriptions, 
the course model, materials development and 
validation, course evaluation, and some early 
results. EM 010 787 and EM 010 283 are related 
documents. (Author/SH) 
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wirements for Multi-Media 
Course. Economic Analysis Course. 
Sterling Inst., Washington, D. C. Educational 
Technology Center. 





Spons Agency—Naval Academy, Annapolis, Md.; 
Office of Education (DHEW), Washington, D. 
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Research. 

Report No—TR-5-33 

Bureau No—BR-8-0447 

Pub Date 1 May 69 

Contract—N00600-68-C-0750 

Note— 6p. 

Available from—Educational Technology 
Center/Sterling Institute, The Watergate, 2600 
Virginia Avenue, N.W., Washington, D.C. 
20037 “ oo quoted) 

Document Not Available from EDRS. 
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Identifiers—*USNA Economic Analysis Course 
A multimedia course in economic analysis was 

developed and used in conjunction with the 

United States Naval Academy. (See ED 043 790 

and ED 043 791 for the final reports of the pro- 

ject evaluation and development model.) This 
document briefly reports on the need for a course 
administrator to perform non-instructional func- 
tions which have been performed by the course 
developer, site representative, and two Naval 

Academy instructors. It also indicates the need 

for a materials resource center to provide ser- 

vices necessary for conducting a multimedia 
course. EM 010 787 through EM 010 823 are re- 
lated documents. (Author/SH) 
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Available from—Educational Technology 
Center/Sterling Institute, The Watergate, 2600 
Virginia Avenue, N.W., Washington, D.C. 
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Descriptors—*Course Evaluation, *Economic 
Education, Economics, *Formative Evaluation, 
Individualized Instruction, *Instructional 
Materials, ‘*Instructional Systems, Military 
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Identifiers—*USNA Economic Analysis Course 
A multimedia course in economic analysis was 

developed and used in conjunction with the 

United States Naval Academy. (See ED 043 790 

and ED 043 791 for the final reports of the pro- 

ject evaluation and development project.) This 
report describes the prevalidation trials, the 
materials validation, and the validation of the 

operational instructional system. EM 010 787 

through EM 010 823 are related documents. 

(Author/SH) 
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20037 (no price quoted) 
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(Learning) 

Identifiers—*USNA Economic Analysis Course 
A multimedia course in economic analysis was 

developed and used in conjunction with the 

United States Naval Academy (See ED 043 790 

and ED 043 791 for the final reports of the pro- 


ject evaluation and development model.) This re- 
port describes the preliminary findings from the 
analysis of data produced by the validation 
tryouts. Student achievement and _ study-time- 
taken are among the areas discussed. EM 010 
787 through EM 010 823 are related documents. 
(Author/SH) 
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Descriptors—Course Content, *Course Evalua- 
tion, *Economic Education, Economics, For- 
mative Evaluation, *Individualized Instruction, 
*Multimedia Instruction 

Identifiers—*USNA Economic Analysis Course 
A multimedia course in economic analysis was 

developed and used in conjunction with the 

United States Naval Academy. (See ED 043 790 

and ED 043 791 for the final reports of the pro- 

ject evaluation and development model.) This 
document describes the approach to course 
evaluation taken during the third phase of the 
development project. A distinction is made 
between evaluation and validation in describing 
previous and planned activities. For related docu- 
ments see EM 010 787 through EM 010 823. 
(Author/SH) 
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Descriptors—*Computer Assisted Instruction, 
*Curriculum Design, *Economic Education, 
Economic Research, Economics, Individualized 
Curriculum, *Individualized Instruction, *Mul- 
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Identifiers—*USNA Economic Analysis Course 
A computer managed instructional system is 

described which could be used to support the 

multimedia, individualized course in economic 
analysis developed for the United States Naval 

Academy. Related documents are EM 010 787 

through EM 010 823. The final report is ED 043 

790 and the model developed for designing 

systems of individualized instruction is reported 

in ED 043 791. (Author/RH) 
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Descriptors—*Curriculum Design, *Economic 
Education, Economic Research, Economics, 
*Formative Evaluation, Individualized Curricu- 
lum, *Individualized Instruction, *Multimedia 
Instruction 

Identifiers—*USNA Economic Analysis Course 
The results of the tryouts of the multimedia, in- 

dividualized course in economic analysis are -*- 

ported. Findings discussed include number of + J- 

jectives learned, mean time required, and the per- 

centage of students attaining various goals. Re- 
lated documents are EM 010 787 through EM 

010 823. The final evaluation report can be 

found under ED 043 790, and the model 

developed for designing systems of individualized 

instruction is reported in ED 043 791. 

(Author/RH) 
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Identifiers—*USNA Economic Analysis Course 
Man-hours by task and by manpower function 

are presented for phase I of the development of 

the multimedia, individualized course in 
economic analysis prepared for the United States 

Naval Academy. Related Documents are EM 010 

787 through EM 010 823. The final evaluation 

report is ED 043 790, and the model developed 

for designing Ce of individualized instruction 
is reported in ED 043 791. (RH) 
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Identifiers—*USNA Economic Analysis Course 
A multimedia course in economic analysis was 

developed and used in conjunction with the 

United States Naval Academy (See ED 043 790 

and ED 043 791 for the Gaal soparts off the 

ject evaluation and dev mt model.) 

document is the course administrator’s manual. it 

provides detailed instructions on the administra- 
tor’s functions and serves as a reference book. 

EM 010 787 through EM 010 823 are related 

documents. (SH) 
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Note—102p. f 
Available from—Educational Technology 
Center/Sterling Institute, The Watergate, 2600 
Virginia Avenue, N.W., Washington, D.C. 
20037 (no price quoted) 
Document Not Available from EDRS. 
Descriptors—*Curriculum Design, *Economic 
Education, Economic Research, Economics, In- 
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Identifiers—*USNA Economic Analysis Course 
This document is composed of the pretests, 
posttests, and unit tests of the multimedia, in- 
dividualized course on economic analysis 
epared for the United States Naval Academy. 
Related documents can be found under EM 010 
787 through EM 010 822. The final evaluation 
report is ED 043 790, and the model developed 
for designing systems of individualized instruction 
is reported in ED 043 791. (RH) 
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Identifiers—Teaching Your Child 
A program to train lower socio-economic 

parents in more effective management of their 
preschool children was developed and evaluated. 
In the planning stage objectives were formulated 
and strategy designs set. The methodology con- 
sisted principally of programed text and 
videotape. Formative development and two 
evaluations produced and modified the prototype 
materials. In the final phase, the summative 
development and evaluation, the production and 
limited “field test” of the completed materials 
was carried out with twenty-one subjects. The 
results were that the programing models for the 
text and video-taped simulations were effective as 
demonstrated by the parents’ successful comple- 
tion of the materials, a significant increase in the 
parents’ ability to select correct procedural state- 
ments related to behavioral management after ex- 
posure to the program, the parents’ successfully 
written applications of the principles of 
behavioral management to the behaviors of their 
children, and the parents’ receptivity to both the 
programed materials and their contents. (WH) 
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Instruction, Workbooks 

Identifiers— Teaching Your Child 
“Teaching Your Child” was a televised parent 

training program conducted in Minneapolis, Min- 








nesota. The program was designed to reach 
parents in low income areas and was intended to 
assist families with young children by presenting 
practical applications of basic psychological 
theory. This booklet was the main workbook for 
the entire program. It presented the concepts of 
positive reinforcement, aversive control, the use 
of punishment, and task behavior in everyday lan- 
guage. The workbook was programed and had 
cartoon characters supporting the textual exam- 
ples. Two other booklets, EM 010 828 and EM 
a are an integral part of the program. 
(MC) 


ED 073 672 

Televised Segment; 
Televised Parent Training Program. 

Central Midwestern Regional Educational Lab., 
Inc., Minneapolis, Minn. 

Spons Agency—National Inst. of Education (D- 
HEW), Washington, D.C. 

Report No—NIE-1-19 

Pub Date 72 

Note—135p.; See also EM 010 825, EM 010 
826, EM 010 828, EM 010 859 

Available from—CEMREL, 10646 St. Charles 
Rock Road, St. Ann, Missouri 63074 (no price 
quoted ) 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 

Descriptors—*Child Psychology, *Disadvantaged 
Groups, Early Experience, Family Influence, 
Family Life, Individual Development, *Instruc- 
tional Television, Lower Class Parents, *Low 
Income Groups, Parent Child Relationship, 
Parent Counseling, *Parent Education, Parent 
Responsibility, Parent Role, Parents, Scripts 

Identifiers—Teaching Your Child 
“Teaching Your Child” was a televised parent 

training program designed to reach families in 

low income areas around Minneapolis, Min- 
nesota. This booklet presents the television script 
that was used in the program. The script was 
designed to coordinate with two other booklets, 
EM 010 828 and EM 010 826. (MC) 
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Central Midwestern Regional Educational Lab., 
Inc., Minneapolis, Minn. 

Spons Agency—National Inst. of Education (D- 
HEW), Washington, D.C. 

Report No—NIE-1-20 

Pub Date 72 

Note—97p.; See Also EM 010 825, EM 010 826, 
EM 010 827, EM 010 859 

Available from—CEMREL, 10646 St. Charles 
Rock Road, St. Ann, Missouri 63074 (no price 
quoted) 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 

Descriptors—Child Psychology, Children, *Early 
Experience, Educational Television, Family In- 
fluence, Family Life, Individual Development, 
Instructional Materials, *Instructional Televi- 
sion, Lower Class Parents, *Low Income 
Groups, *Parent Child Relationship, Parent 
Counseling, *Parent Education, Parent Respon- 
sibility, Parent Role, Parents, Televised Instruc- 
tion, Television Curriculum, Workbooks 

Identifiers—Teaching Your Child 
“Dos and Don'ts” is a supplementary booklet 

to the televised parent training program, “- 

Teaching Your Child.” The program was 

designed to reach parents in low income areas 

around Minneapolis, Minnesota. This particular 
booklet was intended to provide guidance on 
child rearing by presenting specific concepts in 
an easy to read format. e of the concepts 
presented were exemplified by these guiding com- 
ments: “Tell your child what you like;” “Starting 
something your child can do;” “Let your child do 
it.” Two other booklets, EM 010 827 and EM 
010 826, are an integral part of the program. 
(MC) 


ED 073 674 EM 010 834 

Inbar, Michael Stoll, Clarice S. 

Simulation and Gaming in Social Science. 

Pub Date 72 

Note—313p. 

Available from—The Free Press, Department 
FNY, Riverside, New Jersey 08075 ($10.95) 

Document Not Available from EDRS. 

Descriptors—Case Studies, Computers, *Games, 
*Guides, Instructional Design, Models, *Simu- 
lation, *Social Sciences, Teaching Techniques 


EM 010 827 
Teaching Your Child. 


Simulation and gaming can be useful tools for 
research, theory building, and teaching. This 
book first discusses basic aspects that most simu- 
lations have in common and then presents 14 
case studies of actual simulations that use a wide 
variety of techniques, purposes and subjects. 
Final chapters discuss whether and how to design 
a simulation or game to fit one’s aims and means. 
(Author/RH) 
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Herling, Michele, Ed. 

The American Film Institute Guide to College 
Courses in Film and Television. 

American Film Inst., Washington, D.C. 

Pub Date 73 

Note—309p. 

Available from—Acropolis Books Ltd., Colortone 
Building, 2400 17th Street, N.W., Washington, 
D.C. 20009 ($5.95) 

Document Not Available from EDRS. 

Descriptors—*Catalogs, *College Programs, Edu- 
cational Programs, *Film Production, Film Stu- 
dy, Guides, *Mass Media, *Television 
This canvas of the field contains information 

compiled on 613 universities, colleges, and two- 
year coleges in the United States--186 more 
schools than were listed in the 1971 survey. Of 
these 613 schools, 194 offer degrees in film 
and/or television, majors with degrees in a related 
field, and/or a strong emphasis on film and televi- 
sion with a degree and major in a related field. A 
total of 22,466 students are presently pursuing 
degrees in film, television, or related areas. Film 
and television production courses are taught 
more than courses in history and criticism of 
those media. Media training for teachers is of- 
fered at 167 a. The listing for each school 
contains: name of department ——. courses, 
address, name of person to contact, degree of- 
fered, number of major students, number of 
available scholarships, a statement of any distinc- 
tive programs, names of faculty, summary of the 
program, titles of courses offered, and available 
equipment. For schools which offer only a few 
courses, only parts of this information (usually in- 
cluding names of courses) are listed. (JK) 
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Rudner, Lawrence Michael 
The Effect of Student-Produced Filmstrips on 
Mathematics Achievement in Grade Eight. 
Pub Date 5 Feb 73 
Note—44p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Academic Achievement, Achieve- 
ment, Cocurricular Activities, Educational 
Research, *Filmstrips, *Grade 8, Interest 
Research, *Mathematics Instruction, *Motiva- 
tion Techniques, *Student Developed Materi- 
als, Student Projects, Teaching Methods 
In this study the achievement of eighth grade 
mathematics students who produced their own 
visual learning materials on topics in the curricu- 
lum was compared with eighth graders who did 
not have this opportunity. Two groups of eighth 
grade mathematics students wer« assumed to be 
equivalent due to their random selection and 
their comparable 1.Q. and pre-test scores. The 
students in the experimental group were allowed 
to produce their own filmstrips cn various topics 
in the mathematics curriculum. A _ post-test 
showed that students in the experimental group 
did not learn more than those in the control 
group. However, observation showed that the 
ilmstrip project did have a strong interest and 
motivational value. The poorer and the brighter 
students both became more involved with their 
projects than did the middle third of the group. 


(JK) 
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Co-Operative Development Programme on Com- 
puter-Based Learning Systems for Universities. 
Unite de Coordination de la Documentation et 

d’Incitation a la Recherche, Louvain (Belgi- 


um). 
Pub Date Nov 72 
Note—17p. 


The Documentation Coordination and 
Research Incentive Unit (UCODI) is part of an 





international effort to increase cooperation and 
coordination in investigations of the possibilities 
of computer-assisted instruction by providing 
documentation, information, coordination of 
research incentives, advice, and assistance to 
researchers, teachers, and manufacturers. This 
document (in French with an English translation) 
outlines the purposes, methods, and structure of 
UCODI and provides a report of a colloquium 
held in Brussels in September, 1972. (RH) 
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Fisher, Maurice D. 

Strategies for Developing Reciprocity Between 
Educational Researchers and School Personnel: 
Providing Teachers with Feedback on Students’ 
Computer Assisted Instruction Performance. 

Stanford Univ., Calif. Stanford Center for 
Research and Development in Teaching. 

Spons Agency—National Inst. of Education (D- 
HEW), Washington, D.C. Task Force on Lab. 
and Center Transition. 

Pub Date Feb 73 

Contract—OEC-6-10-078 

Note—34p.; Paper presented at the American 
Educational Research Association Annual 
Meeting (New Orleans, Louisiana, February 
25-March 1, 1973) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Computer Assisted Instruction, 
Decision Making, Educational Research, Edu- 
cational Researchers, Elementary Education, 
Elementary School Mathematics, Elementary 
School Teachers, *Evaluation Methods, *Feed- 
back, Learning Experience, Low Income 
Groups, *Research Methodology, Research 
Problems, Social Factors, Teachers 

Identifiers— Engagement 
Teacher and administrator feedback about a 

study on computer-assisted instruction (CAI) is 

described in this report. The hypotheses, 
methodology, and conclusions of the overall pro- 
gram are briefly discussed as they pertain to the 
feedback aspect. (The CAI program dealt with 
the effects of choice situations upon the students’ 
engagement in learning. Subjects were chosen 
from Grade 4 and 5 classes in a low income area 
elementary school.) Since the experiment de- 
pended on evaluation by observation, the 
researchers felt it necessary to have a good 
operational rapport with the school personnel. 

The teachers provided information that verified 

some of the researchers! expectations concerning 

the effect of social determinants on choice 
behavior. This report was compiled from informa- 
=. collected by questionnaire and discussion. 

(MC) 
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Smith, Robin C. | 
The AEDS Large School System Survey. Report of 
Findings. 
Association for Educational Data Systems, 
Washington, D.C. , 
Pub Date Nov 72 
Note—57p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors— Administrative Policy, Automation, 
Computer Assisted Instruction, Computer 
Oriented Programs, *Computers, Computer 
Science Education, *Data Processing, *Educa- 
tional Administration, Educational Technology, 
Electronic Data Processing, Elementary Educa- 
tion, Information Processing, Programing Lan- 
guages, *Public School Systems, School District 
Spending, School Planning, Secondary Educa- 
tion, *Surveys 
The findings of a survey of selected administra- 
tive computer applications in large public school 
districts are presented in this report. Using a 
three part written questionnaire, the investigators 
polled 99 school districts throughout the United 
States and examined the responses of 55. Two 
major hypotheses were tested: 1) the difference 
in the frequency with which the benefits resulted 
from various applications; and 2) the various 
benefits which resulted from different means of 
development. The study reported several conclu- 
sions: 1) the most frequent computer uses were 
for financial accounting y | gowns with person- 
nel applications second; 2) contractor staffs are 
used less often than inhouse personnel; 3) most 
of the applications in use were designed for first 
or second generation computers; and 4) the 
financial applications were the most operable and 
successful of all the applications. The report 
noted that it is quite apparent that school districts 
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are not reaping the rewards of third generation 
computers. (MC) 
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Farley, Frank H. Grant, Alfred D. 

Arousal and Reminiscence in Learning From 
Color and Black/White Audio-Visual Presenta- 


Pub Date | Mar 73 
Note—10p.; Paper presented at the American 
Educational Research Association Annual 
Meeting (New Orleans, Louisiana, February 
25-March 1, 1973) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Arousal Patterns, ‘*Audiovisual 
Aids, *Color Presentation, Cues, Educational 
Psychology, Filmstrips, Memory, Psychological 
Studies, *Recall (Psychological), *Retention, 
Slides, Visual Perception 
Identifiers—- Arousal, *Reminiscence 
Reminiscence, or an increase in retention 
scores from a short-to-long-term retention test, 
has been shown in some previous work to be a 
significant function of arousal. Previous studies of 
the effects of color versus black-and-white au- 
diovisual presentations have generally used film 
or television and have found no facilitating effect 
of color on learning or achievement. No such stu- 
dies, however, have specifically studied 
reminiscence, although there is reason to believe 
that color would be more arousing than black- 
and-white and thus should facilitate reminiscence. 
The present experiment examined reminiscence 
over one week as a function of color versus 
black-and-white slide-tape presentations. It was 
found that the proportion of subjects reminiscing 
in the color condition was significantly greater 
(p.05, one-tailed test) than the proportion 
reminiscing in the black-and-white condition. No 
contribution of a measure of individual dif- 
ferences in arousal or stimulation seeking was ob- 
tained. The relative lack of strength of the color 
effect was noted, and some design considerations 
for further research on learning and memory ef- 
fects of color were outlined. (Author/MC) 
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Stryer, Andrea 
Media Centers and Individualized Instruction Pro- 
grams in Selected Elementary Schools in Coa- 
necticut. 
Pub Date Nov 72 
Note—115p.; M.S. Thesis, Division of Library 
Science, Southern Connecticut State College 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors— Audiovisual Aids, Elementary Edu- 
cation, Evaluation Criteria, *Individualized In- 
struction, Individualized Programs, *Instruc- 
tional Materials Centers, Instructional Media, 
Library Standards, *Media Specialists, 
Questicnnaires, School Personnel, Standards 
Identifiers— *Connecticut 
A study was devised to investigate how media 
centers function within individualized instruc- 
tional programs at selected elementary schools in 
Connecticut and to evaluate those media centers 
in relation to their school programs according to 
criteria developed by leaders in the field. Results 
of questionnaires showed 1!) a relationship exists 
between the presence of a subject specialist on a 
school staff and the extent to which individual- 
ized instruction is used in that subject; 2) many 
of the schools are not using the more individual- 
ized methods for learning; 3) the selected media 
centers’ staffing and number of activities pro- 
vided usually do not meet standards; 4) there is 
not as wide a range of media nor as flexible cir- 
culation as is recommended; 5) budgets and ser- 
vices are below recommended standards; and 6) 
media centers are more involved in schools which 
have strong individualized instructional programs. 
Primary areas of need which were identified by 
the media specialists questioned included in- 
creased media collection, center expansion, and 
increased professional and clerical personnel. 
(Author/SH) 
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Pub Date 72 

Note—248p.; See also EM 010 854 

Available from—Pflaum/Standard, 38 West Fifth 
Street, Dayton, Ohio 45402 ($6.50; $4.95 net 
to schools) 

Document Not Available from EDRS. 





Document Resumes 53 


Descriptors—American History, Art, Art Educa- 
tion, Audiovisual Communication, *College In- 
struction, Film Production, *Films, *Film Stu- 
dy, Mass Media, Production Techniques, Social 
Studies, Sound Films, *Textbooks 
Two main themes of motion picture develop- 

ment in America are preserted in this com- 

prehensive historical guide to movies. The so- 
phistication and broadening of the movies as an 

art form and the complex relationships between a 

period and the movies of that period are fully ex- 

plored. Particular emphasis has been placed on 
the role of the director. Though the text does not 

encompass all movies, it does provide a 

coherently arranged historical summary that is in- 

tended to serve as a main text for a college level 
course in film. The author explores the personali- 
ties of such movie greats as Chaplin, Disney, 

Ford, and Capra and analyzes the trends of the 

development of the industry. The resource guide, 

“Teaching in the Dark” (EM 010 854), should 

be used with this text. (MC) 
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Kuhns, William Carr, John 
Teaching in the Dark. Resource Guide for Movies 
in America. 
Pub Date 72 
Note—110p.; See also EM 010 853 
Available from—Pflaum/Standard, 38 West Fifth 
Street, Dayton, Ohio 45402 ($4.50; $3.60 net 
to schools) 
Document Not Available from EDRS. 
Descriptors—American History, Art Education, 
Audiovisual Communication, College Instruc- 
tion, *Films, ‘*Film Study, Production 
Techniques, *Resource Guides, Social Studies 
A resource guide for a course in the history of 
American movies is presented. Although the 
guide is specifically intended for use with the 
text, ‘“‘Movies in America” (EM 010 853), the 
authors feel that it can be used to enhance any 
course in American film history regardless of the 
main text. The first section of the guide discusses 
the basic technical and administrative information 
necessary for getting a course going. The 
remainder allows the teacher to choose between 
two modes of instruction; the follow-the-book 
mode and the adaptation study mode. The book 
does not have discussion questions or lessons per 
se, but it does have a complete set of appendixes 
that include a film index, an annotated list of film 
sources, and a list of film periodicals, organiza- 
tions and services. (MC) 
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Dupuis, Mary M., Ed. Mitzel, Harold E., Ed. 

Technology in Education; Report of a Planning 
Conference for the NIE Planning Unit. 

National Inst. of Education (DHEW), Washing- 
ton, D.C. Planning Unit. 

Report No—NIE-R-C102 

Bureau No—BR-1-7059 

Pub Date 30 Jul 71 

Grant—OEG-0-7 1-3636(515) 

Note—8p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Colleges, Cost Effectiveness, Educa- 
tional Objectives, *Educational Technology, 

ual Education, Equipment Evaluation, 

*Federal Programs, Individualized Instruction, 
Instructional Technology, Junior Colleges, 
Models, Primary Grades, *Program Planning, 
Simulation, Systems Analysis, Technological 
Advancement 

Identifiers—* National Institute of Education 
A planning conference on technology in educa- 

tion resulted in specific recommendations to the 

National Institute of Education (NIE). 1) 

Technology offers the potential for To in- 

dividuality, expanding the scope and depth of the 

educational process, contributing system studies 

towards goal definition, and improvements in 

quality, equality of opportunity, and cost control. 

2) Possible areas of prime concern to NIE in- 

clude the lower elementary grades, two year col- 

leges, open universities, system studies, educa- 

tional dynamics (model building and simulation), 

and technology development and evaluation. 

(Author/RH) 
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Ayre, Elizabeth L. 

Amendment to Quality Control Project for Inten- 
for the Evaluation Com- 
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sive Development 
ponents of Computer Based Resource Units. 
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State Univ. of New York, Buffalo. Coll. at Buf- 
falo.; State Univ. of New York Research Foun- 
dation, Buffalo. 

Spons Agency—Bureau of Education for the 
Handicapped (DHEW/OE), Washington, D.C. 
Div. of Educational Services. 

Pub Date 15 Oct 72 

Note—45p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Career Education, *Computer 
Assisted Instruction, Computer Oriented Pro- 
grams, Computer Programs, *Educational Ob- 
jectives, Evaluation Criteria, *Information Dis- 
semination, *Measurement Goals, Test Con- 
struction, Tests 

Identifiers—CBRU, *Computer Based Resource 
Units 
The objectives of this project were to 1) identi- 

fy objectives in 14 existing computer based 

resource units which had no appropriate measur- 
ing devices, 2) formulate at least three measuring 
devices for each such objective, and 3) to enter 
all data into the computer based resource unit 
data bank for subsequent dissemination. The 
strategies and their relative success for each of 
these objectives are outlined. Appendixes include 
the pre-quality control objective profile matrix, 
examples of measuring devices, measuring device 
statistics, the post-quality control objective profile 
matrix, and the measuring devices for the com- 

ter based resource unit on career education. 

Made from best available copy, parts may 

reproduce poorly.} (Author/RH) 
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Morreau, Lanny E., Ed. 

Strategies for the Design of Parent Training Pro- 
grams: Intellectual Stimulation and Motivation 
of Young Children. 

Central Midwestern Regional Educational Lab., 
Inc., Minneapolis, Minn. 

Spons Agency—National Inst. of Education (D- 
HEW), Washington, D.C. 

Bureau No--BR-1-0546 

Pub Date 72 

Note—82p.; See Also EM 010 825, EM 010 826, 
EM 010 827, EM 010 828 

Available from—CEMREL, Inc., 1640 East 78th 
Street, Minneapolis, Minnesota 55423 (no 
price quoted) 

Document Not Available from EDRS. 

Descriptors— Behavior Change, Cognitive 
Development, Educational Programs, Instruc- 
tional Television, Intellectual Development, In- 
tellectual Experience, *Learning Activities, 
Mentally Handicapped, *Motivation, *Parent 
Child Relationship, *Parent Education, Parent 
Influence, Parent Role, Program Development, 
*Reinforcement, Training Techniques 

Identifiers—Teaching Your Child 
A summary of the input of seven professionals 

to the planning and development of a parent- 

training program, “Teaching Your Child”, is 
presented in this report. The articles included are 
written as applied demonstrations of decision 
rules to be incorporated into oe for help- 
ing parents stimulate their children intellectually. 
A brief discussion of the problem toward which 
the project was directed is presented first, fol- 
lowed by a general review of the literature 
delineating the major areas to be discussed. The 
papers deal with activity development and imple- 
mentation by parents, behavior modificatior 
techniques, potential tutoring of mentally re- 
tarded children, and behavioral engineering for 
family life. A paper describing the incorporation 
of this information into the “Teaching Your 
Child” program concludes the report. (SH) 
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Shubik, Martin Brewer, Garry D. 

Models, Simulations, and Games: A Survey. 

Rand Corp., Santa Monica, Calif. 

Spons Agency—Department of Defense, 
Washington, D.C. Advanced Research Projects 


Aannee. 

Report No—ARPA-RC-R-1060 

Pub Date May 72 

Note— 169p. 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—Costs, Decision Making, Educa- 
tional Games, *Evaluation, *Game Theory, 
*Management Games, *Models, Policy Forma- 
tion, Professional Occupations, *Simulation, 
Surveys 
A Rand evaluation of activity and products of 

gaming, model-building, and simulation carried 


out under the auspices of the Defense Advanced 
Research Projects Agency aimed not only to as- 
sess the usefulness of gaming in military-political 
policymaking, but also to contribute to the defini- 
tion of common standards and the refinement of 
objectives for the entire gaming profession. As a 
result of the survey, the purposes, production, 
operation, use, and costs of 132 models, simula- 
tions, and games are reported. Recommendations 
are presented indicating several ways in which in- 
creasing professionalism can benefit both — 
and the policymakers they serve. (Author/RH) 
ED 073 688 
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Visions of Cablevision; The Prospects for Cable 
Television in the Greater Cincinnati Area. 

Stephen H. Wilder Foundation, Cincinnati, Ohio. 

Pub Date Dec 72 

Note—115p. 

Available from—The Stephen H. Wilder Founda- 
tion, 1017 Provident Tower, Cincinnati, Ohio 
45202 (free to residents of Ohio, Kentucky & 
Indiana, $3.00 elsewhere) 

= MF-$0.65 HC Not Available from 

Descriptors—*Cable Television, *City Planning, 
Community Antennas, Economics, Federal 
Laws, *Guides, Marketing, Modern History, 
*Policy Formation, *Regional Planning, State 
a ares Technological Advancement, 
Television 

Identifiers—CATV, *Cincinnati, Ohio 
Prepared to assist in the planning for cable 

television in the Cincinnati, Ohio metropolitan 

area, this document provides not only general in- 
formation about the history and current state of 
cable television, but also an example of the appli- 
cation of such information to the policy demands 
of a specific situation. Given the technology and 
capabilities of cable, the current regulatory struc- 
ture, the experience of other big city systems, and 
the economics of major market cable systems, 
recommendations are made for the structuring of 
Te Cincinnati cable television system. 
(RH) 
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Spuck, Dennis W. And Others 

Unified Salary Schedule Analysis Program. 

Wisconsin Univ., Madison. Dept. of Educational 
Administration. 

Pub Date Jul 71 

Note—82p.; WISE*LIB.SALV4 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Board of Education Policy, *Col- 
lective Bargaining, *Computer Programs, Con- 
tracts, *Costs, Decision Making, Financial Pol- 
icy, Salaries, Salary Differentials, Teacher As- 
sociations, *Teacher Salaries 

Identifiers—*Wisconsin Information Systems for 
Education, WISE 
In collective bargaining sessions full of ten- 

sions, there is a need for rapid, accurate, com- 

prehensive analyses of the fiscal * of alter- 

e 


computer program designed to provide both sides 
at the bargaining table with comprehensive out- 
come information about any proposed policy. 
Input then includes information about teachers, 
scheduling, and the proposed policy with respect 
to such things as base salary, increment size, ex- 
perience levels, etc. The output summarizes the 
input information about the district and its poli- 
cies and then provides a cost estimate for any 
policies under consideration. Appendixes describe 
the input deck structure, the program process, 
and the output. (Author/RH) 
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E in Visual Thinking. 

Pub Date 72 

Note—171p. 

Available from—Brooks/Cole Publishing Com- 

y, 10 Davis Drive, Belmont, California 

54002 ($5.95) 

Decument Not Available from EDRS. 

Descriptors—Activities, Art Activities, *Art Ex- 
pression, Creative Activities, Creative Art, 
*Creativity, *Imagination, Nonverbal Commu- 
nication, Originality, *Problem Solving, Visual 
Arts, * Visual Literacy 
Visual thinking is composed of three activities: 

idea-sketching, seeing, and imagining. This book 

suggests ways that people whose usual way of 
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thinking is in words can turn to a new mode of 
thinking; preparations for it, including materials, 
environmental conditions, and an inner state of 
relaxed awareness; seeing; imagining; and idea- 
sketching (the faculty of visual thinking that gives 
birth to ideas). Many activities are included. (JK) 
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Pieper, William J. Smith, Edgar A. 
Development of a Video System for Rapid Genera- 
tion of Learning Sequences. 
Air Force Human Resources Lab., Lowry AFB, 
Colo. Technical Training Div. 
Report No—AFHRL-TR-72-65 
Pub Date Jul 72 
Note—67p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Audiovisual Aids, Electronic 
Equipment, Evaluation Techniques, *Instruc- 
tional Design, Instructional Materials, Man 
Machine Systems, ‘Material Development, 
*Media Technology, *Video Equipment 
The object of this program was to develop and 
evaluate an improved portable video system for 
use as an instructional software design tool. The 
product developed Was a basic configuration of 
half-inch video equipment using a three-camera 
system augmented with battery-powered recorder 
cameras. The combined hardware and manuals 
allowed the researcher to interact with the 
material being developed with a minimum of in- 
terference from photo-electronic operations. This 
project demonstrated that it is practical for 
writers to use sophisticated and complex half-inch 
video systems to facilitate the development of in- 
structional materials. The usability, reliability, 
and maintainability is adequate to enable a 
researcher who is not a trained electronic or 
photographic technician to use the equipment 
without undue curtailment or restrictions imposed 
by the electronics and media production 
techniques involved. This maximizes the attention 
to content and instructional methodology and 
facilitates revision based on initial tryout of 
prototypic instructional sequences. The material 
in this volume summarizes the method of selec- 
tion developed and the e-aluative procedures em- 
ployed. (JK) 


ED 073 692 
Valdes, Joan Crow, Jeanne 
The Media Works. 
Pub Date 73 
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Document Not Available from EDRS. 
Descriptors—Commercial Television, *Communi- 
cation (Thought Transfer), Communication 
Skills, Film Study, *Mass Media, News Media, 
Newspapers, Periodicals, Publicize, Radio, 
*Secondary Grades, *Social Values, Television, 
Television Viewing, *Textbooks, Values 
This student text and activity book provides in- 
formation on and suggests ways to examine seven 
of the mass media: movies, television, advertising, 
magazines, comics, radio, and newspapers. Muc 
of the learning takes place by actual examination 
of actual products to learn characteristics com- 
mon to them. The first section investigates the 
process of producing some of these movies, radio 
shows, magazines, etc. The section discusses the 
images of people and society beamed through the 
media and asks students to compare these images 
with their own picture of reality. A typical part of 
this section examines best sellers from the 1920's 
through the 1960's to see what themes dominated 
popular fiction in each decade. These themes are 
related to political and social events of the 
decade. The third section has two topics: alterna- 
tive views of society which come from the un- 
ps =r media and an explanation of how 
media like films and photography work. The text 
appears suitable for the secondary grades. (JK) 
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Document Not Available from EDRS. 
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Newspapers, Periodicals, Publicize, Secondary 
Grades, Television, Television Viewing, *Work- 
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This student workbook for “The Media 
Works” (EM 010 879) contains ready-made 
forms, or worksheets, which refer to activities as- 
signed in the text. The logbook also contains 
pages for open-ended activities which are not tied 
to’ the text. Examples of the activities include 
finding a oo sage Md “media” by comparing 

e's definition of the term, examining promo- 
_ material for concerts and movies, and 
desgining a paper doll which communicates a 
particular image. (JK) 


ED 073 694 EM 010 881 
Valdes, Joan Crow, Jeanne 
Teacher’s Resources for The Media Works. 
Pub Date 73 
Note—23p.; See also EM 010 879, EM 010 880 
Available from—Pflaum/Standard, 38 West Fifth 
Street, Dayton, Ohio 45402 ($1.20) 
Document Not Available from EDRS. 
Descriptors—* Annotated Bibliographies, 
Bibliographies, Films, Film Study, Guides, 
*Mass edia, Periodicals, *Pho hic 
Equipment, Secondary Grades, *T ing 
Guides, *Video Equipment 
This teacher’s guide for ‘“‘The Media Works” 
(EM 010 879) provides bibliographies of books 
and periodicals which cover the general field of 
media and popular culture, an annotated bibliog- 
ore of short and feature films likely to be use- 
ful accompaniments to the curriculum, and sug- 
gestions on how to obtain photographic equip- 
ment and movie and video equipment. Also pro- 
vided is an introduction to media study. The 
authors reject the practice of using films and 
songs to make traditional English instruction 
more palatable. Instead, they believe that media 
must be taught as a subject in its own right, so 
that students can examine critically the images 
and myths presented by the media. (JK) 
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Jarvis, Donald K. 
Videotape Recording As a Supplement to In-Per- 


son Su 
Pub Date [73] 
Note—12p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Feedback, *Microteaching, *Preser- 

vice Education, Student Teachers, Student 

Teaching, *Teacher Education, Teacher 

Evaluation, *Teacher Supervision, *Video 

Tape Recordings 

The object of this study was to assess costs, 
practical problems, and personal attitudes con- 
nected with using videotape recording (VTR) as 
an adjunct to in-person supervision of student 
teachers. Student teachers’ performance in the 
classroom was recorded by videotape technicians 
once or twice during their student teaching ex- 
perience, and the tapes were delivered to super- 
visors as a supplement to in-person visits. Student 
teachers allowed to view recording of their 
teaching displayed favorable attitudes towards 
this use of VTR, while those not allowed to see 
tapes of their performance exhibited more nega- 
tive attitudes. Supervisors’ failure to give any 
feedback at all on a teacher’s reco per- 
formances resulted in even more negative student 
teacher attitudes toward this use of VTR. The 
student teachers wanted to know ahead of time 
that their performance would be recorded. Super- 
visors were moderately favorable towards this use 
of VTR, but they felt it was inferior to and more 
time-consuming than live observation. The costs 
for 17 all-day recording sessions and 12 
videotapes totaled $512.69. This use of VTR ap- 
pears helpful and feasible. Several recommenda- 
tions for its use are made. (JK) 
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ED 073 696 
and Disciplines; Proceedings of the 
EDUCOM Fall Conference (Ann Arbor, 
Michigan, October 11-13, 1972). 

Interuniversity Communications Council (EDU- 
COM), Princeton, N. J. 

Pub Date 73 

Note—204p. 

Available from—EDUCOM, P. O. BOX 364, 
Princeton, New Jersey 08540 ($5.00 members, 
$6.00 nonmembers) 

EDRS Price MF-$0.65 HC-$9.87 

Descriptors—*Computers, Computer Science, 
*Conference Reports, Data Bases, Higher Edu- 
cation, *Information Networks, Interagency 
Cooperation, *Interinstitutional Cooperation, 
*Networks 

Identifiers—EDUCOM 


The Fall, 1972 conference of EDUCOM 
focused on problems, potentials, and current ac- 
tivities related to the development of interinstitu- 
tional cooperation through computer networking. 
In these proceedings, a number of representative 
networking attempts were presented, discipline- 
oriented wo! discussed possibilities in a 
number of different fields, more general findings 
about networking progress were reported, the im- 
pact of networking was discussed, and panel 
—_ attempted to provide an overview. 


ED 073 697 EM 010 884 


Sir George Williams Univ., Montreal (Quebec). 
Instructional Media Office. 
Pub Date Apr 73, 
Note—19p.; Paper presented at the Association 
ucational Communications and 
Annual Convention (Las Vegas, 
ril 8-13, 1973) 
F-$0.65 HC-$3.29 
Descriptors—Comparative Education, Cultural 
Differences, Information Sources, Mass Media, 
*Media Research, Political Socialization, 
*School Role, *Secondary School Students, 
*Social Influences, *Socialization, Televised In- 
struction, Television, Television Research 
Identifiers—Canada 
This study surveyed equal groups of American, 
French Canadian, and English-Canadian high 
school students to learn what sources they used 
in formulating views on national and international 
issues. A total of 600 eleventh grade history stu- 
dents was surveyed. Results showed that mass 
media was the primary source used by all groups: 
in particular television ne ts, ne rs, 
and documentary films were influential. th 
Canadian groups used these media more 
Americans did. second most important 
source was the school, although this was a minor 
source for both Canadian groups. In all groups, 
the teacher has the dominant individual role, 
while textbooks are next in importance. Films 
and educational television have only a minor role 
in school information. Third in importance was 
influence of the peer group, and least important 
was religion. This study negates earlier studies by 
showing that the home has changed from an in- 
formation-poor environment to an information- 
rich one, due to television. The schools are falling 
behind in their role as an agent of socialization. 
Schools should utilize the mass media far more 
than they do presently. (JK) 
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Office of Telecommunications Policy; The White 
House Role in Domestic Communication. 

Columbia Univ., New York, N.Y. Network Pro- 


ject. 

Pub Date Apr 73 

Note—38p. 

Available from—The Network Project, 102 Earl 
Hall, Columbia bering | New York, N.Y. 
10027 ($2.00/individuals; $5.00/institution) 

Document Not Available from EDRS. 

Descrip Ad ive Agencies, Cable 
Television, Communication Satellites, *Federal 
Government, Government Role, Information 
Networks, *Mass Media, *Policy Formation, 
Politics, Public Officials, *Public Policy, Public 
Television, *Telecommunication 

Identifiers—FCC, Federal Communications Com- 
mission, *Office of Telecommunications Policy, 








OTP 

In 1970, President Nixon created the White 
House Office of Telecommunications Policy 
(OTP) and inted Clay T. Whitehead as its 
first director. This young office has attained in- 
fluential power in the broad field of telecommu- 
nications and, some say, has jeopardized the inde- 
pendence of the public’s communications custodi- 
an, the Federal Communications Commission 
(FCC). In a series of powerful steps, the OTP has 
been able to successfully lobby for several major 
decisions affecting mass communications in the 
United States. The OTP forced the FCC to in- 
itiate an “‘open skies” policy on domestic com- 
munications satellites that weakened the dichoto- 
my between private and public administrative 
power, giving private corporations free reign on 
domestic satellite trol. The trol structure 
of the Corporation for Public Broadcasting 
(CPB) changed dramatically after a White House 
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initiated funding bill was passed by Congress. The 
FCC's long abolition of distant signal restrictions 
for cable television operators in major markets 
was overturned by the OTP at the behest of large 
network broadcasters. (MC) 


ED 073 699 EM 010 892 

Sullivan, Peggy 

Probicms in School Media Management. 

Pub Date 71 

ee 

Available from—R. R. Bowker Company, 1180 
Avenue of the Americas, New York, N.Y. 
10036 ($9.95) 

Document Not Available from EDRS. 

Descriptors—*Administrative Problems, *Case 
Studies, Cataloging, Communication Problems, 
Information Centers, Information Retrieval, 
*Instructional Materials Centers, *Librarians, 
Libraries, Library Acquisition, Library Circula- 
tion, Library Education, Library Equipment, 
Library Facilities, Library Planning, Library 
eo Library Science, Media Selection, 
*Sc Libraries, Student Problems 
The administrative problems encountered by 

librarians and other school media personnel are 

discussed in this book. Thirty case studies, each 

representative of a common problem, are 

presented. The problems range from a librarian’s 

conflict with direct-wide book policy to students 

caught stealing library materials. The book is 

based on a nation-wide tour of instructional 

media centers made by the author. (MC) 
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Wilkinson, Cecil E. 

Educational Media and You. 

Pub Date 71 

Note—194p. 

Available from—Educational Materials and Ser- 
vices Limited, 115 Nugget Avenue, Agincourt, 
Ontario, Canada; General Learning Corp., 
Morristown, New Jersey (no = quoted) 

Not Available from EDRS. 


Descriptors—*Administration, Art Education, 
*Audiovisual Aids, Audiovisual Communica- 
tion, Educational Technology, Elementary Edu- 
cation, Facility Guidelines, Filmstrips, Graphic 
Arts, Higher Education, Instructional Films, 
*Instructional Materials Centers, *Instructional 
Media, Instructional Technology, Library 
Planning, *Media Selection, Multimedia In- 
struction, Resource Guides, Secondary Educa- 
tion, Special Education, Televised Instruction 
Guidance in the values and uses of media for 

educators and students at all educational levels is 
presented in this resource guide. Over fifty edu- 
cational media are discussed such as photographs, 
study prints, slides, filmstrips, stereoscopic views, 
microforms, recordings, motion pictures, televi- 
sion, and facsimiles of reality. Attention is also 
given to language instruction and the stimulation 
of learning on the part of the emotionally 
disturbed, the hard-of-hearing, and those with 
speech difficulties. The administration of media 
resources is also discussed. (MC) 
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Howard, Brice 

Vv * and . - 7 . s-2 

Netioahs Center for Experiments in Television, 
San Francisco, Calif. 

Spons Agency—Corporation for Public Broad- 
casting, Washington, D.C.; Rockefeller Founda- 
tion, New York, N.Y. 

Pub Date 72 

Note—192p. 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—*Art, Art Expression, Art Materials, 
*Creativity, *Techn ical Advancement, 
*Television, Video Tape Recordings 
Television as a medium for art is only 

beginning to be explored. This book, while noting 

rather than attempting to detail the possibilities 
and technologies involved, presents one author's 
on on the subject and extended examples. 
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Tennyson, Robert D. Boutwell, Richard C. 

Methodology for the Sequencing of Instances in 
Classroom Concept Teaching. 

Florida State Univ., Tallahassee. Computer- 
Assisted Instruction Center. 

Pub Date 30 Jan 73 

Note—22p.; Tech Memo Number 76 

EDRS Price AF-$0.65 HC-$3.29 
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Descriptors—*Concept Formation, *Concept 
Teaching, *Definitions, Generalization, Instruc- 
tional Design, Sequential Learning, *Teaching 
Techniques 
The instructional design presented in this arti- 

cle discusses a procedure for arranging and 
sequencing examples and nonexamples for con- 
cept teaching in the classroom. Concepts are di- 
vided into two types: definition and observation. 
A definition concept is one in which the critical 
attributes are determined by the definition, e.g., 
war. Observation characteristics have measurable 
or observable physical characteristics. Charac- 
teristics of a concept are either ~ vant (i.e., 
basic), or irrelevant. Discrimination vetween con- 
cept classes can be illustrated by use of a Venn 
diagram. Examples of concepts and concept 
classes are either convergent (their irrelevant at- 
tributes are as similar as possible) or divergent 
{their irrelevant attributes are as different as 
possible). The most effective relationship 
between examples and nonexamples of a concept 
is matched: that is, an example and a nonexample 
have similar irrelevant attributes. In that case, the 
only difference between them is the critical at- 
tributes of the concept. Examples of concepts can 
also be discriminated between on the grounds of 
whether they are easy or hard. (JK) 
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Merrill, Paul F. And Others 

The Interactive Effects of the Availability of Ob- 
jectives and/or Rules on Computer-Based 
Learning: A Replication. 

Florida State Univ., Tallahassee. Computer- 
Assisted Instruction Center. 

Spons Agency—Office of Naval Research, 
Washington, D.C. Personnel and Training 
Research Programs Office. 

Pub Date 15 Sep 72 

Note—51p.; Tech Memo Number 59 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Anxiety, ‘*Behavioral Objectives, 
College Students, *Computer Assisted Instruc- 
tion, Evaluation, Reaction Time, Retention, 
*Teaching Methods 
To replicate and extend the results of a previ- 

ous study, this project investigated the effects of 

behavioral objectives and/or rules on computer- 
based learning task performance. The 133 sub- 
jects were randomly assigned to an example-only, 
objective-example, rule example, or objective-rule 
example group. The availability of rules and/or 
objectives reduced the number of examples 
required to meet criterion performance and in- 
creased posttest performance. In addition, rules 
reduced display latency and test item response 
latency and increased retention test performance. 

Rules also decreased the level of within-task state 

anxiety. (Author/RH) 
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Crossed Wires; Cable Television in New Jersey. 
Center for Analysis of Public Issues, Princeton, 
N.J. 
Pub Date 72 
Note—94p. 
Available from—The Center for Analysis of 
Public Issues, 92A Nassau Street, Princeton, 
. New Jersey 08540 (no price a 
Document Not Available from EDRS. 
Descriptors—*Cable Television, *Citizen Par- 
ticipation, City Officials, Community Antennas, 
Federal Legislation, Legal Responsibility, *Lo- 
cal Government, Mass Media, Municipalities, 
Public Policy, State Agencies, *State Govern- 
ment, State Laws, State Legislation, *Statewide 
Planning, Television 
Identifiers—CATV, Federal Communications 
Commission, Franchising, *New Jersey 
Cable television (CATV) in New Jersey has 
been almost nonexistent: Because of the state’s 
proximity to the major cities of New York and 
Philadelphia, there has been a scarcity of New 
Jersey-oriented news and public affairs program- 
ne Cable television access, it is suggested, could 
fill this information gap in New Jersey if the state 
government would begin to apply informed con- 
ceptions of the public interest when granting 
franchises for cable television operations. This re- 
port comprehensively discusses all the aspects of 
cable television franchising as they pertain to the 
New Jersey situation. The report recommends 
statutory reform of the ground rules for CATV 
development, jurisdictional control of cable 
operations by the Public Utilities Commission, 
and the formation of a new Office of Cable Com- 
munications. (MC) 
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McLaughlin, G. Harry 
Educational Television On Demand. An Evalua- 
tion of the Ottawa IRTV Ex; 
Ontario Inst. for Studies in Education, Toronto. 
Pub Date 72 
Note—167p.; Occasional Papers Number 11 
Available from—The Ontario Institute for Studies 
in Education, 252 Bloor Street West, Toronto 
5, Ontario, Canada (No price quoted) 
Document Not Available from E 
Descriptors—Audiovisual Aids, *Audiovisual In- 
struction, Closed Circuit Television, *Dial Ac- 
cess Information Systems, Educational Televi- 
sion, Experimental Programs, *Film Libraries, 
Films, Information Retrieval, *Instructional 
Television, Program Descriptions, *Program 
Evaluation, Televised Instruction, Television 
Identifiers—Canada, ‘Information Retrieval 
Television, IRTV, Ottawa 
The Information Retrieval Television (IRTV) 
system was a unique experimental media program 
initiated in several Ottawa schools in the fall of 
1968. The program was designed to allow 
teachers to select televised audiovisual programs 
for their classes when and where they choose. 
This arrangement freed teachers from broadcast 
schedules and the rigidities of existing film dis- 
tribution methods. The IRTV system was tested 
for nearly three years, and this report discusses a 
variety of aspects of the system. The report is 
based primarily upon questionnaire surveys and 
media center logs. It does not attempt to validate 
IRTV’s effect on learning, but rather it evaluates 
the mechanics of the system itself. The data col- 
lected revealed that the IRTV system was unlike- 
ly to do much more than double the average stu- 
dent’s exposure to films and television. Further- 
more, IRTV was predominantly used for en- 
richment. The most important advantage of the 
system was that it could insure the viewer the 
rv nell in a very short time. (MC) 
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Gailitis, Maris M. 

The Costs of Information Retrieval Television. A 
Case Study in the Cost-Effectiveness of Educa- 
tional Media. 

Ontario Inst. for Studies in Education, Toronto. 

Pub Date 72 

Note—87p.; Occasional Papers Number 12 

Availabie from—The Ontario Institute for Studies 
in Education, 252 Bloor Street West, Toronto 
5, Ontario, Canada (No price waseted) 

Document Not Available from E > 

Descriptors—Administration, Audiovisual Com- 
munication, Audiovisual Instruction, Closed 
Circuit Television, *Cost Effectiveness, Costs, 
Dial Access Information Systems, Expenditure 
Per Student, *Experimental Programs, Film 
Libraries, Films, *Information Retrieval, *In- 
structional Television, Management, Operating 
Expenses, Planning, Program Costs, Program 
Effectiveness, *Program Evaluation, Television 

Identifiers—Canada,  *Information Retrieval 
Television, IRTV, Ottawa 
The Information Retrieval Television (IRTV) 

system was a unique experimental media program 

initiated in several Ottawa, Canadz schools in the 
fall of 1968. The program allowe teachers to 
select televised audiovisual programs for their 
classes at any time. This arrangement freed them 
from having to adapt to broadcast schedules or to 
the rigidities of existing film distribution methods. 
The IRTV system was tested for nearly three 
years and detailed records of the costs of the 
system were systematically kept. This report 
shows the type of consideration that must be 
taken into account by administrators and plan- 
ners when organizing an efficient media system. 

Comprehensive in , the report concluded 

that it is unlikely that IRTV can ever be cost-effi- 

cient until it becomes a self-contained mode of 
instruction in some part of the learning environ- 
ment. Though the conclusions about IRTV were 

not favorable, the methodology used to develop a 

— rationale should be of lasting value. 

(MC) 
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Tennyson, Robert D. 

Adaptive Instructional Model for Concept Acquisi- 
tion 


Florida State Univ., Tallahassee. Computer- 
Assisted Instruction Center. 

Spons Agency—Air Force, Washington, D.C. 

Pub Date 30 Jan 73 

Note—29p.; Tech Memo Number 70 


EDRS Price MF-$0.65 HC-$3.29 
Descriptors—* Adaptation Level Theory, 
*Branching, *Computer Assisted Instruction, 
*Concept Teaching, *Individual Differences, 
Individualized Instruction, Performance 
Identifiers—* Adaptive Concept Acquisition 
An adaptive instructional strategy for in- 
dividualized concept teaching was developed ac- 
cording to decision processes that adjust instruc- 
tional variables to individual differences and dif- 
ferential performance, either before a task in 
response to an individual's traits or during a task 
in response to his current responses. An adaptive 
instructional strategy is presented for teaching 
concepts according to a learner's error response 
pattern after an intermediate evaluation with the 
instructional sequence. (Author/RH) 
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Marchese, Lamar 

Cable Television in Central Appalachia: A Feasi- 
bility Study. 

Morehead State Univ., Ky. Appalachian Adult 
Education Center. 

Spons Agency—Bureau of Adult, Vocational , 
and Technical Education (DHEW/OE), 
Washington, D.C. 

Pub Date Aug 72 

Grant—OEG-0-71-4410 

Note—26p.; Issue 5 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Cable Television, Citizen Par- 
ticipation, Community Antennas, Community 
Benefits, *Community Change, Community 
Programs, *Economic Disadvantagement, 
*Feasibility Studies, Programing (Broadcast), 
Public Health, *Rural Areas, Rural Economics, 
Rural Education, Rural Population 

Identifiers—* Appalachia, CATV 
Appalachia has a long history of isolation, 

poverty and exploitation by outsiders, but many 
of the region’s problems may be wholly or partly 
solvable through improved communications in 
such areas as health services, education, and 
training. The existing facilities for cable television 
in the area, its potential for use in the needed 
public services, and recommendations for better 
use of existing services and additional services to 
meet the public service programing needs of the 
area through cable television are reviewed in this 
report. (Author/RH) 
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Herriott, Robert E. Liebert, Roland J. 

“The Electric Company” In-School Utilization 
Study. Volume One: The 1971-72 School and 
Teacher Surveys. 

Florida State Univ., Tallahassee. Inst. for Social 
Research.; Research Triangle Inst., Durham, 
N.C. Statistics Research Div. 

Spons Agency—Children’s Television Workshop, 
New York, N.Y. 

Pub Date 15 Aug 72 

Note—164p.; Draft Copy 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—*Educational Television, Elementa- 

School Supervisors, Elementary School 
Teachers, Instructional Television, Low Income 
Groups, *Program Evaluation, *Public Televi- 
sion, Reading Skills, *Surveys, Television View- 
ing, Urban Education 

Identifiers—*The Electric Company 
An innovative, entertaining television series, 

“The Electric Company” (TEC), was designed by 
Children’s Television Workshop to help teach 
basic reading skills to seven-to-ten year olds 
either at home or in school. This report discusses 
two in-school audience surveys of TEC utiliza- 
tion-a Fall 1971 survey of elementary school 
principals which provides national estimates of 
utilization levels by different types of schools and 
pupils, and a Spring 1972 survey of teachers who 
were using TEC which provides data on the con- 
ditions under which pupils were actually viewing 
the program. Major findings of the fall survey are 
presented, emphasizing the good penetration of 
TEC into urbanized and low income areas in the 
North Atlantic and West-Southwest regions and 
among pupils who need it most. Findings of the 
nationwide teacher survey are discussed at length 
and are detailed in an appendix. Also appended 
are the fall questionnaire, tables presenting fall 
findings, the spring questionnaire, and a technical 
report of the surveys. (SH) 
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Monka, Carolyn, Comp. 

ERIC Documents on the Teaching of Foreign Lan- 

guages: List Number 9. 

ERIC Clearinghouse on Languages and Lin- 
guistics, New York, N.Y. 

Spons Agency—National Inst. of Education (D- 
HEW), Washington, D.C. Task Force on Dis- 
semination. 

Pub Date Oct 72 

Note—23p.; Reprinted from Foreign Language 
Annals, v6 nl p123-143 Oct 1972 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Bilingualism, *Catalogs, Classical 
Languages, *Clearinghouses, Cultural Context, 
Curriculum Guides, *Educational Fesources, 
Fles, International Education, *Language In- 
struction, Language Laboratories, Language 
Tests, Microfiche, *Modern Languages, Pro- 
gramed Instruction, Second Language Learn- 
ing, Statistical Studies, Teacher Education, 
Teaching Techniques, Televised Instruction 
This ninth in a series of such catalogs lists 449 

items pertaining to foreign language instruction 

that were accessioned by all Educational 

Resources Information Center (ERIC) 

Clearinghouses from November 1971 through 

Apri! 1972. Entries are organized alphabetically, 

and a 15-subject user index assists in pinpointing 

items relevant to — interests. Also sup- 
plied are prices microfiche or hard copy 
reproduction, ERIC document numbers, and 
availability information. For previous such 

catalogs, see ED 026 924, ED 029 538, ED 033 

643, ED 037 150, ED 044 990, ED 047 592, ED 

056 600, and ED 062 889. (RL) 
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Wood, Lynn T. 
A Study of Student Attitudes towards Foreign 
Languages in Public Secondary Schools of Utah. 
Spons Agency—Utah State Board of Education, 
Salt Lake City. 
Pub Date May 72 
Note—100p.; Master’s thesis, Brigham Young 
University 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Dropout Attitudes, Dropout Preven- 
tion, Dropout Research, *Language Instruction, 
Masters Theses, *Modern Languages, *School 
Surveys, Secondary Schools, *Second Lan- 
guage Learning, Statistical Data, *Student At- 
titudes, Student Needs 
An analysis of a student attitude questionnaire 
administered in the spring of 1970 to students in 
39 secondary schools in the state of Utah reflects 
attitudes which students bring to foreign language 
classrooms. Results of the survey indicate that 
students share positive attitudes toward language 
study both before and after enrollment in a lan- 
guage program. Loss of interest in the subject is 
to be the primary cause of student 
Fvomlateg The contents of the paper include: (1) 
nature of the survey, (2) review of the literature, 
(3) the student foreign language attitude 
questionnaire, (4) results of the study, and (5) 
conclusions and recommendations. Appendixes 
contain the foreign language attitude question- 
naires and other rtinent data. A_ selected 
bibliography is included. (RL) 


ED 073 712 
Atlanta Public Schools 
Atlanta Public Schools, Ga. 
Pub Date 71 
Note—138p.; Revised edition 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—Articulation (Program), Course 
Content, Course Objectives, Cultural Educa- 
tion, *Curriculum Guides, Electronic Equip- 
ment, Language Guides, *Language Instruc- 
tion, Language Skills, Language Tests, Modern 
Languages, *Secondary Schools, *Spanish, Stu- 
dent Evaluation, *Teaching Guides, Teaching 
Methods 
This guide for teachers of Spanish outlines 
course objectives and general educational goals. 
Contents include information on (1) philosophy 
and long-range goals, (2) student recruitment, 
(3) program counseling, (4) English in the class- 
room, (5) grammar, (6) articulation, (7) inde- 
pendent study, (8) grouping for student-centered 
work, (9) reading in the second-year class, (10) 
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suggesiions for out-of-class activities, (11) rap- 
port building, (12) use of electronic classrooms, 
(13) oor gener of student performance, (14) 
some “do's” and “don'ts” in testing, (15) sug- 
gestions on how to use a film, (16) accountability 
and foreign language teaching, (17) progressive 
development of the four skills, (18) flow chart of 
Spanish courses, (19) suggested content for 
quarter courses, (20) materials, resources, and 
equipment for each Spanish classroom and de- 
partment, (21) teaching methods for use with 
“Entender y Hablar” and “En las Americas”, 
(22) specific course outlines, and (23) cultural 
education. Appendixes contain suggestions for 
resource materials. (RL) 
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Gaines, Billie Davis And Others 
Atlanta Public Schools Russian Guide. 
Atlanta Public Schools, Ga. 
Pub Date 71 
Note—86p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Articulation (Program), Course 
Content, Course Objectives, Cultural Educa- 
tion, *Curriculum Guides, Electronic Equip- 
ment, Language Guides, *Language Instruc- 
tion, Language Skills, Language Tests, Modern 
uages, *Russian, *Secondary Schools, Stu- 
dent Evaluation, *Teaching Guides, Teaching 
Methods 
This guide for teachers of Russian outlines 
course objectives and general educational goals. 
Contents include information on: (1) philosophy 
and long-range goals, (2) student recruitment, 
(3) program counseling, (4) English in the class- 
room, (5) grammar, (6) articulation, (7) inde- 
pendent study, (8) grouping for student-centered 
work, (9) reading in the second-year class, (10) 
suggestions for out-of-class activities, (11) rap- 
port building, (12) use of electronic classrooms, 
(13) evaluation of student performance, (14) 
some ‘‘do’s” and “don'ts” in testing, (15) sug- 
gestions on how to use a film, (16) accountability 
and foreign language teaching, (17) progressive 
development of the four skills, (18) flow chart of 
Russian courses, (19) suggested content for 
quarter courses, (20) materials, resources, and 
equipment for each Russian classroom and de- 
partment, and (21) several course descriptions. 
An appendix contains a list of resources and 
materials. (RL) 
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Bolen, Helen And Others 
Atlanta Public Schools German Guide. 
Atlanta Public Schools, Ga. 
Pub Date 71 
Note—154p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—Articulation (Program), Course 
Content, Course Objectives, Cultural Educa- 
tion, *Curriculum Guides, Electronic Equip- 
ment, *German, Language Guides, *Language 
Instruction, Language Skills, Language Tests, 
Modern Languages, *Secondary Schools, Stu- 
dent Evaluation, *Teaching Guides, Teaching 
Methods 
This guide for teachers of German emphasizes 
the primacy of listening and speaking skills at all 
levels of instruction. Contents include informa- 
tion on: (1) philosophy and ultimate goals, (2) 
student recruitment, (3) program sequence, (4) 
English in the classroom, (5) grammar, (6) ar- 
ticulation, (7) independent study, (8) grouping 
for student-centered work, (9) reading in the 
second-year class, (10) suggestions for out-of- 
class activities, (11) rapport building, (12) use of 
electronic classrooms, (13) evaluation of student 
performance, (14) some “do’s” and “don ts” in 
testing, (15) how to use a film, (16) accountabili- 
ty, (17) professional organizations, (18) progres- 
sive development of the four skills, (19) flow 
chart of German courses, (20) suggested gpeeral 
activities, (21) suggested procedures for using 
Verstehen und Sprechen”, (22) materials, 
resources, and equipment for ‘each German class- 
room and department, and (23) general linguistic 
and cultural objectives of introductory German. 
(RL) 
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Wivell, Charles J. 

Problems of Teaching Chinese Literature in a 
Comparative Literature Program. 

Pub Date 25 Nov 72 
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Note—7p.; Paper presented at a meeting of the 
Chinese Language Teachers Association, Atlan- 
ta, Georgia, November 25, 1972 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Chinese, College Language Pro- 
grams, Cultural Education, *Language Instruc- 
tion, Literary Analysis, *Literature, Modern 
Languages, Short Stories, *Teaching Methods, 
*Translation 
Sinologists concerned with methods of teaching 

literature are exposed to an interpretive and 
structural approach to the field. Problems en- 
countered in translating the Chinese short story 
into English are illustrated by several examples. A 
method of analysis of the thematic structure of a 
story is examined on three levels: (1) overt plot 
and theme structure, (2) patterns of literary allu- 
sions integral to the plot, and (3) less obvious 
patterns of verbal imagery and action related to 
the specific theme of a particular story. (RL} 


ED 073 716 FL 003 816 
Materiales en Marcha para el Esfuerzo Bilingue-- 
Bicultural (Materials on the March for the 
Promotion of Bilingualism/Biculturalism), Oc- 
tober 1972. 
San Diego City Schools, Calif. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. Div. of Bilingual Education. 
Pub Date Oct 72 
Note—18p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Biculturalism, *Bilingualism, *Cul- 
tural Awareness, English (Second Language), 
Mexican Americans, Minority Groups, 
*Newsletters, Portuguese, *Reading Material 
Selection, Second Languages, Social Studies, 
Spanish, Spanish Speaking 
This newsletter seeks to promote the concept 
of bilingual-bicultural education. Among its arti 
cles are “Selection of Social Studies Resources,” 
“Capturing a Child’s Fancy: Read-Aloud Books,” 
and “Ana’s and Marta’s Toast to Second-Grade 
Social Studies.” Recommended reading materials 
in the fields of elementary Mexican history, 
second-grade social studies, and short stories are 
included. Appended is a list of distributors of 
educational materials in Spanish and Portuguese. 
Some of the articles appear both in Spanish and 
English. (SK) 


ED 073 717 FL 003 836 
Lange, Dale L., Ed. James, Charles J., Ed. 
Foreign Language Education: A Reappraisal. 
American Council on the Teaching of Foreign 
Languages, New York, N.Y. 
Pub Date 72 
Note—406p. ‘ 
Available from—National Textbook Co., 8259 
Niles Center Rd., Skokie, Ill. 60076 (ACTFL 
members: $7.60 paper, $14.00 hard cover; 
non-members: ($9.50 paper, $17.50 hard 
cover) 
Document Not Available from EDRS. 
Descriptors—Bilingual Education, Cultural Edu- 
cation, Curriculum Planning, Curriculum 
Research, *Educationa! Research, *Individual- 
ized Instruction, Instructional Program Divi- 
sions, *Language Instruction, Language Pro- 
grams, Language Skiils, *Modern Languages, 
Program Development, Program Evaluation, 
Second Language Learning, Student Motiva- 
tion, Student Needs, Teacher Attitudes, 
Teacher Education, *Teaching Methods 
This fourth volume in a series on foreign lan- 
guage education develops a cohesive review of 
language instruction in American public schools 
and also forecasts probable trends for the 1970's. 
The dominant themes which prevail in this study 
are individualization of instruction, pluralism of 
group interests, and technical assistance in learn- 
ing. Chapters included material on: (1) purposes 
and goals in future foreign language programs, 
(2) teacher attitude, aptitude, and motivation, 
(3) teaching as facilitation and management of 
learning, (4) teacher education for new goals, (5) 
student aptitude, attitude, and motivation, (6) im- 
plications of psychological research for second 
language learning, (7) curriculums for new goals, 
(8) measurement implications of recent trends in 
foreign language teaching, (9) interaction of stu- 
dent and teacher with the learning environment, 
(10) teachers, students, and media as coagents in 
learning, (11) extra-school factors that influence 
language learning, (12) bilingualism in a plu- 
ralistic society, and (13) reappraisal of foreign 
language education. An index is provided. (RL) 





58 Document Resumes 
FL 003 862 
ilingue 


ED 073 718 


Se ene Au- 


Die re) on City Schools, Calif. 
sof Dio Ci Seok of Education (DHEW), 
Sivashinaton D.C. Div. of Bilingual Education. 
Pub Date Aug 72 
Note—22p. 
EDRS Price MF-$0.65 HC-$3.29 
— rs—*Biculturalism, *Bilingualism, *Cul- 
Awareness, English (Second Longe). 
en Americans, Minority roups, 
*Newsletters, Portuguese, *Reading Material 
Selection, Science Instruction, Second Lan- 
es, Spanish, Spanish Speaking 
is newsletter seeks to promote the concept 
of bilingual-bicultural education. Among its arti- 
cles are “Steps Toward Effective Bilingualism,” 
“A "Used’ Teacher's View of New Language Arts 
Materials,” “‘Rich Resources for Reading,” and “- 
Tidbits to Turn On Science Students and 
Teachers.” Book reviews and a list of recom- 
mended reading materials are included. Ap- 
pended is a list of distributors of educational 
materials in Spanish and Portuguese. Some of the 
0 appear both in Spanish and Portuguese. 
(SK) 
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ees of Bilingualism/Biculturalism), July 

1972. 

San Diego City Schools, Calif. 

Spons Agency—Office of Education (DHEW), 
Washington, D.C. Div. of Bilingual Education. 

Pub Date Jul 72 

Note—22p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Biculturalism, *Bilingualism, *Cul- 
tural Awareness, English (Second Lan e), 
Mexican Americans, Minority roups, 
*Newsletters, Portuguese, *Reading Material 
ere. Second Languages, Social Studies, 


epee nish Speaking 

~~ tter seeks to promote the concept 
of bilingual-bicultural education. Among its arti- 
cles are “McGuffey, Move Over,” “Nacho and 
Other Friends,” “‘Naturaleza y Sociedad for First- 
Grade Social Studies,” and “Field-Testing 
Favorites.” Appended are lists of distributors of 
educational materials in Spanish and Portuguese, 
and recommended instructional materials. Some 
of the articles appear both in Spanish and En- 
glish. (SK) 


ED 073 720 
The French Revolution. 
Baltimore City Public Schools, Md. 
Pub Date May 72 
Note—12p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Cultural Education, *Curriculum 
Guides, ‘*French, ‘History, Instructional 
Materials, *Language Instruction, Secondary 
Schools, Short Courses, Study Guides 
Identifiers— *French Revolution 
This outline on the French Revolution is 
designed to illustrate how this period of French 
history influenced various aspects of contempora- 
ry culture. Four main sections are treated: (1) 
ideas that led to the Revolution, (2) the reigns of 
the Bourbon kings, (3) the Revolution, and (4) 
the rise of Napoleon as a reaction to chaos. A list 
of 16mm color films available to teachers is in- 
cluded, and a selected bibliography concludes the 
guide. (RL) 


ED 073 721 FL 003 888 

The Impact of the German on American Culture. 

Baltimore City Public Schools, Md. 

Pub Date May 72 

Note—7p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors— American Culture, *Course 
Descriptions, Course Objectives, *Cultural 
Education, Culture Contact, *German, Im- 
migrants, *Instructional Materials, *Language 
Instruction, Modern Languages, Occupations, 
Short Courses 
Several brief outlines of minicourses for Ger- 

man classes focus on developing student aware- 

ness of the phenomenon of his own immigration, 

cultural contributions, and influence. Topics in- 

clude: (1) phenomena of German immigration, 

(2) areas of settlement, (3) cultural contributions 
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of the 18th and 19th centuries, (4) cultural con- 

tributions of the 20th century, (5) early occupa- 

tions of the 18th and 19th centuries, (6) occupa- 

tions of the 20th century, (7) music, (8) art and 

literature, (9) impact on our culture, and (10) 

peoera ography. Resource materials and suggested re- 
ted activities are included. (RL) 


ED 073 722 FL 003 949 
Ford, James F. 


A Foreign Language Educator Looks at Career 


Education. 
Arkansas State Dept. of Education, Little Rock. 
Pub Date Jan 73 
Note—9p.; Paper presented at the Modern Lan- 
guage Section of the Arkansas Education As- 
sociation Convention, November 21, 1972; Ar- 
kansas Foreign Language Newsletter; v7 n2 p1- 
9 Jan 1973 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Career Education, Educational 
Objectives, *Educational Philosophy, Instruc- 
tional Program Divisions, *Language Instruc- 
tion, *Moderm rn ty Second Language 
Learning, Vocational velopment, *Voca- 
tional Education 
This article, concerning the role of foreign lan- 
guage instruction within the framework of career 
education, provides a brief review of newly 
emerging educational theory. Several definitions 
of career education trace their origins back to the 
“life adjustment” educational philosophy 
proposed by John Dewey. A model program for 
career education, the Comprehensive Career 
Education Model being developed by the Center 
for Vocational and Technical Education at Ohio 
State University, is described. The final section of 
the article is devoted to ways in which foreign 
language instruction can be oriented toward the 
concept of career education. (RL) 


ED 073 723 _ FL 003 964 


Indonesian 
Teaching: An Inevitability, But How Much? 
Pub Date 24 Nov 72 
Note—I1p.; Paper presented at a meeting of the 
American Conference of Teachers of Uncom- 
mon Asian Languages, Atlanta, Georgia, 
November 24, 197 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*College Language = Programs, 
Course Descriptions, *Cross Cultural Training, 
Cultural Education, *Curriculum Guides, *In- 
donesian, Indonesian Languages, Beng In- 
— Language Learning Levels, Teaching 
Me 
nog ar pee | the integral relationship of lan- 
guage and culture, this article outlines a guide for 
teachers of Indonesian who wish to supplement 
their language instruction with cultural concepts. 
Remarks and linguistic examples are presented 
for three lan learning levels. An appendix 
contains an outline of the suggested scope and 
sequence of the cultural segment in Indonesian 
—- teaching at college levels 1, 2, and 3. 
(RL) 
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Rickett, Adele Austin 
A “Transiation” 
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in Chinese Poetry. 
Pub Date 25 Nov 72 


Note—16p.; Paper presented at the meeting of 
the Chinese uage Teachers Association, 
Atlanta, Georgia, November 25, 1972 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors— *Chinese, *College Students, 
*Literature Appreciation, ‘Poetry, Sino 
Tibetan Languages, *Teaching Methods, 
Teaching Techniques 
A teaching technique for helping college stu- 

dents of Chinese poetry wor eg rehend the com- 

plexity and error often cau: by translation is 

discussed. The author illustrates how she provides 
the equivalent English word for each of the Chin- 
ese characters in a poem from the “‘Shih-ching,” 
and requires students to prepare their own trans- 
lation of the poem. Student analyses of the mean- 
ing of the poem are then discussed. It is sug- 
gested that this process, which directly involves 

the student in interpreting the poem, offers a 

greater opportunity for developing aren insight 

than does the reading of prep 
translations. (RL) 


ED 073 725 FL 003 983 
Paquette, F. Andre 
A Tiger in an Academic Jungle. 





Pub Date 29 Dec 72 

Note—10p.; Paper presented at the joint forum 
of the Association of Departments of English 
and the Association of Departments of Foreign 
ame New York, N.Y., December 29, 
1 


EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Curriculum Development, *Lan- 
guage esa *Modern Languages, Na- 
tional *Program Evaluation, *Pro- 
= improvement, School Surveys, Summative 

valuation 

This survey of profession-wide accomplish- 
ments and failures in foreign language instruction, 
characteristic of the last two decades, is comple- 
mented by suggestions intended to spur teachers 
and educational institutions into initiating im- 
provements in curriculum development con- 
sidered to be vital to the survival of the foreign 
language profession. Specific references to pro- 
grams and publications, characteristic of the 
period under consideration, are outlined in four 
i (1) gery statements, (2) 


professional communiction. Concluding remarks 
predict that unless the language teaching profes- 
sion recovers the “boldness” of the early 1950's 
the profession shall be nothing more than a “- 
paper tiger’’ in an academic jungle. (RL) 
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Bilingualism/Biculturalism), 


2. 
San Diego City Schools, Calif. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. Div. of Bilingual Education. 
Pub Date Dec 72 
Note—24p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Biculturalism, *Bilingualism, *Cul- 
Awareness, English (Second Language), 
Geography Instruction, Mexican Americans, 
*Minority Groups, ‘*Newsletters, Political 
Power, _Portu Second Languages, 
— — Speaking 
letter seeks to promote the concept 
of bilingual-cultural education. Among its articles 
are ‘Political Power and Bilingualism,” “Saturday 
Fun for Joao and Maria,” “Student Selected 
Geography Texts,” and “To Become Aware of 
One’s Reality.” Included is a list of distributors of 
educational materials in Spanish and Portuguese. 
Some of the articles appear both in Spanish and 
English. (SK) 


ED 073 727 
Bidwell, Charles E. 
Outline of Polish Morphology. 
Pittsburgh Univ., Pa. University Center for Inter- 
national Studies. 
Pub Date Jan 72 
pec ngs 
Available from—University Center for Interna- 
tional Studies, 224 Social Science Building, 
re ad of Pittsburgh, Pittsburgh, Pa. 15213 
($4.00 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Descriptive Linguistics, 
Classes (Languages), 
*Moi (Langu 
Mp ns go Nominals, *Polish Slavic 
Langu 
This ~Aeg one of a series of concise but 
relatively exhaustive descriptions of the sr 
matical structures of the principal standard Slavic 
languages, contains an — of Polish 
four maj sections are 
Prong the Polish 
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and the Polish verb (Part Soca atic al- 
ternation). A bibliography is included. (RL) 
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Oshika, Beatrice T. 

On the Role of Discourse in the Teaching of Thai. 

Pub Date 24 Nov 72 

Note—7p.; Paper presented at a meeting of the 
American Conference of Teachers of Uncom- 
mon Asian . Atlanta, Georgia, 
November 24, 197 

EDRS Price MF-$0.65 HC-$3.29 


eee, Teoh Methods, *Thai 





Several methods illustrating how textbooks 
traditionally teach the use of pronouns in 
discourse in Thai are examined and criticized in 
this study. Examples of how “referential identity” 
and “lexical identity” are interrelated are pro- 
vided. It is pointed out that (1) the semanti+ fea- 
tures of age, gender, and relationship are not suf- 
ficient to describe pronoun usage in Thai, and 
(2) dialogues and narratives based on rules of 
sentence-domain grammars do not accurately 
reflect the language of native speakers. The com- 
petence of the native speaker includes the skill to 
manipulate and vary pronouns moe Seawne. 
It is suggested that an objective of i language 
instruction should be to duplicate the behavior 
represented by that skill and to discover and 
teach the rules governing manipulations such as 
pronoun deletion and noun switching in sentence 
sequences. (RL) 


ED 073 729 FL 004 017 
van Doorslaer, M. P. 
Reading Problems and Teaching Literature in 
Foreign eo 
Pub Date Oct 72 
Note—13p.; Paper presented at a meeting of the 
Rocky Mountain Modern Lan  Associa- 
tion, Tucson, Arizona, October fo- 1, 1972 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Anthologies, *College Language 
Programs, Language Fluency, *Literature, 
*Reading Development, Reading Skills, Second 
Language tag Student Attitudes, *Stu- 
dent Motivation, *Teaching Methods 
Discussion of the current student malaise 
toward foreign literature and reading problems 
encountered by college students is directed 
toward means of making college language = 
grams more relevant and of updating teaching 
methods. Student disinterest is traced to a prema- 
ture and excessive overexposure to electronic 
media. The author proposes a combined 
synchronic and diachronic approach to literary 
anthologies while stressing reading development 
without the use of a dictionary. (RL) 


ED 073 730 FL 004 021 

Pasquariello, Anthony M. 

A Cause in Search of Understanding and Leader- 
ship: Bilingual and Bicultural Education. 

Pub Date 30 Dec 72 

Note—16p.; Presidential address delivered at the 
Annual Meeting of the American Association 
of Teachers of Spanish and Portuguese, (54th, 
New York, N.Y., December 30, 1972) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Bilingual Education, ‘*Bilingual 
Schools, ‘*Bilingual Students, Bilingual 
Teachers, Community Attitudes, Cultural Plu- 
ralism, Educational Policy, English (Second 
Language), Ethnic Groups, *Minority Groups, 
Multilingualism, Spanish Speaking, *Teacher 
Attitudes 
This paper outlines proposals focusing on what 

individuals may contribute in an attempt to 

generate positive action in meeting the special 

and unique educational needs of children who 

have limited English-speaking ability and who 

come from minority or ethnic backgrounds. 

Problems facing teachers and students from bilin- 

gual and bicultural communities are exposed in 

comments from local and national political 

leaders. (RL) 
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Quinto (A 
Fifth Grade). 
Philadelphia School District, Pa. 
Pub Date 69 
Note—IIp.; Tentative edition 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Beginning Reading, *Cartoons, 
Classical a Elementary School Stu- 
dents, *Fles, *Grade 5, *Latin, *Reading 
Development, Vocabulary 
This reader, intended for fifth-grade Latin stu- 
dents, contains more than a dozen cartoon figures 
illustrating Latin phrases. A simplified map of Im- 
perial Rome is included. (RL) 
FL 004 078 
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Masciantonio, Rudolph And Others 

Look for the Latin Word: A Gamebook on En- 
glish Derivatives and Cognates to Accompany 
“How the Romans Lived and Spoke (Remani 
Viventes et Dicentes): A Humanistic Approach 
to Latin for Children in the Fifth Grade”. 


Philadelphia School District, Pa. 
Pub Date 72 
Note—87p.; Tentative edition 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Childrens Games, Classical Lan- 
i *Educational Games, English, *Fles, 
trade 5, Instructional Materials, ‘*Latin, 
*Vocabulary Development, *Word Study 
Skills, Workbooks 
This gamebook is intended to assist the ele- 
mentary school Latin teacher in introducing the 
reading and writing of English derivatives and 
cognates after these have been mastered audiolin- 
— in the Latin course “How the Romans 
ived and Spoke (Romani Viventes et Dicentes): 
A Humanistic Approach to Latin for Children in 
the Fifth Grade." (For the Teacher's Guide to 
this course, see ED 044 066.) Fifty games relat- 
ing to Units 1-9 are contained in the text. 
(Author/RL) 
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Recent Developments in 
rams. 


College Entrance Examination Board, New York, 
N.Y.; Educational Testing Service, Princeton, 
J 
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N.J. 

Pub Date 72 

Note—55p. 

Available from—Educational Testing Service, 
Publications Order Office, Princeton, New Jer- 
sey 08540 ($2.50 each; $1.00 each for 10 co- 
pies or more) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Educational Change, *Educational 
Innovation, *Educational Opportunities, *Ex- 
ternal Degree Programs, *Higher Education 
This volume provides an extensive compendi- 

um of information about the changes occurring in 
higher education that are expanding the opportu- 
nities through which individuals can learn and 
gain recognition for that learning. The first sec- 
tion of the report is concerned with programs 
that were operational by fall 1972 while the 
second section focuses on activities still in a 
proposal or planning stage. The third major sec- 
tion describes the studies and investigations that 
have occurred and reports that have been 
prepared to undergird the development of new 
programs. ( ‘Author/HS) 
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Altman, Robert A. 

Report on the Council of Graduate Schools-Grad- 
uate Record Examinations Board 1972-73 Sur- 
vey of Graduate Enroliment, Part I. 

Educational Testing Service, Princeton, N.J. 

Pub Date [73] 

Note—1 Ip. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Enrollment, *Enrollment Trends, 
*Graduate Students, Graduate Study, *Gradu- 
ate Surveys, *Higher Education 
A survey designed to elicit information con- 

cerning graduate school enrollment was issued in 

two parts in the early fall of 1972 and in January 

1973. This document presents the results of the 

first part of the survey. Tables present the 

number of respondents with usable data to each 
question, the percentage that number represents 
of the total group or subgroup, the total number 
of students reported as being enrolled for fall 
1971 and fall 1972, and the percentage of change 
in enrollment from 1971 to 1972. All data are 
presented by public, private and total. In addi- 
tion, data are presented for institutions classified 
in terms of the highest d awarded. Finally, 
data are summarized by size of the responding 

graduate school. Size categories used include 0- 

100 students, 101-500 students, 501-1000 stu- 

dents, 1,001-5,000 students, and over 5,000 stu- 

dents. (HS) 
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The American Freshman: National Norms for Fall 
1972. Ace Research Reports. Volume 7, 
Number 5. 

American Council on Education, Washington, 
D.C. Office of Research. 

Pub Date Dec 72 

Note—104p. 

EDRS Price MF-$0.65 HC-$6.58 
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Descriptors—*College Freshmen, *College Stu- 
dents, *Higher Education, *Statistical Data, 
*Student Characteristics 
Presented in this document are national norma- 

tive data on characteristics of students entering 
college as first-time, full-time freshmen early in 
the 1972-73 academic year. The Student Infor- 
mation Form was used to elicit a wide range of 
biographic and demographic data, as well as data 
on the student’s high school background, career 
plans, educational aspirations, financial arrange- 
ments, high school activities and behaviors, and 
current attitudes. (HS) 
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Society for Research into Higher Education, Ltd., 
London oem, a 

Pub Date Nov 72 

Note—273p. 

Available from—Society for Research into Higher 
Education Ltd., 25 Northampton Square, Lon- 
don ECIV OHL ($14.00) 

Document Not Available from EDRS. 

Descriptors—*Educational Research, ‘*Higher 
Education, *International Education, 
*Research 

Identifiers—* United Kingdom 
This document presents a cumulative register 

of on-going higher educational research in the 
United Kingdom. The register entries are serially 
numbered, classified into related sections, and as 
far as possible, grouped into topics within the 
sections. Each section contains an appendix of 
recently completed work. Research worker and 
institution indexes are included. (HS) 
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Haehn, James O. 

The Social Scientist in the California State Col- 
leges: His Background, Orientations and Ideolo- 


Pub Date 28 Oct 71 
Note—18p.; Paper presented at the Annual Con- 
vention of the Community College Social 
Science Association (Ist, San Francisco, Oc- 
tober 28, 1971) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*College Faculty, *Faculty, *Higher 
Education, ‘*Professors, ‘*Social Sciences, 
Teacher Attitudes, Teacher Characteristics, 
Teacher Militancy 
This document presents the results of a study 
designed to elicit characteristics of professors in 
the field of the social sciences in the California 
State Colleges. The findings of the study support 
previous findings related to other social scientists 
in other parts of the country. Highlights of the 
findings include: (1) Social scientists tend to be 
more liberal and radical in their political views 
than other faculty. (2) Along with professors in 
the humanities, social scientists are more tolerant 
and permissive regarding questions of student 
rights, campus rules, campus speakers, premarital 
sex, and other issues. (3) Social scientists are 
more research oriented than other faculty, includ- 
ing faculty in the natural sciences. (4) Social 
scientists are more likely than other faculty to see 
the provision of a broad general education as the 
main purpose of higher education, in contrast to 
other faculty who tend to endorse either the vo- 
cational aspects of education or the view of 
higher education as a path to self-knowledge. 
(Author/HS) 
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and Professionalism. 


Professors, 
Pub Date Apr 72 
Note—IIp.; Paper presented at the Meeting of 


the Pacific Association (Portland, 
April, 1972) 
EDRS Price MF-$0,65 HC-$3.29 
Descriptors—Activism, *College Faculty, *Facul- 
ty, *Higher Education, *Professors, *Teacher 
Militancy, Teacher Welfare 
This document presents the results of a survey 
of full-time faculty members at 4 California State 
Colleges. The survey was desi to discover the 
level of militancy within the faculty and to single 
out some other characteristics common to more 
militant professors. Highlights of the findings in- 
clude: (1) Militant faculty are more likely to be 
in the disciplines associated with the Humanities 
and Social Sciences than in any of the other 
fields. (2) Militant professors are more likely to 
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be those who view themselves as politically 
liberal or radical. (3) Although militant faculty 
members do not differ significantly from other 
professors in their educational perspectives, they 
do have a tendency to be more research than 
teaching oriented. (4) The militant instructors 
tend to function socially within more narrow cir- 
cles than do nonmilitant professors, and this ap- 
pears both in their contacts with faculty and stu- 
dents. (5) Militant faculty are less satisfied with 
their careers, with their institutions, and with the 
general character of college teaching. (6) The 
highly militant professors tend to be persons who 
have been in college teaching long enough to 
reach intermediate rank, and are not as likely to 
be among the older or younger groups of profes- 
sors. (Author/HS) 
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The Paracollege of St. Olaf College is a satel- 
lite institution in which educational experimenta- 
tion takes place. The paracollege has a student 
body of 240 and the faculty numbers 21. In addi- 
tion to the other aims of St. Olaf as a whole, the 
Paracollege has as its objectives (1) to be an ex- 
perimenting unit of St. Olaf College, always 
searching for and testing new or different means 
to achieve the goals of a liberal arts education; 
(2) to emphasize interdisciplinary and integrative 
studies; and (3) to impel students to assume more 
responsibility for their own education and that of 
their fellow students, both during their college 
years and later. This document presents a hand- 
book of the college in which curricular and other 
information of importance is found. (HS) 
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A study of the status of women at Wayne State 
University is revealed in this report, and the 
highlights suggest that the inequities on the cam- 
pus are many. Some of the highlights of the study 
include: (1) although 41% of the total enrollment 
are women, representation of women decreases 
from 47% in the freshman year to 40% in the 
senior year, to 21% in graduate and professional 
schools; (2) women cluster in nursing, education 
and social work and are practically absent in 
business, engineering, medicine and law; (3) 
women complain about and experience dis- 
crimination in class, admission, financial aids, 
counseling, placement and physical education; 
(4) women faculty earn $2,000 less than their 
male counterparts; (5) women faculty take about 
twice as long as men to obtain tenure; (6) women 
facuity stay in rank twice as long as men; (7) 
regulations require that secretarial, clerical and 
staff members take a maternity leave after 6 
months of pregnancy; and (8) women, upon 
retirement, receive periodic annuity payments of 
a lesser amount than their male counterparts. 
(Author/HS) 
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Research 
This document presents a model and descrip- 

tion of a systematic institutional performance ap- 

praisal instrument. Particular emphasis of the in- 
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strument is focused on the strengths and weak- 
nesses of the structure that supports the universi- 
ty’s operation toward goal achievement. The in- 
strument is intended to be elementary because it 
is believed that no sophisticated performance 
evaluation system installed without systematic in- 
ternal self-evaluative experience would work. 


(HS) 
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This report compiles data concerning the 
staffing and operations of the physical plant de- 
partments of U.S. colleges and universities for 
fiscal year 1971-72. The data are arranged by: 
(1) region, (2) full-time enrollment, (3) top level 
of academic program, (4) average number of 
people employed by function, and (5) unionized 
functions by region. (HS) 
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This document presents the results of a survey 

designed to determine the living arrangements of 

college students in 1971. The 1971 data are com- 
pared with data elicited by a similar survey in 

1966, and some comparisons are made with 1958 

data. Highlights of the survey findings include: 

(1) College students were fairly evenly divided in 

their living arrangements with about one-third liv- 

ing in their own households, one-third living with 

their parents, and one-third living in college 
facilities. (2) The women enrolled in college were 
more likely (29%) to be living in college housing 
than the men (20%). (3) 94% of all college stu- 
dents who were married and were living with 

their spouse lived in their own households. (4) 

Only 56% of the students enrolled in college in 

October 1971 were living with their parents dur- 

ing the preceding summer. (5) There was some 

net movement back to the county of residence of 
parents following college graduation. 

(Author/HS) 
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Descriptors—*Health Occupations Education, 
*Health Personnel, *Higher Education, *Medi- 
cal Education, *Paramedical Occupations, 
Statistical Data 
This directory of allied health programs in 

senior colleges and universities in the U.S. has 

been compiled as a first effort in developing a 

regular, comprehensive reporting system of edu- 

cation activities in the allied health field. The 

directory is designed to fulfill four major pur- 

poses: (1) to assist policy makers in planning for 

health care; (2) to aid analysts in projecting 

trained professional manpower supply in the al- 

lied health field; (3) to help administrators plan 

educational programs to meet professional and 


other occupational manpower requirements; and 
(4) to provide reference information to educators 
and counselors about programs available in the 
allied health field. The data are presented by in- 
stitutional location and by program title. 
(Author/HS) 
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A model for community services that stresses 
the necessity and value of community involve- 
ment in the planning of community service activi- 
ties is presented. The role of the community ser- 
vice sector of the educational institution is to 
establish a center which will provide leadership in 
uniting and coordinating community efforts to 
meet individual and community needs. Communi- 
ty input into the identification of community 
needs and resources must be sought after by 
maintaining constant communication with com- 
munity leaders, members of organizations which 
comprise the local bureaucratic understructure, 
key informants, and the general population. Com- 
munity members must be led into playing an ac- 
tive role in the planning of community services. 
Once needs and resources are identified, commu- 
nity members must become the mobilizers of the 
resources, the initiators of action, and ultimately, 
the determinant of the success or failure of com- 
munity service programs. To provide a structural 
component which demands active community in- 
volvement, the use of advisory committees made 
up of community members is recommended. The 
effective use of these committees results in the 
advantageous shifting of the responsibility for 
community services from the educational institu- 
tion to groups of individual citizens. (Author/DB) 
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Sciences, Student Attitudes, *Teaching 
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Identifiers—* Florida 
Sixty-six students were enrolled in a combined 
Social Science-English experimental section 
which permitted them their choice of learning 
method. Options available were lecture, small 
group, programmed instruction, directed study 
and community involvement, and students were 
encouraged to try a variety of approaches. Six 
questions relating to achie and retention 
rate were explored using both univariate and mul- 
tivariate methods. Results indicated no significant 
differences between the experimental group and 
the control section. It was further pointed out re- 
tention rate was higher for the control section. 
Recommendations included consideration of the 
need to prepare students and teachers for this 
technique. Final considerations center around the 
need for further research. (Author) 
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County College 
The development of a pre-service trainin a. 
am over a three-year period for faculty at 
urlington County College, New Jersey is 
discussed. Burlington County College, which 
began operation in the Fall of 1969, emphasizes 
various modes of instruction, with the long-range 
= of facilitating individualized instruction. 
mmaries of six revisions made to the pre-ser- 
vice program are presented. The objectives, 
procedures, and evaluations of the 1969, 70, and 
71 programs are provided, and a field test made 
at Ocean County College is described. Following 
the field test, final revision was made of the pre- 
service program. The program not only in- 
fluenced basic attitudes, but provided new faculty 
with knowledge and skills needed. The major 
contributions of the project were as follows: (1) a 
collection of validated learning objectives for a 
faculty pre-service program, sequenced in a ra- 
tional fashion, and keyed to auteriehs available to 
any institution; (2) some very useful instruments-- 
a validated pre-service attitude questionnaire; a 
validated quiz on those aspects essential to un- 
derstanding the students in the community col- 
lege; an annotated bibliography on pre-service 
and in-service training of community college 
faculty; and a checklist of items to send to new 
faculty members prior to their arrival on campus; 
and (3) a chronological record of the program 
development. Appendixes provide 1969, 1970, 
1971 Pre-Service Program Outlines; Final Ver- 
sion of Burlington County College Pre-Service 
Program; Checklist of Materials Sent to New 
Faculty Prior to Arriving on Campus; Evaluation 
Summaries for 1969, 1970, 1971 Pre-Service Pro- 
grams; Evaluation Sommer of Field Test; and 
Annotated Bibliography. (DB) 
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Phases two and three of an evaluation of an in- 
novative approach to English Composition in- 
struction at Long Beach City College are re- 
ported. In the innovative approach, each class 
was divided into two groups of 15 students each, 
which met twice each week to discuss topics for 
writing, to read and revise first drafts of papers, 
and to discuss basic writing problems as they 
arose. « addition, the students were to spend one 
hour each week working on writing problems 
with teachers and teacher aides. In Phase Two, a 
comparison was made of 136 final essays of 150 
students (67 TBA, i.e., experimental, and 69 
traditional). All of the essays were written under 
controlled conditions. The results were tabulated 
on an essay score sheet which allowed tabulation 
of 7 rhetorical variables and 14 non-standard fea- 
tures; in addition a tabulation was made of total 
errors, error-word ratios, and error-sentence 
ratios. Analysis of the data is provided. The 
results of the analysis show that the non-TBA stu- 
dents were more successful in eliminating errors 
than were the TBA students. In Phase Three, per- 
formance in transfer-level E Composition 
( ish 1A) was studied. terion variables 
were: the tendency to Phe in transfer En- 
glish Composition; the tendency to complete or 


persist in English 1A; the ratio of achievement 
grades earned; and the ratio of penalty grades 
earned. Results of the study showed that the 
traditional population demonstrated a greater ten- 
dency to enroll in the transfer composition 
course, the difference being at the .05 level of 
significance. It is concluded that both types of 
courses equally prepare students for transfer 
Freshman English. The Essay Score Sheet and ta- 
bles are provided. (DB) 
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To obtain information concerning current prac- 
tices in placing community college students in 
English Composition courses, a two-page 
questionnaire was mailed to each of California's 
93 community colleges; replies were received 
from 62. Summaries of the replies are provided in 
seven tables. Observations resulting from the sur- 
vey data include the following: (1) 87% of the 
colleges indicated they “screen,” select, or use 
some procedure which attempts to place students 
at an appropriate level of English Composition; 
(2) 13% allowed students to enroll in a course of 
their choosing or indicated that English 1A did 
not have prerequisites; (3) colleges with less than 
10 contract instructors in the English Department 
were more likely to allow students to choose their 
course; (4) 89% of the colleges that screen their 
students incorporate an objective examination, 
such as the American College Testing Program 
English Test and the Cooperative English Tests, 
English Expression, in their placement procedure. 
For grade 13 or entering Freshman students, the 
median minimum score reported for placement in 
transfer level English Composition is the 60th 
percentile; (5) only 52% reported at least some 
degree of satisfaction with the test(s) they were 
using; (6) 7% of those colleges that place stu- 
dents into defined levels use a sample of the stu- 
dents’ writing ability only; 43% use both essay 
and objective test; (7) 81% ask entering students 
for entrance or placement test data for admission 
to the college; (8) 65% administered a stan- 
dardized reading test; and (9) 30% require stu- 
dents who score below average on reading tests 
to enroll in a reading class. (DB) 
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this study was to investigate the 
utility of a structural-developmental approach as 

a basis for a philosophy of education for the 

public community college of the Midwestern 

United States. The structural-developmental ap- 

proach was explored within the broader cognitive 

studies of the Piagetian tradition in America. The 
method of research employed was a combination 
of analysis of relevant literature and empirical in- 

vestigation at a community 4 

instrument was used to assess the cognitive stage 

of development of critical groups of students. The 
drop, course withdrawal, grade point average, 
and cognitive stage data of lower ability voca- 
tional-technical, lower ability transfer, and upper 
ability students were compared and analyzed, 
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with a .05 level of significance as the criterion for 
differences. The following conclusions were 
drawn from the findings and the results of the 
analyzed information: (1) there is a reed for a 
broadly based psychology of education in the 
community college movement; (2) voca- 
tional/technical programs provided no unique 
solution to the breadth of the educational task; 
(3) diversity in student capability demanded a 
more universal basis for a philosophy of educa- 
tion; (4) the myth that the Piagetian tradition was 
age-bound at a level below community college 
functions was destroyed; (5) Piagetian tradition 
provided a universal kind of basis for a 
philosophy of education; (6) natural diversity of 
the college was conducive to a broadly based 
psychology of the individual student; (7) cogni- 
tive stages were found to be relevant to the edu- 
cational process of the college; and (8) a cogni- 
tive-developmental approach in grades 13 and 14 
would provide continuity. (Author/DB) 
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Graduates of 1972 from the seven City Col- 
leges of Chicago were studied to: (1) determine 
the pursuits of the graduates; (2) study the rela- 
tionship between their educational field and their 
continued education or field or work; and (3) 
identify possible trends by comparing the charac- 
teristics and pursuits of the graduates with those 
of previous graduates. A random sampie of 763 
graduates was sent a questionnaire, and approxi- 
mately 48.7% responded. the 372 who 
responded, 200 had transferred to senior colleges. 
The questionnaire data are tabulated. These data 
show a high correlation between the educational 
programs chosen by the graduates in the city col- 
lege and in senior institutions. Of the graduates 
who were working, 49% were employed in a job 
that was related to their city college program, 
and 68% felt that the city college courses had 
given them specific skills that were job related; 
68.9% indicated that they had either taken addi- 
tional courses or that they planned to do so. In 
comparing the 1965 graduate with the 1972 grad- 
uate of the City Colleges of Chicago, it was found 
that the 1972 class graduated in a shorter period 
of time. The breakdown as to baccalaureate- 
oriented program and occupational program 
showed that there was a high degree of compara- 
bility between 1965 and 1972 graduates. There 
was an increase in the number of graduates enter- 
ing public senior institutions in 1972. Full-time 
students in senior colleges increased from 75% in 
1965 to 85% in 1972; 61% of the 1972 full-time 
students were gainfully employed compared with 
50% of the 1965 graduates. (DB) 
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Project 

A study of the environmental impact of the 
construction of a second community college on a 
site adjacent to the City of Novato in Marin 
County, California, is presented. The five sections 
of the report are as follows: I. Project Description 


and Purpose: A. The Proposal; B. Purpose of the 
Project; C. Need for the Project; D. History of 
the Project; E. General Description of the Area; 
F. The Development of the Site; G. The Con- 
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struction of Buildings; H. Summary; Il. Environ- 
mental Impact and Mitigation Measures: A. Im- 
pact on Surface; B. — on Vegetation and 
Wildlife; C. Impact on Drainage; D. Impact on 
Traffic and Mitigation Measures, E. Impact on 
Air Quality; and F. Impact on Housing and 
Mitigation Measures; III. Alternatives; IV. Rela- 
tionship between Local Short-Term Environmen- 
tal Uses and Maintenance and Enhancement of 
Long-Term Productivity; and V. Irreversible En- 
vironmental Effects. Thirty exhibits and six 
references are provided. (DB) 
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With the implementation of an n admissions 

policy in 1970-71, Bronx Community College un- 

dertook a study of students entering in the fall of 

1970 to determine changes in levels of academic 

preparation, trends in attrition and retention for 

students differentially prepared for college work, 
identification of entry variables associated with 
dropping out or continuing successfully, and the 
rate and pattern of progress for different groups 
of students. At the beginning of the spring 
semester of 1970-71, freshmen who did not 
return were compared with those who returned 
on a number of variables, including high school 
average, high school curriculum, reading score, 
=. of high school attended, and admissions clas- 

tion (would have been rejected in 1969 for 
inadequate high school average, would have been 
rejected for subject-matter insufficiencies, or 
would have met 1969 requirements). The most 
important finding is the apparent absence of clear 
or strong relationships between the entry varia- 
bles and the tendency to drop out after one 
semester. This is indicated despite the relation- 
ships linking high school mathematics (amount 
and proficiency) and the type of high school to 
the dropout rate. The open-admissions student 
does not show a significantly higher dropout rate 
than the “fully qualified” student. A replication 
of this study covering an entire academic year is 
recommended, as well as studies of the influence 
of non-scholastic factors on the tendency to drop 
out. (KM) 
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The proceedings of the 1972 Illinois Junior 
College Conference are presented. Sessions on 
the following topics are summarized: (1) [linois 
Junior College Faculty Association Welfare Com- 
mittee; (2) two meetings of the Junior College 
— of es Ber venue Centers—on 
es criteria for evaluating program priori- 
ties and ‘on statewide 0; salantion. (3) eee 
ing or ci ?; (4) the practical 
how.to-do-it of State politics; (5) new dimensions 
in adult-continuing education and community ser- 
vices; (6) audio-tutorial mastery learning in biolo- 
gy; (7) learning module approach to mathe- 
matics; (8) computer-based education in the 
community college: the PLATO project; (9) 
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cooperative programming in curriculum develop- 
ment; (10) capitol development program; (11) 
the veteran's transition from service to college; 
(12) comprehensive educational and physical 
plant master planning; (13) cooperative instruc- 
tional programs (collegiate common market 
place); (14) Thomas Jefferson and junior col- 
leges; (15) Federal grantsmanship; and (16) 
physical education in higher education. Regis- 
trants are listed by college. (KM) 
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A study was conducted to: (1) ascertain the 

characteristics, attitudes and activities of public 
community college trustees; (2) describe the 
process by which institutional change occurs at 
these colleges; and (3) examine the interaction or 
involvement of trustees with the process of 
change. A two-phase questionnaire was designed; 
phase I was used to collect data from 239 pre- 
sidents of two-year institutions, and phase II was 
used to collect data from 296 trustees. Findings 
included the following: (1) explosive or rapid 
growth in enrollment over the last three years 
was reported by nearly 40 percent of the pre- 
sidents; (2) community college boards are smaller 
than those governing most four-year colleges and 
universities; (3) nearly 60 percent of community 
college trustees are elected, most by direct popu- 
lar vote; (4) trustee meetings at which action is 
taken are open to the public at 93.3 percent of 
the institutions; (5) in community leges, the 
“unified control” model of board-administration 
relationships predominates, (6) about 40 percent 
have a system of institutional governance involv- 
ing faculty, student, administrative and staff 
groups; (7) trustees appear to understand and 
support the concepts of universal higher educa- 
tion and open admissions; and (8) trustees be- 
lieve that public two-year colleges should be 
governed as part of the higher education system 
rather than as part of the public school system. 

Copies of the questionnaire are appended. (KM) 
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Hurley, John, Ed. 

Instructional Associate: A Suggested Associate 
Curriculum. 


Degree " 

California Community Colleges, Sacramento. Of- 
fice of the Chancellor.; Grossmont Coll., El 
Cajon, Calif. 

Pub Date [71] 

Note—184p. 

EDRS Price MF-$0.65 —— 

Descriptors— Associate Community Col- 
leges, Core Courses, SCesene Descriptions, 
*Curriculum Guides, Curriculum Planning, Ele- 
mentary School Students, Instructional Materi- 
als, Post Seco Education, Program 
Planning, *Teacher Aides 
A curriculum guide for a program to train aux- 

iliary instructional ayaa for elementary 

schools is presented. This core curriculum is in- 
tended for any community college trying to 
establish an educational program for aides or up- 
date its — one. Chapters deal with: (1) the 

definition of terms; (2) 
a oe (el the use of teacher aides); (3) 
—things 


developing a community 
janning—ad- 


aides do, what aides will do; (4) pre-plann 
ministration, coordinator responsibilities, advisory 
committee, instructors, student recruitment, 
evaluation, articulation, career lattice; (5) the 
core curriculum- format, 
curriculum outline, brief description of courses 
for each of four semesters, course content and 
relationships, supervised work experience; and 
(6) course outlines (content and teaching guides) 





for core i duction to education, in- 
troduction to instructional associate, the learning 
process for the elementary school child, instruc- 
tional media for instructional associate, super- 
vised work experience for instructional associate, 
language arts for instructional associzte, creative 
arts for instructional associate, mathematics for 
instructional associate. Appendices contain 
further program suggestions, useful forms, and in- 
formation about California’s instructional aide 
= ram. References are provided at the end of 

chapter and for each of the core courses. 
(KM ) 
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The Two-Year College Trustee: National Issues 
and 


Perspectives. 
Association of Governing Boards of Universities 
and Colleges, Washington, D 
Pub Date Dec 72 
Note—40p.; A special report 
Available from—Association of Governing Boards 
of Universities and Colleges, One Dupont Cir- 
cle, N.W., Washington, D.C. 20036 (Single co- 
pies to trustees and executive officers, free; 
others, $1.00) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—College Administration, Community 
Colleges, Community Control, *Governance, 
Junior Colleges, Post Secondary Education, 
Private Colleges, *Publications, Speeches, 
Statewide Planning, Surveys, *Trustees 
This booklet, intended for junior and communi- 
ty college trustees, contains three addresses given 
this year at a special conference for two-year col- 
lege trustees, a paper based on a national survey 
of community college trustees, reaction to that 
paper, and a selected bibliography of articles, stu- 
dies, and dissertations by lay governance of the 
two-year college sector. The addresses are: (1) 
“Who Decides?” by Edmund J. Gleazer, Jr., 
which stresses that the locus of decision making 
and power--historically found in the board of 
trustees and the president--may shift to adminis- 
trative levels far removed from college and com- 
munity; (2) “Statewide Planning and Local Au- 
tonomy” by James L. Wattenbarger, which reaf- 
firms the trend toward State level coordination 
and control and proposes guidelines for dif- 
ree ty State from local responsibilities; and 
(3) “The Private College in the 70’s” by Wesley 
M. Westerberg, which focuses on important is- 
sues that confront the private two-year colleges 
and on specific contributions toward meeting the 
issues. (Author/KM) 
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Bender, Louis W. And Others 

First-Level Management: Legal Implications and 
Responsibilities for Selection and Retention of 


Faculty. 
Florida State Univ., Tallahassee. Dept. of Higher 
Education. 
Spons Agency—Florida State Dept. of Education, 
jahassee. Div. of Community Junior Col- 


leges. 
Pub Date Feb 73 
Note—62p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—-* Administrator Guides, Administra- 
tor Role, Community Colleges, Contracts, De- 
partment Directors (School), *Faculty Evalua- 
tion, Inservice Education, *Legal Responsibili- 
» Post Secondary Education, *Teacher 
ismissal, Teacher Employment, *Teacher 
Selection 
This collection of articles on the legal 
of the selection and retention of faculty is in- 
tended for department or division chairmen, 
described as first-level management, in communi- 
ty colleges. The four articles are: (1) “The 
hangin; hanging Role of Division/Department Chairmen: 
Pivotal for the Community College” by Louis W. 
Bender; (2) “A Legal Framework for Faculty 
Selection, Evaluation, and Retention” by Harold 
H. Kastner; (3) “Legal Considerations in the 
Selection and Termination Stages of a 
ment: moh Department/Division 
men” by Charles E. Miner, as pak i es rg oa 
flor Division, - 
cat by Robert L. Breuder. pote-an 
the authors are nal hwy (KM) 
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Laufer, Joseph M. 
Job Descriptions for Directors of Student Activi- 


ties at Selected Two Year Community Colleges, 
with Summary and Analysis. 





National Council of State Directors of Communi- 
ty-Junior Colleges. 

Pub Date Aug 72 

Note—78p. 

Available from—Joseph M. Laufer, Assistant to 
Dean for Student Affairs, Burlington County 
College, Pemberton, N. J. 08068 ($2.00) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Administrator Guides, Administra- 
tor Qualifications, *Administrator Responsibili- 
ty, Administrator Role, Community Colleges, 
Post Secondary Education, *Supervisory Ac- 
tivities, *Surveys 
Job descriptions for directors of student activi- 

ties at 32 two-year community colleges are 

poems. A summary and analysis are provided. 

e duties that stand out as most common to the 
position are: (1) supervision of the activities 
fund; (2) advising the student government; and 

(3) general responsibility for advising clubs and 

organizations. The categories used for classifica- 

tion purposes are supervisory, functional, adviso- 
ry, educational and committee service. Although 
only one-third of the job descriptions list leader- 
ship training and general counseling as specific 
duties, it is known that these are among the ex- 
tations of both students and administrators. 
‘en recommendations for job descriptions for 
this position are made. Appendix I contains data 
from additional colleges, and Appendix II con- 
tains addresses for participating colleges. (KM) 
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Pub Date Dec 71 
Note—Sp.; Paper presented at annual meeting of 
the Modern Language Association (Chicago, Il- 
linois, December, 1971) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Community Colleges, *Composition 
Skills (Literary), English Curriculum, English 
Instruction, *Internship Programs, Junior Col- 
leges, Post Secondary lucation, Program 
Descriptions, Speeches, *Student Centered 
Curriculum, *Teacher Education, Teacher In- 
terns, Writing Skills 
A need exists for consideration of the variety 
of regional problems and characteristics in train- 
ing junior college English teachers. A region’s 
needs can be surveyed and met best by junior 
and four-year schools that are close enough 
together so that the two-year colleges can specify 
their needs and the four-year colleges can meet 
them. Before the start of Western Washington 
State College’s M.A. program for junior college 
English teachers, 25 junior college English 
teachers from the area were invited to comment 
on the program. They recommended two intern- 
ships--one early in the program and one at the 
end--to center on composition, one on transfer 
writing and one on developmental writing. On 
these teachers’ recommendation that a junior col- 
lege English teacher needed to learn student-cen- 
tered techniques for teaching writing, the 
Macrorie approach to composition, “Telling 
Writing,” was taught to the interns. The premises 
of this approach are that students are the best 
commentators on their peers’ writing and that 
they can best learn to write if they write first 
about their own experience. Students worked as 
aides at Western before their internship. The pro- 
gram and the Macrorie roach were considered 
= successful, especi yf in building self-con- 
lence about writing. (KM) 
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Chamberlain, Kathleen 
Women Students at Manhattan Community Col- 


lege. 

Pub Date Dec 71 

Note—7p.; Paper presented at annual meeting of 
the Modern Language Association (Chicago, Il- 
linois, December, 1971) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Administrator Attitudes, Communi- 
ty Colleges, Disadvantaged Groups, *Educa- 
tional Opportunities, *Feminism, Post Seconda- 
ry Education, Role Perception, Self Concept, 
*Sex Discrimination, S es, Student At- 
titudes, Teacher Attitudes, *Womens Educa- 
tion, *Womens Studies, Women Teachers 
Women faculty members must unite with 

women students to gain control over their work— 

education-- and make that education meaningful 

to women. Since the struggles of the two groups 

for liberation are not separate, the needs of 

women students at community colleges should be 


important to faculty. It is maintained that at Man- 
hattan Community College students’ needs are 
not being met as far as physical environment, 
curriculum, vocational training, or faculty and ad- 
ministration attitudes are concerned. About 2/3 
of the women students are black and Puerto 
Rican; about 1/3 are white working class. Women 
students as a group are less motivated than men, 
have lower aspirations, and are tracked into 
limited female service occupations. One of the 
results of a long period of student militance at 
MCC was a demand for women’s studies courses. 
In designing the course Images of Women in 
Literature, it was discovered that little writing 
about third world women, or working class 
women in general, exists. Consequently, the 
course was designed both to give women the 
knowledge about themselves that will help to 
liberate them and to motivate them to write 
about themselves. The women in the course have 
produced poems, plays, autobiographies, films, 
children’s stories, and research papers. The in- 
creased consciousness led to the formation in 
1971 of The Women’s Union to improve educa- 
tion and working conditions for all women-- 
_— students and secretaries--at the school. 
( 
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McPherson, Elisabeth 
The Exploding and Explosive Two-Year College. 
Pub Date Dec 71 
Note—11p.; Paper presented at annual meeting 
of the Modern Language Association (Chicago, 
Illinois, December, 1971) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Changing Attitudes, *College 
Role, Community Attitudes, Community Col- 
leges, Disadvantaged Groups, Junior Colleges, 
Junior College Students, Post Secondary Edu- 
cation, Self Concept, Speeches, *Student 
Needs, Teacher Attitudes, *Teacher Role 
Junior and community colleges must explode 
many traditional notions about education in order 
to fulfill their promises to poor and disadvantaged 
students. The number of junior and community 
colleges and the number of students attending 
them have increased rapidly in the past few years. 
But many communities think that community col- 
leges didn’t keep their promises. Most community 
college students are poor, and college costs are 
frequently high. Students frequently cannot get 
into the job training programs they want because 
of staff, space and money shortages. To work 
toward fulfilling community college ideals, ideas 
about student and teacher roles and about ways 
of measuring success must be changed. Teachers 
must help students improve their self concept and 
gain self confidence, processes which teachers 
with Ph.D.’s may damage because of a con- 
descending attitude. Good community colleges 
have stopped using standards based on exclusive- 
ness, a major shift in attitude and procedures, 
both in curriculum design and in course grading. 
The CCCC Guidelines recognize the broadened 
definition of junior college education and the 
necessity of adapting the training of two-year col- 
lege English teachers to it. The Guidelines take a 
stand against racism in training programs but not 
sexism. Junior colleges are one of the best places 
to change racist and sexist attitudes because stu- 
dents come there with great faith in education. 
(KM) 
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Gold, Ben K. 
Some Observations on the Fall, 1972 Early Regis- 
tration Procedure. 
Los Angeles City Coll., Calif. 
Report No—RS-73-7 
Pub Date Apr 73 
Note—9p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Community Colleges, *Enrollment 
Projections, Enrollment Rate, Post Secondary 
Education, *School Registration, *Student En- 
rollment, Technical Reports 
A study was conducted by Los Angeles City 
College to determine whether the early — 
tion of spring 1972 was primarily responsible for 
the inflated enrollment figures for fall 1972 
classes. A tabulation by course and department 
was provided by the college Data Center of the 
number of enrollments at the close of registra- 
tion, at the close of the second week, at census 
week, and at the end of the semester. Persistence 
rates for “continuing” and “new and returning” 
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students were compared. Persistence patterns for 
continuing and non-continuing students differed 
markedly between the first day of the semester 
and census week. From census week to the end 
of the semester, persistence rates for both groups 
were comparable to past years. It appears that 
many of the students who registered early did not 
actually appear for classes and their names were 
not removed from the rolls until census week. It 
is recommended that either early registration be 
abandoned, some means of affirming the early 
enrollment be employed, or departments study 
the drop rates and oversubscribe their courses ap- 
propriately. (KM) 
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Huff, Stuart Opacinch, Cheryl 
Ww in Policy Evaluation. 
of Attendance to the Col- 
0, 1972. 
Catonsville Community Coll., Md. 
Pub Date 20 Mar 72 
Note—24p.; Paper presented at Annual Meeting 
of the American Educational Research As- 
sociation (New Orleans, Louisiana, February 
25-March 1, 1973) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—* Attendance Patterns, *College At- 
tendance, Community Colleges, *Educational 
Policy, Evaluation, Failure Factors, Grade 
Point Average, *Grades (Scholastic), Post 
Secondary Education, Success Factors, Tables 
(Data), Technical Reports 
A study was conducted at Catonsville Commu- 
nity College to investigate the relationship 
between grade received and attendance during 
the fall 1971 semester. No attempt was made to 
establish a cause-effect relationship. Analyses 
were based upon a sample of individual grades 
and percentage of attendance as reported by 
faculty. Grades analyzed totaled 9,322 (5,525 
freshman and 3,797 sophomore grades), 56% of 
the total number of grades. Data were analyzed 
for these subgroups: freshmen, sophomores, new 
students, returning students, transfer students, 
full-time, part-time, numbers of credits 
completed, and composite profiles. “‘Beyond 
toleration” levels were established for percentage 
of absences beyond which the level of absence 
group’s mean grade was below 2.0. The data 
clearly establish the existence of a strong rela- 
tionship between attendance and grade awarded 
for the population as a whole and within each 
group. The degree of the relationship is highest 
for students completing 0-10 credits. Mean 
QPA’s for each of the other groups rise as the 
degree of the relationship lessens. Thirty-eight 
percent of all F grades in the sample occurred 
within the absence level that could be tolerated. 
Grade distribution and academic action data do 
not support a hypothesis that the present at- 
tendance policy has had an adverse effect upon 
grades or withdrawals. (KM) 
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Morrison, James L. Ferrante, Reynolds 

The Public Two-Year College and the Culturally 
Different. 

Spons Agency—National Center for Educational 
Research and Development (DHEW/OB), 
Washington, D.C. 

Pub Date Feb 73 

Contract—OEC-0-70-4283(399) 

Note—35Sp.; Paper presented at Annual Meeting 
of the American Educational Research As- 
sociation (New Orleans, Louisiana, February 
25-March 1, 1973) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Community Colleges, Compensato- 
ty Education Programs, ‘*Disadvantaged 
Groups, *Educational rtunities, Guidance 
Counseling, Post Seco Education, Social 
Change, Speeches, *Surveys, Tables (Data), 
Technical Reports 
Social unrest and an increasing demand for 

trained manpower are major reasons for the 

development of compensatory education pro- 
grams at all levels of formal education and for 
the recent significant increase in the number of 
two-year colleges. There is an increasing aware- 
ness among culturally different (disadvantaged) 
groups that they have not had the same opportu- 
nity to compete in the contest for upward mobili- 
ty as other Americans. Public two-year colleges, 
if they serve these groups, provide such opportu- 
nities and prevent the threat to the social order 
these groups can present. A study was conducted 
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to explore the extent to which two-year colleges 
are committed to open admissions policies, com- 
prehensive curricula, and compensatory educa- 
tion programs. A sample of public two-year col- 
leges were surveyed via questionnaire. Results 
showed that: (1) almost all two-year colleges 
have personal, academic, vocational-occupa- 
tional, and job placement counseling; (2) only 
about half have the curricular offerings and ad- 
missions policies expected of public community 
colleges; (3) 12 percent have special courses in 
ethnic studies; and (4) about half have special 
programs for the academically disadvantaged. It 
Is rece ded that colleges recruit in the ghet- 
tos, devote more resources to training faculty to 
deal with disadvantaged minority group students, 
and develop more courses in ethnic studies. 
(KM) 


ED 073 766 
Hayes, Robert E. And Others 
Community Colleges and the Air Force: A Part- 
nership in Career Education. 
Community Coll. of the Air Force, Randolph 
AFB, Tex. 
Pub Date 26 Feb 73 
Note—19p.; Papers presented at convention of 
the American Association of Community and 
— Colleges (Anaheim, Calif., February 26, 
1973) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Adult Vocational Education, *Com- 
munity Colleges, Curriculum Development, En- 
listed Men, ‘*Interinstitutional Cooperation, 
*Military Training, Post Secondary Education, 
Speeches, *Technical Education 
A description of the Community College of the 
Air Force is presented by four of its representa- 
tives. The CCAF is modeled on the civilian two- 
year college. Its courses, specifically related to 
Air Force specialties, are syntheses of technical 
education from Air Force courses, related general 
education from civilian sources, and management 
education. The background and status of the col- 
lege are summarized by Lt. Col. Robert E. Hayes. 
The organizational structure and curriculum 
development are discussed by Capt. William A. 
Wojciechowski. The college’s transcript service is 
discussed by Maj. John B. Bradshaw. The col- 
lege’s curricular exchange endeavors are 
described by Capt. Robert D. Childs. (KM) 
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Angove, Gerald And Others 
Modesto Junior College, A Study of the Financial 
Aid Program. 
Modesto Junior Coll., Calif. 
Pub Date Mar 73 
Note—20p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Expenditure Per Student, Financial 
Needs, *Financial Support, Junior Colleges, 
Minority Groups, Post Secondary Education, 
*Student Characteristics, *Student Loan Pro- 
grams, Tables (Data), Technical Reports 
A study was conducted to learn more about the 
operation of the financial aid program and the 
students who participate in it at Modesto Junior 
College. Three sample groups were used: (1) all 
students who received financial aid in fall 1971; 
(2) all first-semester freshmen who received 
direct aid in fall 1971; and (3) third semester 
continuing students who were originally a part of 
the fall 1971 first semester sample. Results 
showed that: (1) 26.5% are responsible for them- 
selves and cannot expect more than $200 per 
year from their parents; (2) aid recipients more 
often come from broken homes and/or have 
parents in the lower income brackets; (3) 
although the largest number of students receiving 
financial aid was Caucasian, Chicanos and blacks 
had the highest percentages of their students as 
aid recipients; (4) 51% plan to get a B.A. or 
higher degree; (5) 67% of the first-semester 
freshmen in the sample completed 12 or more 
units in fall 1971; (6) 58.2% received less than 
$300 during the 1971-72 school year. (KM) 
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Kintzer, Frederick C., Ed. 

Community Junior Colleges and Universities: 
Partners in Higher Education. A Report of a 
National Conference. 

California Univ., Los Angeles. Graduate School 
of Education 

Report No—Occas-R-18 

Pub Date Jan 73 
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Note—80p.; Papers presented at 1972 National 
Conference on Community Junior Colleges and 
Universities (16th, Los Angeles, California, 
July 6-8, 1972) 

Available from—UCLA Students’ Store, Universi- 
o = aa Los Angeles, California 90024 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Community Colleges, *Conference 
Reports, Educational Administration, Educa- 
tional Planning, Higher Education, *Interin- 
stitutional Cooperation, Junior Colleges, *Post 
Secondary Education, * Universities 
Reports from the sixteenth summer conference 

of the UCLA Junior College Leadership Program 

series, the 1972 National Conference on “Com- 
munity Junior Colleges and Universities: Partners 
in Higher Education,” are presented. The reports 
concern the following topics: (1) Perspectives in 

Community Junior College-University Relation- 

ships; (2) Community Junior Colleges and a 

University Work Together: Reports from 

Southern California Community Junior Colleges 

and from UCLA; (3) Community Junior Colleges 

and Universities Work Together: Action Reports- 

-“‘Michigan State University and Community Col- 

leges,” “The University of Texas and Community 

Colleges,” “‘Community Colleges and Florida’s 

Universities: A Helping Relationship,” (4) Com- 

munity Junior Colleges and Universities Plan 

Together: Proposals for Action—““The Develop- 

ment of Chicano Community College Administra- 

tors: A Proposal,” ‘“University-Community Col- 
lege Articulation: A Progress Report and Action 

Proposals from the Esso Education Foundation 

UCLA Project”; and (5) A Further Look to the 

Future: Career Education. (KM) 
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Nevada Long Range Program Under Lib: 
Services and Construction Act (Public Law 91- 
600) for Fiscal Years 1973-1977. 
Nevada State Library, Carson City. 
Pub Date 14 Jun 72 
Note—21p.;(0 References) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Evaluation, ‘*Library Planning, 
*Library Pr s, *Library Services, *Objec- 
tives, State Libraries, *State Programs 
Identifiers—Library Services and Construction 
Act, LSCA, Nevada, *State Plans 
This program reflects the history of develop- 
ment of Nevada’s libraries from early days to 
present status. Recommendations noted in bienni- 
al reports of the State Librarians, the Legislative 
Council Bureau, and outside consultants as well 
as Nevada's own library leadership have been 
considered in formulating this document. Needs 
for library service in Nevada are listed for assess- 
ment in planning for the next five years, and as a 
base for the more distant future. Annual review 
and revision of the long range program in ac- 
cordance with changing needs in Nevada shall be 
accomplished as part of each year’s annual pro- 
gram. (Other State Plans are: ED 069 318 
through 069 326, ED 070 444 through 070 452, 
ED 070 475 through 070 483, ED 070 486 
through 070 494, LI 004089 through 004094, LI 
004112, 004113, and LI 004115 and 004116). 
(Author/NH) 
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State of Arizona Long-Range Program, 1972/73 -- 
1976/1977. 

Arizona State Dept. of Library and Archives, 
Phoenix. 

Pub Date Jun 72 

Note—46p.;(0 References) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Evaluation, *Library Planning, 
*Library —— *Library Services, *Objec- 
tives, State Libraries, *State Programs 

Identifiers—Arizona, Library Services and Con- 
struction Act, LSCA, *State Plans 
The introduction (Section 1) to the Arizona 

Long-Range Program contains: the Planning 

process: past, present, future; General statements 

of library and archives, functions organization, 

etc.; and General statements of the conditions of 

Arizona: demography and library services. Sec- 

tion II contains needs, goals and objectives. Ac- 

tion to implement objectives is in Section Ill. 


Evaluation methodology and technique and dis- 
semination of information are in Section IV. Part 
I of Section V contains the hierarchical arrange- 
ment of needs, goals, objectives and tasks. Part 2 
of Section V contains the flow chart of tasks 
relating to needs, goals, objectives, costs, time 
frame and evaluation. The exhibits make up Sec- 
tion VI. (Other State Plans are: ED 069 318 
through 069 326, ED 070 443 through 070 452, 
ED 070 475 through 070 483, ED 070 486 
through 070 494, LI 004089 through 004094, LI 
004112 through 004114 and LI 004116). 
(Author/NH) 
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Construction Act. Texas State Library. 
Texas State Library, Austin. 
Pub Date 72 
Note—55p.;(18 References) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Evaluation, ‘*Library Planning, 

*Library Programs, *Library Services, *Objec- 

tives, State Libraries, *State Programs 
Identifiers—Library Services and Construction 

Act, LSCA, *State Plans, Texas 

This program expresses a library philosophy 
that rests on the following principles: (1) That 
government--city, county, state. and federal--is 
responsible for the educational, economic, and 
cultural development of the society it serves; (2) 
That libraries are vital agents in the educational, 
economic, and cultural development of cities, 
counties, states, and nations, and, therefore, that 
library development is a responsibility shared by 
all levels of government; and (3) That since every 
citizen and every community should have equal 
opportunity to develop educationally, economi- 
cally, and culturally, they should have equal ac- 
cess to the information materials they need to 
achieve that development. Most of the structures 
essential to make library service available to all 
Texans exist. Since improved service depends on 
building all components, much of the attention of 
this document is devoted to a discussion of these 
components, to ongoing programs to mesh ser- 
vices offered by them, and to proposals that will 
improve service. This presentation is organized to 
show how the plan was developed; the physio- 
ev phic, demographic, and political environment 
in which libraries function; the present develop- 
ment of libraries; the needs and approaches to 
satisfying these needs; and methods for evaluating 
the success of programs undertaken. (Other State 
Plans are: ED 069 318 through 069 326, ED 070 
443 through 070 452, ED 070 475 through 070 
483; ED 070 486 through 070 494, LI 004089 
through 004094 and LI 004112 through 004115). 
(Author/NH) 
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South Dakota State Library Commission, Pierre. 
Pub Date 73 
Note—68p.;(11 References) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Evaluation, ‘*Library Planning, 
*Library Programs, *Library Services, *Objec- 
tives, State Libraries, *State Programs 
Identifiers—Library Services and Construction 
Act, LSCA, South Dakota, *State Plans 
The goal of statewide library service in South 
Dakota was adopted to provide for the informa- 
tional, cultural, recreational, and professional 
needs of its citizens residing in the rural commu- 
nities and isolated areas of the state. Recom- 
mended objectives to support the goal of the 
statewide library service are given. (Other State 
Plans are: ED 069 318 through 069 326, ED 070 
443 through 070 452, ED 070 475 through 070 
483, ED 070 486 through 070 494, ED 071 693 
through 071 698, ED 071 715-071 716 and LI 
004 114 through 004 116.) (Author/NH) 
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The Japan Documentation Center was formally 
established in 1970 by the East Asian Institute of 
Columbia University with the support of the 
Yoshida International Education Foundation. The 
be nan is designed to perform a radically new and 
uni service in the United States: to make 
avi in one convenient location the latest in- 
formation on contemporary Japanese domestic 
and nape g affairs. = Center collection — 
largely of current Japanese government docu- 
ments, political reports, the publications of 
private organizations (such as banks, business and 
economic organizations, and private research 
pours). and selected magazines and n rs. 

materials are being assembled for use 
of the scholar and other persons concerned with 
issues related to today’s Japan. In general, the 
Center seeks to appeal to as many research in- 
terests as possible within, of course, certain 
limitations of time, space and financing. Its goal 
is to concentrate upon the systematic collection 
of current materials on Japan which deal with 
political, economic and social developments of 
relevance and significance and which are not or- 
dinarily included in regular library acquisitions. 
(Author) 
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The material incl in this print version of 
the “Motivation and the Right to Read” con- 
ference has, for the most part, not been edited. 
Due to the problems of translating audiovisual 
aia ong into print, these are not included 
The discussion periods are also omitted. 
Following the “Welcome” the presentations at 
this erence are entitled: (1) Indiana and the 
Right to Read, (2) Television’s Role in Reading 
Motivations, (3) Motivating Adults, (4) On 
Working with Adults, (5) — Workshop, 
(6) Motivating Reading in a Sc Setting, ( 
Techniques for Reaching Young Adults, (8) wh, 
Children’s Books at All?, (9) Survival Instructions 
for Inner City Librarians, (10) Current Trends in 
Children’s Literature, (11) Reading Motivation 
for Adults, (12) Shall We Break the Glass Walls 
of Illiteracy?, (13) bg Adults’ Right to Read, 
(14) Making Reading re for All Children, 
and (15) Motivations (Author/NH) 
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materials from other libraries. The library will 
remain just a collection of books unless a person 
is assigned on at least a part time basis to assist 
requesters and to provide library services such as 
reference, interlibrary loan, etc. This manual is 
written to aid the inexperienced person who finds 
herself assigned to a hospital library with the 
responsibility of ordering the library materials, or- 
ganizing the collection, borrowing from other 
libraries or seeking out information. It is a varied, 
challenging and rewarding responsibility, for the 
hospital medical librarian can Provide a very 
dynamic and useful information service to her in- 
stitution’s community of health professionals. 
(This is a revision of ED 059 733.) (Author) 
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The influence of social trends, economic trends 
and developments in information technology on 
the information needs of the people of the United 
States is examined in this essay. The focus is on 
the period from 1975 to 1980, a time close 
enough to the present that some projections and 
predictions may be based on more than guess- 
work, yet far enough away that there is stiii time 
to plan and implement plans. After a brief in- 
troductory section, this essay deals in turn with 
economic trends, technology trends, and social 
trends, as each is likely to influence information 
needs. Some suggestions for meeting the needs 
indicated these trends are interspersed 
throughout. The concluding section highlights the 
major questions concerning national information 
policy that are raised by the trends discussed. 
(Author/NH) 


ED 073 777 

Heilprin, Laurence B. 

ee ee ee 
on a Theory of Information 

Maryland Univ., College Park. Computer Science 
Center. 

Report No—TR-236 

Pub Date Mar 73 

Note—52p.;(20 References) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Cybernetics, ‘*Information Dis- 
semination, *Information Science, Information 
Systems, *Information Theory, Models, *Theo- 


LI 004 187 


ries 
Identifiers— *Scientific and Technical Information 
Search for an integrated, comprehensive theory 
of information science (IS) has so far been un- 
pe gn Appearance of a theory has been re- 
tarded by one central constraint, the large 


dence occurs in two ways: theoretical 

IS phenomena to a given science, and practical 
relation of the science to IS dissemination of its 
contributions. We are concerned here with the 
first. The main difficulty in making IS models is 
the above mentioned interaction of many 
sciences of communication. Prominent among 
these are physics, biology, psychology, library 
science, computer science, several social 
sciences, applied logic and mathematics, and not 
least, cybernetics. That cybernetics should apply 


to IS is not a new idea. But more precision has - 


emerged recently. Cybernetics is now seen to un- 
derlie nearly all IS phenomena through two cen- 
: variety, and the law of requisite 
variety. The last provides a quantitative approach 
to system regulation and control. IS concerns 
= gor: in typically ares, goal-seeking 
That of meaningful 
ee somnenpee aaeooe sender and recipient on 

an “IS path” is a goal-seecking process. (Author) 
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The major objective of this survey is to 
describe and evaluate current policies, activities, 
staffing and use of the (Teletype Writer 
Exchange) TWX System by the Indiana State 
Library and the four university libraries. Data 
were collected by the interview method from a 
total of eighteen employees; each of whom were 
actively involved in one of the ILL/TWX offices 
of the five institutions visited. The TWX network 
is operating reasonably well for the four state 
university libraries. There was no indication that 
a major ILL/TWX crisis existed between or 
among the respective institutions. However, this 
is not to say that everyone has a clear picture of 
the current objectives, eventual direction, and 
outcome of the TWX network and its operation 
at the university level. In any case, past action 
among the four state university libraries indicates 
that as ILL/TWX problems arose, steps were 
taken to arrive at a satisfactory solution. The 
ILL/TWX offices of these four institutions do not 
depend heavily upon the State Library for either 
leadership or service. Rather, they look to one 
another, as well as, other major lending libraries 
outside the State of Indiana for materials which 
are largely theoretical, scholarly, or esoteric in 
nature. (Author/NH) 
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The California State University and Colleges 
(CSUC) system consists of 19 institutions located 
throughout the state. As a prerequisite for library 
automation an analysis and cost study of techni- 
cal processing functions was undertaken in all 19 
libraries of the system. The purpose of the study 
was to provide CSUC librarians with accurate 
cost figures for their own operations as well as a 
means of comparing costs based on a stan- 
dardized methodology. The study was to facilitate 
comparisons among similar functions in several 
libraries as well as between current manual 
operations and projected operations in a compu- 
terized mode. Four summary sheets are provided 
for the 19 libraries, namely, a general summary, a 
unit cost summary, a production unit summary, 
and a bibliographic search summary. In addition, 
an activity detail analysis is provided for the par- 
ticipating libraries. This report represents raw 
unevaluated data and does not reflect total costs 
of the technical processing operations in the par- 
ticipating libraries. (Author/SJ) 
ED 073 780 LI 004 190 
Francis, Frank 
Bibliographical Information in Manuscript Collec- 


tions. 
Rutgers, The State Univ., New Brunswick, NJ. 
Graduate School of Library Service. 
Pub Date 72 
.3(15 References); First Annual 
H. Shoemaker Lecture, 1971 
Available from—Rutgers University, Graduate 
School of Library Service, 189 College Ave., 
New Brunswick, N.J. 08903 ($1.00) 
Document Not Available from EDRS. 
Descriptors—*Bibliographic Citations, History, 
Indexes (Locaters), Printing, *Publishing Indus- 
try, Reference Materials 





66 Document Resumes 


Identifiers— * Manuscripts 

The recording of the manuscript sources for 
the history of printing, publishing and bookselling 
is recognized as being important to anyone in- 
terested in bibliographical studies. The author 
recommends that printers’, publishers’ and book- 
sellers’ letter books, ledgers, and other docu- 
ments relating to the book trade, be culled and 
referred to in bibliographical work. The need for 
such an index is strengthened by the fact that 
references that do exist are scattered, selective 
and partial in some instances, and are frequently 
imperfectly documented. The author discusses 
such existing references and notes that there is a 
wealth of material not yet properly indexed. 
(Author/SJ) 
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As reading plays a major role in the continuing 
education of a physician, relevancy to practice of 
the material selected by editors and ultimately 
read will theoretically result in an improvement 
of the continuing education process. If the selec- 
tion criteria could be consistent for the writer, 
the editor, and the reader, then the message has a 
better chance of attaining its objectives. It has 
been the aim of this contract to establish and test 
criteria which can enable the journals to more 
easily fill their role as the vehicles for conveying 
the message, and thereby to improve both the 
continuing education process potential and the 
resultant quality of patient care. This study ad- 
dressed itself to the development and evaluation 
of criteria for use in assessing the clinical 
relevance of journal articles to the information 
needs of practitioners in several clinical catego- 
ries. (Author/SJ) 
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From experimental work performed, and re- 
ported upon in this document, it is concluded 
that converting the New York State Library 
(NYSL) shelf list sample to machine readable 
form, and searching this shelf list using a remote 
access catalog are technically sound concepts 
though the capital costs of data conversion and 
system installation will be substantial. The two 
primary areas of investigation covered in this re- 
port are: (1) pilot conversion to machine reada- 
ble form of a portion of the NYSL shelf list; the 
purpose of this conversion process itself being the 
creation of a file of machine readable records 
which can be searched by a computer under the 
control of a telecommunication computer ter- 
minal. The purpose of the pilot conversion test is 
to determine costs of conversion, and any 
unusual technical problems; and (2) experimenta- 
tion with, and use of, the initial product of the 
pilot conversion in catalog searching. The pur- 
pose of the search test is to determine technical 
feasibility of the search process where a user 
must formulate a query as a logical combination 
of alphabetic search words, a process far different 
than the mental eye-brain scanning of entries on 
catalog cards. (Author/SJ) 
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The four papers in this volume of institute 
proceedings present: (1) a retrospective, subjec- 
tive look at foreign-trained librarians employed in 

North American libraries and foreign students in 

North American library education programs, (2) 

statistical analyses of current policies and prac- 

tices relating to the employment of foreign- 
trained librarians in North American libraries and 
the acceptance of foreign students in North 

American library education programs, and (3) a 

review of the current state of library education in 

selected countries of Latin America and the 

Caribbean, Europe, Asia, Africa, Australia and 

New Zealand. The papers are: (1) “The Overseas 

Students in Library Schools in the United States 

and Canada,” (2) “Foreign Student Population in 

North American Library Schools,” (3) “Should 

We Employ Overseas Professionals in Our Libra- 

ries,” and (4) “Employment of Foreign Trained 

Librarians in the United States and Canada.” 

Also included are discussions, the banquet ad- 

dress, and a directory of chairmen and members 

of country resource panels of the Committee on 

Equivalencies and Reciprocity, Library Education 

Division, American Lib Association. (A re- 

lated document is LI 004 194.) (Author/SJ) 
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Fact sheets on the general education system 

and education for librarianship are presented for 

49 countries. The following countries are 

represented: Algeria, Australia, Austria, Burma, 

Chile, Costa Rica, Cuba, Denmark, Ecuador, 

Ethiopia, Germany, Ghana, Guatemala, India, In- 

donesia, Iran, Iraq, Israel, Italy, Jamaica, Japan, 

Jordan, Korea, Kuwait, Latin America, Lebanon, 

Libya, Mexico, Morocco, Nigeria, Pakistan, 

Panama, Paraguay, Peru, Philippines, Saudi 

Arabia, Sudan, Syria, Taiwan (Formosa), Thai- 

land, Tunisia, Turkey, United Arab Republic, 

United Kingdom, Uruguay, Venezuela, Viet Nam, 

West Africa, Yemen. (A related document is LI 

004193.) (SJ) 
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Following the recommendations of the National 

Conference on Cataloguing Standards held at the 

National Library of Canada in May 1970, a 

Canadian Task Group on Cataloguing Standards 

was set up to study and identify present deficien- 

cies in the organizing and processing of Canadian 
material, and the cataloging problems of Canadi- 


an libraries, and to make recommendations for 
improvement. The areas addressed are: stan- 
dardization of entry and bibliographic descrip- 
tion; classification of Canadian history, literature 
and law; Canadian lists of subject headings; 
processing of government documents, processing 
of serials; and, a suggested program of implemen- 
tation of the recommendations made. The recom- 
mendations of this task group provide a blueprint 
for long-term action which call for a basic over- 
haul and strengthening of the established struc- 
ture of Canadian bibliographic services. 
(Author/SJ) 
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The primary objectives of this project were: (1) 
to identify population groups with information 
needs that differ from the needs of the general 
population, and to define these needs and (2) to 
formulate tentative specifications for post-1975 
library services. Background work for these major 
objectives involved searching and reviewing the 
literature concerned with user studies and specifi- 
cations for future library services. Consideration 
was also given to those planning methodologies 
that would be applicable to the development of 
future library and information services. This study 
concentrated on the special needs of identifiable 
subgroups in the population rather than on the 
needs of typical users who constitute the bulk of 
the public library clientele. All of these subgroups 
were identified and studied in terms of single 
variables, such as age, economic level, or housing 
location and were found to have information 
needs somewhat different from the needs of the 
general population. No effort was made to identi- 
fy any subgroups in terms of multi-variable 
descriptions, such as the term “disadvantaged” 
might imply. This type of multi-variable analysis 
would be a very useful follow-up study. 
(Author/NH) 
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This paper briefly reviews the information ex- 

plosion of the last thirty years and the various at- 

tempts made to organize that information in new 
ways. Section B offers a brief historic review of 
modern classification and subject heading theory. 

Section C reviews the literature of automatic in- 

dexing, automatic abstracting, and automatic 

classification. The problems of large file organiza- 
tion, word meanings, and the limitation of such 

“‘automatic” methods are discussed. Section D 

sums up the state of the art in automatic indexing 

by concluding that human intellectual effort is 
still required in indexing. The computer is viewed 
as a valuable assistant in that intellectual effort 





and the wide variety of computer applications to 
indexing work is summarized. (Author) 
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Designed basically as an operating manual for 
the technical processing staff, this publication is 
also intended to be used as a reference by librari- 
ans and library administrators. The contents in- 
clude: the book, book collections, the public card 
catalog, catalog card filing rules, objectives-goals- 
activities of the Technical Processes Division, or- 
ganization of the Technical Processes Division, 
position descriptions, mechanization and 
merchandising, acquisitions, cataloging and classi- 
fying, mechanical processing, binding, inventory 
procedures, projects-plans-statistics, a glossary of 
library and book trade terms, and an index. This 
second edition reflects the many changes and 
revisions which have taken place since the earlier 
edition was published in 1968. Included are 
process charts for acquisitions, cataloging and 
classifying, and mechanical gore Examples 
also include a variety of book labels. (Author) 
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The purpose of this treatise is to bring to light 
some of the conceptions that educators have of 
the library and its librarian. The study was 
prompted by the discovery of a lack of informa- 
tion regarding the library in teacher training text- 
books. This report is concerned with two things: 
how the public school educator views the library 
and its librarian, and what attempt is being made 
in the teacher training institutions to offer in- 
struction in the use of library facilities. Data was 
gathered by questionnaires and by examinations 
of the education textbooks being used in the in- 
stitutions. The study is limited in scope to the 
state of Kentucky and the textbooks examined 
are those used in the basic introductory courses 
in education. Only four of the textbooks ex- 
amined gave in-depth coverage of the library at 
one location in the text worthy of a topical 
reference in the table of contents. A list of some 
of the items that should be in a chapter on the 
library’s role in public school education is in- 
cluded. (Author/NH) 
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The impact of the College Level Examination 

Project (CLEP) upon the total community has 

been good but not widespread enough to be clas- 
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The purposes of the study which this report 
describes were to assist the San Francisco Public 
Library in further documenting the need for a 
new main library building, to consider financial 
alternatives, to recommend a site, and to develop 
a program of facility requirements for the future. 
Although not an organizational study, it has con- 





sified “successful.” Within the academic c 
nity there has been the overwhelming acceptance 
of CLEP and a continuing upgrading of credits to 
the benefit of the student, with a growing stan- 
dardization of acceptable scores from institution 
to institution. The Regional Office of CEEB at- 
tributes these successes largely to the Dallas 
Public Library Independent Study Project (ISP). 
ISP has been included in newspaper articles as a 
worthwhile opportunity for persons in the com- 
munity, including returning veterans. The Project 
was listed as one of the “major achievements” in 
a Goals for Dallas Program progress report. Stu- 
dents and prospective students cail the Project 
Office daily and express appreciation for the ‘- 
beautiful program.” Librarians at the five Branch 
Libraries hear from pleased students. The analysis 
of data collected by a telephone questionnaire 
survey of participants is divided into seven areas: 
(1) The ISP Newsletter, (2) Branch Library Used 
for Books or Study, (3) Help from Librarians, (4) 
Time, Frequency and Use of Library, (5) 
Workshop Attendance and Evaluation, (6) 
Progress in Independent Study Program and (7) 
General Comments on Program. (See also: ED 
068 121 through 068 124) (Author/NH) 
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One of a series of communications formats for 

machine-readable cataloging records issued by 

the Library of Congress is described. It is an im- 

plementation of the “American National Stan- 

dard for Bibliographic Information Interchange 
on Magnetic Tape,” Z39.2-1971, which was 
adopted by the American National Standards In- 
stitute (ANSI). The ANSI format structure was 
designed to accommodate records for all kinds of 
materials used by different groups of users, and 
this format structure has been used for the 

MARC formats for books, serials, maps, films, 

and music developed at the Library of Congress. 

The MARC manuscript format provides specifica- 

tions and content designators (tags, indicators, 

and subfield codes to identify data in a machine 
record) for manuscript collections and single 
manuscripts. Since the Library of Congress does 
not have any immediate plans to distribute 
records of this kind on magnetic tape, the publi- 
cation of this format is intended for the use of 
other institutions involved in creating machine- 
readable record for manuscripts. Map and music 
manuscripts can be handled by this format in 
conjunction with the additional data elements or 
content designators in the MARC formats. The 
> aa of record code in the leader would specify 
of materials. (Author/SJ) 
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blem of defining the future role of 
central service, developed data on patterns of 
library use by the system-wide user, and con- 
sidered the impact of extending existing services 
and developing new services, as well as the effect 
of expected changes in existing operations and 
new technology on main library facilities. 
Because information on the library user was al- 
most nonexistent in San Francisco, a major por- 
tion of the study effort was allocated to a system- 
wide and main library user survey as well as a 
staff and children’s questionnaire. No comprehen- 
sive survey of the library user had ever beer 
done, and the present circulation system is not an 
efficient vehicle for data collection and analysis. 
The results of the survey document the extent of 
existing use of the library system. This data can 
be used as a base line for updating the library's 
knowledge of the user and his patterns of use 
during the next three decades. (Author) 
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A series of studies concerned with the dis- 

semination and assimilation of material contained 
in journal articles in educational research were 
conducted. These studies dealt with authors of 
the articles and other educational researchers 
conducting research in the same subject matter 
areas as the articles. The dissemination process 
was found to be extremely long and slow with lit- 
tle information reaching the general educational 
research and development community until late 
in the process. The results of these studies and 
previously conducted ones dealing with the na- 
tional meeting indicate that both the informal and 
formal dissemination systems in educational 
research are extremely diffuse. Thus it is ex- 
tremely difficult for the educational researcher to 
find the information he needs. Moreover, few 
authors published further in the same area as 
their original article. A number of suggestions for 
improving the current dissemination system in 
educational research are mentioned. (Author) 
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The institute, “Innovations in School Librarian- 

ship,” was conducted by The Florida State 

University in cooperation with the Florida De- 

partment of Education. Participants in the 

workshop were persons employed as school dis- 

trict level media personnel in Florida public 

school systems. The purpose was to increase their 

competence in planning, developing and evaluat- 

ing effective system-wide media programs. The 

need for such competence has been sharply ac- 

centuated by recent state legislative actions and 

subsequent policy changes by the Department of 


Programming 
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Education which mandated an appraisal of all 
programs as to effectiveness, efficiency, and 
utilization of resources. The seminar approach 
was used, enabling participants to exchange views 
and reinforce principles. Emphasis was placed on 
the development of evaluative instruments, imple- 
mentation of standards, procedures to assure ac- 
countability, and on the design of needs assess- 
ment as they relate to school media programs. 
Presentations to the entire group was made by 
staff members and visiting lecturers in order to 
impart information needed by all of the partici- 
pants. This document is a record of those presen- 
tations. (Author) 
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This report covers Phase IIB (1 January 1971 

to 30 June 1972) of the development of a cam- 
pus-based Center for Information Services (CIS) 
at the University of California at Los Angeles 
(UCLA). Activities during this phase included 
completion of the design and programming 
details of the software system, development of a 
prototype of the software system, acquisition of 
selected data bases, development of operational 
procedures, operation of experimental current 
awareness search services with interim software, 
seminars for library personnel, and the establish- 
ment of procedures for the transfer of the opera- 
tion to the library. Two highlights of the phase 
were the outstanding success of the experimental 
current awareness service and the establishment 
of a CIS unit in the library. (Author) 
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This paper deals with the field of library educa- 
tion administration and is based on observation, 
reflection, and analysis. The author was head of 
an American graduate library school for nine 
years, and immediately thereafter, 1967-68, as a 
Fulbright Professor, headed an Iranian librarv 
school for thirteen months. Rather than attempt 
to compare library education in the two coun- 
tries, almost as large an undertaking as compar- 
ing the two parent institutions, Drexel University 
(then Drexel Institute of Technology), in 
Philadelphia, Pennsylvania, and the Faculty of 
Education, University of Tehran, this analysis 
focuses primarily on a narrower and more 
manageable subject, the two positions themselves, 
dean vs. chairman. This is the story of their com- 
parisons and contrasts, their rewards and 
problems, one important variable being held con- 
stant, the nature of the position as a university 
graduate library school headship. Most of the 
comparisons will be made after juxtaposing infor- 
mation from each position, topic by topic. (Re- 
lated documents are: LI 004245 through LI 
004267.) (Author) 
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Two aspects of comparative library science are 
discussed in this paper: the ion of Amer- 
ican lil education and of American library 
standards for Iranian use. Its basic assumption is 
that all of the goals and most of the essential 
principles of American library science are as ap- 
propriate to modern Iran as to modern America. 
Furthermore, many practical library procedures 
can be borrowed from the U.S.A. A further as- 
sumption is that the foreigner is seldom familiar 
enough with Iran to know all of the ideas which 
should be incorporated or to make all of the 
changes necessary in adapting either library edu- 
cation or standards for local use. Consequently, 
Iranian assistance is essential in writing and revis- 
ing adaptations in both fields. A final assumption 
is that most Iranians want their libraries im- 
roved. (Related documents are: LI 004244 and 
1 004246 through LI 004267.) (Author/SJ) 
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In this document are suggested standards for 
Iranian university libraries. They have been 
adapted from foreign library standards to fit the 
Iranian situation and have been established to 
ute Iranian university librarians seeking to 
now the factors normally associated with good 
quality library service. They are neither intended 
to lead to poor service nor to outstanding service, 
but to a level of good service in between. 
Further, they are considered to be minimum, not 
maximum, standards, though it is probable that 
few Iranian university libraries can meet many of 
them initially. On the other hand, the library 
which has reached a particular standard should 
not be completely satisfied with its accomplish- 
ment but should continue to improve until it can 
give outstanding service in that area and can 
reach the standards in other areas, also. It should 
be clear that the purpose of these standards is to 
improve Iranian libraries, not to standardize 
them. (LI 004244, 004245, and LI 004247 
through 004267 are related.) (Author) 
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In this document are standards for Iranian 
senior college libraries. A four year or senior col- 
lege may provide a liberal arts education or 
preparation for a particular profession, like nutri- 
tion or banking. These standards have been 

dapted from foreign library standards to fit the 
Iranian situation. They have been established to 
— Iranian academic librarians seeking to 

now the factors normally associated with good 
quality library service. The standards are neither 
intended to lead to poor service nor to outstand- 
ing service, but to a level of good service in 
between. Further, they are considered to be 
minimum, not maximum, standards, though it is 
probable that few Iranian libraries can meet any 
of them initially. On the other hand, the library 
which has reached a icular standard should 
not be completely satisfied with its accomplish- 
ment but should continue to improve until it can 
give outstanding service in that area and can 
reach the standards in other areas, also. It should 
be clear that the purpose of these standards is to 
improve Iranian libraries, not to standardize 
them. (LI 004244 through 004246, and LI 
004248 through 004267 are related.) (Author) 
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designed to provide a 
guide for library development in Iranian one and 
two year colleges. The institutions which they 
serve offer a diversity of post-high school instruc- 
tional programs, some preparing students for ele- 
mentary school teaching, or for a trade, some of 
them terminal as would be found in community 
and technical colleges, others preparing for 
transfer to four year colleges or universities. 
Agricultural and liberal arts colleges and institu- 
tions are included here, also. standards 
have been adapted from foreign gy 4 standards 
to fit the Iranian situation. They have been 
established to guide Iranian academic librarians 
seeking to know the factors normally associated 
with good quality library service. The standards 
are neither intended to lead to poor service nor 
to outstanding service, but to a level of good ser- 
vice in between. Further, they are considered to 
be minimum, not maximum, standards, though it 
is probable that few Iranian libraries can meet 
many of them initially. On the other hand, the 
library which has reached a icular standard 
should not be completely satisfied with its accom- 
plishment but should continue to improve until it 
can give outstanding service in that area and can 
reach the standards in other areas, also. It should 
be clear that the purpose of these standards is to 
improve Iranian libraries, not to standardize 
them. (LI 004244 through 004247 and LI 
004249 through 004267 are related.) (Author) 


ED 073 801 LI 004 249 


Pub Date 26 Apr 71 
Note—21p.;(15 References) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Foreign Countries, Library Science, 

*Library Standards, *School Libraries 
Identifiers—*Iran 

Iranian school library standards were adapted 
from American school library standards and have 
received Tehran Book Processing Centre execu- 
tive committee approval. While Iran has several 
foreign schools, libraries and librarians, there are 
no Iranian professional school librarians to take 
an interest in the standards. Furthermore, the 
present low state of Iranian school libraries sug- 
gests that many years may pass before a large 
percen of them will meet these standards. 
Certain librarians have criticized all six sets of 
library standards for being too detailed, almost 
for resembling policy and procedure manuals. 
This detailed treatment was deliberate. Attempts 
to get a library procedure manual published have 
been unsuccessful, so far, and the original pur- 
pose of the standards was to provide as much 
a as ible for Iranian librarians. 

ithout guidelines, many new Iranian librarians 
would be uncertain about how to organize and 
develop their libraries. With these detailed stan- 
dards, for the first time they had policy guidelines 
which contained some procedural details, also. 
The school library standards assume the presence 
of a desire among faculty members and adminis- 
trators to develop teaching techniques which de- 
emphasize the traditional Iranian lecture and text- 
book methods, and instead, emphasize pupil- 
oriented instruction and the use of a variety of 
teaching materials. (LI 004244 through 004248 
and LI004250 through 004267 are related.) 
(Author/SJ) 
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ns covmeng «ed the Tehran age Processin 
entre (Te' was proposed in Spring o 

1968. This document is a descriptive and histori- 

cal account of the center, and a description of its 

contributions to Iranian processing development. 

The center was modeled, to a certain extent, 

after Bro-Dart’s Alanar in Williamsport, Pennsyl- 

vania. Tebroc was designed to provide large 

scale, modern, economic and professional book 





selection, acquisition, cataloging, classification, 
and shelf preparation services for Iranian libraries 
and information centers. All types of libraries 
were to be served in all parts of Iran. Books in: all 
languages and from all countries, all types and 
forms of printed and audio-visual materials, all 
subject fields and English, French, German, 
Spanish, Persian, and Arabic languages, were to 
be processed. The organization was Iranian in 
some ways, western in others, sometimes was 
very successful, sometimes hopeless. The paper 
should answer the question, how did this Amer- 
ican idea fare in the Iranian library world. (LI 
004244 through 004249 and LI 004251 through 
004267 are related.) (Author/SJ) 
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Iranian library school development is discussed 
by describing the oldest and largest of the three 
existing schools, the et gone of Library 
Science at the University of Tehran. This denart- 
ment has had strong American influence, asi ‘s 
one of West Asia’s largest and best deveisrd 
library schools. The author briefly discusse= ‘ke 
following aspects of library education #: the 
University of Tehran: history, facilities, i:nezry 
administration, faculty, teaching methods, <ur- 
riculum, recruitment and admission, stude:: 
body, placement service, publications, and 
finance. The success and progress of the depart- 
ment are evaluated. Programs at other universi- 
ties are briefly mentioned. (LI 004244 through 
004250 and LI 004252 through 004267 are re- 
lated.) (Author/SJ) 
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The purpose of the Iranian Documentation 
Centr (Irandoc) was to collect that portion of the 
world’s literature which was pertinent to Iran’s 
research interests, to organize that material, and 
to promote its use by Iranian researchers. Stated 
more succinctly, Irandoc’s purpose was to obtain 
ready access to the world’s scientific literature in 
order to improve iranian research projects. Stated 
in still another way, Irandoc was (1) building the 
national science and social science library, (2) 
providing documentation level services for it, and 
(3) participating in regional and international in- 
formation networks. In carrying out these pur- 
poses, the Centre collected current book, periodi- 
cal, document, and report material, organized it, 
and brought it to the attention of Iranian 
researchers for use with ific projects. Iran- 
doc’s goals included service to the following 
users: university faculty members, university stu- 
dents, industrial research and development cen- 
ters, industrial production units, business firms, 
hospitals, research institutes, government minis- 
tries and agencies. In its first three years, Irandoc 
provided service to these groups plus physicians, 
engineers, agriculturalists, scientists, chemists, 
lawyers, educators, economists and others. This 
paper is a history and description of the establish- 
ment and early existence of Irandoc. (LI 004244 
through 004251 and LI 004253 through 004267 
are related.) (Author/SJ) 
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This essay attempts to compare and contrast 
certain Iranian and American library serial selec- 
tion policies. It assumes that many similarities 
exist between the selection policies of the two 
countries, but that special problems and contrasts 
exist in each one, also. The paper concentrates 
on the policies of two specific institutions, Drexel 
University, previously, Drexel Institute of 
Technology, Philadelphia, Pa., U.S.A., and the 
Iranian Documentation Centre (Iraridoc), Tehran, 
Iran. One is an academic library, the other a 
government agency documentation center. They 
are alike in some striking ways but are very dif- 
ferent in others. In spite of the absence of data 
and analyses needed to support an objective stu- 
dy, the author draws two conclusions based on 
his personal observation and experience. The in- 
fluence of nationalism on serial subscription poli- 
cies in Iran and America must be recognized. 
Probably it is common in libraries over the world 
to find large numbers of local titles on hand. 
Also, whenever local pride or nationalism and 
strong library service ideas are combined, then a 
rich representation of local serials may be ex- 
pected, as a way of providing good service to 
local users. (LI 004244 through 004252 and LI 
004254 through 004267 are __ related.) 
(Author/SJ) 
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The author provides brief critiques of “‘Libri;” 
“Journal of Library History;” “FID Newsletter;” 
“Unesco Bulletin for Libraries;” “Bibliography, 
Documentation and Technology;” “International 
Library Review” plus Asheim, Kaser, Bone, “‘En- 
cyclopedia of Library and Information Science,” 
Simsova, White and other books and serials in 
the area of international library science literature. 
(LI 004244 through 004253 and LI 004255 
through 004267 are related.) (Author/SJ) 


ED 073 807 LI 004 255 
Harvey, John F. 
Minimum Activities for National Library and 
phic Development. 

Pub Date [73] 
Note—11p.;(0 References) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Foreign Countries, Library Pro- 

grams, Library Science, *National Libraries 
Identifiers—Iran, *Library Development 

In this document the author attempts to set 
forth the activities, items, or criteria susceptible 
of development in librarianship, information 
science, and bibliography. The list attempts to in- 
clude all facets of a reasonably extensive develop- 
ment, one which no country has quite reached. 
On the other hand, among highly developed 
countries, progress on many individual items may 
have far surpassed the levels suggested here. It is 
not assumed that these items are of equal im- 
portance, nor that they are of equal urgency in 
every country, nor that priorities should be equal 
everywhere. For a country to rate well on this 
list, these facets must not only exist, but must 
exist in well organized form. Further, while the 
list usually specifies one of each item, obviously, 
two or more of that item would show a better 
development. However, the primary purpose of 
the list is to suggest the extensiveness of develop- 
ment, not its intensiveness. The 68 most impor- 
tant facets of a mature library and bibliographic 
development are designated. Their use as an in- 
strument to measure national library and biblio- 
graphic status is described, using Iranian progress 
from 1967 to 1971 as an example. (LI 004244 
through 004254 and LI 004256 through 004267 
are ited.) (Author/SJ) 
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In order to explain the international and com- 
parative study fields with enough detail to com- 
mand reader appreciation for the one world 
philosophy which they represent, it is necessary, 
with information taken from several occupational 
fields, to describe the new breed, the interna- 
tional Man. This man works and prospers 
because international trade and finance, science, 
education and government are expanding rapidly 
in many countries. He is the product of both a 
general increase in awareness of other countries’ 
importance and of developing countries’ growing 
awareness of their need for outside assistance. 
Their need is basic--the International Man's 
knowledge and ability are scarce locally, perhaps 
even non-existent. There is considerable literature 
on the business executive as International Man 
but very little on the government or service field 
executive or advisor in this role, and very little 
material on the International Man as a person. 
This paper will attempt to describe the character 
and personalities of the modern International 
Men observed in a dozen Asian and African 
countries. It is part of the international and com- 
parative library science discussion, and some of 
the men and women described are librarians. (LI 
004244 through 004255 and LI 004257 through 
004267 are related.) (Author) 
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The newness of a field which librarians are try- 
ing to identify and relate to their own concerns 
and activities is reflected in this paper. It explains 
the field’s research methods and gives examples, 
as well as discussing its identification and propus- 
ing a series of new definitions. In so doing, it is 
much indebted to the Bereday, Simsova, and 
Sharify contributions mentioned therein. This is 
intended to be a pivotal introductory paper. In 
concluding, the paper proposes that library 
schools become truly international and teach the 
best elements from library science world-wide. 
(LI 004244 through 004256 and LI 004258 
through 004267 are related.) (Author) 
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Suggestions for the Library Education Evalua- 
tion, Licensing, and Accreditation Program were 
adapted from documents prepared by the Amer- 
ican Library Association and other accrediting 
groups as well as from policies and procedures al- 
ready being used. The Tehran Book Processing 
Centre executive committee approved this set of 
standards in the Spring, 1971. It is one of the first 
sets of library education standards produced and 
adopted outside the USA. Though somewhat dif- 
ferent from the sets of library standards, the 
translation, approval, and recommendation pro- 
gram prescribed for this document was much the 
same as that prescribed for the library standards. 
In 1969, the Institute for Research and Planning 
in Science and Education asked for Tehran Book 
Processing Centre Planning Department coopera- 
tion in evaluating the new Tabriz and lranzamin 
library education programs. When a formal 
higher education evaluation program is evolved, 
it seems likely that the Institute will follow its 
own precedent in asking the Centre to continue 
its work in this field. same reasoning seems 
valid for library standards, since the Institute 
requested Planning Department assistance in 
evaluating and improving several academic and 
special Ubraries ny ry eae ae (Li 004244 
t 004257 L 004267 
pny vbng: (Author) 8 ox 
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The present _ Iranian library laws are in- 
and ineffective. Certain 
aspects of the weed school and public library 
standards described are based on the assumption 
that the laws will be improved in accordance with 
these suggestions. In a general way, this docu- 
ment attempts to build on the present laws and 
supplement them as well as to remedy some of 
their defects. Further, it attempts to suggest the 
topics and the numerous points under them 
which should be changed or added to modernize 
the laws. Certain of the specific points may fit 
more properly into sets of regulations concerning 
library operation than into laws themselves. In 
turn, it is assumed that these suggestions will be 
supplemented by sets of Iranian library standards, 
such as those recently approved by the Tehran 
Book Processing Centre, and in still greater 
detail, by library policy and procedure manuals, 
such as those awaiting publication at the Tehran 
Book Processing Centre. Ali Sinai wrote the 
Duplicate Exchange Union and the Inter-library 
loan code sections. (LI 004244 through 004258 
and LI 004260 through 004267 are related.) 
(Author) 
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A list of English, French and German serials 
published in Iran and available for subscription 
abroad is given. Bibliographic information is in- 
cluded for each publication. The list was com- 
piled with the help of Guity Afshar and Anoush 
Hovsepian from Pouri Soltani’s “Directory of 
Iranian Periodicals,” 1971. It was distrubuted to 
certain foreign libraries by the Iranian Documen- 
tation Centre. (LI 004244 through 004259 and 
LI 004261 through 004267 are related.) 
(Author) 
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In March and April 1968, the author was a 
guest of the U.S. Information Service on a two 
week trip to Pakistan and Afghanistan. During 
this stay, 30 libraries in five cities were visited. 
This paper describes this trip and relates the 
library happenings in these countries. It was obvi- 
ous that Pakistan librarianship had advanced 
beyond the profession in either Iran or 
Afghanistan. There were many more librarians, 
more of them capable, more curiosity about 
foreign ideas, more concern for the present, 
larger book collections, larger buildings, more 
library schools, more active library associations, 
and more library publication. Yet all of this 
development has occurred in university and spe- 
cial libraries, not in school or public libraries, 
typical of Southwest Asia. And the picture 
d to be standing still or else moving ahead 
very slowly, as if the ‘librarians had been trained 
before the nation was ready to support them. 
There seemed to be no evidence of a surge for- 
ward in public libraries, as there was in Iran or of 
major budget support for university libraries as 
there was in Ankara. Furthermore, the problem 
of over population had to be dealt with success- 
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fully or there would never be per capita improve- 
ment. Since Pakistan's economy was moving 
rapidly ahead, perhaps good library budgets and 
new building plans would also come, but one 
wonders if a country now so eget would support 
good library service even in xt generation. 
(LI 004244 through 004260 and LI 004262 
through 004267 are related.) (Author/NH) 
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Special libraries are defined in this paper as 
those libraries serving such institutions as govern- 
ment offices, private corporations, associations, 
and university departments. Information centers 
are similar to special libraries but provide per- 
sonalized, high quality reference service, usually 
in science and technology, and often using 
mechanical or electronic methods for document 
code storage and retrieval. West Asia is that es- 
sentially moslem area bound by the United Arab 
Republic and Turkey on the West and West 
Pakistan on the East, reaching the border of the 
USSR on the North and the Arabian Sea on the 
South. It contains about twenty countries, de- 
pending on how the Gulf and Trucial States are 
counted, and two hundred million people, in an 
area of 3,500 by 2,000 miles. The USSR, Indian, 
Sudan, Libya, and Morocco are omitted from this 
area as being relatively separate from it in cul- 
ture, orientation, or geography. While only a 
guess, it may be estimated that the area as a 
whole contains between 15,000 and 20,000 libra- 
ries of all kinds, of which perhaps 1,500 are spe- 
cial libraries or technical information centers. 
The majority of the grand total are very small 
school libraries with public libraries counting the 
second highest number. On the other hand, most 
of the better ones are either academic or special 
libraries. This survey is presented on a country by 
country basis. Fifteen of the countries were 
visited personally. (LI 004244 through 004261 
and LI 004263 through 004267 are related.) 
(Author/NH) 
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Although numerous outstanding research col- 
lections as well as able professional librarians 
exist in South and West Asia, many people find 
Asian libraries difficult to use. Often researchers 
need specialized data which is hard for them to 
locate in the limited time available. This paper's 
purpose is to provide practical suggestions for 
scholars about overcoming the difficulties of 
using Asian libraries. It is intended to assist 
researchers in all fields, including those working 
on dissertations, and is written to help them 
change a frustrating and disappointing year into 
one more rewarding. These remarks are appli 
ble for those of Asia which the author has 
visited: India, Pakistan, eleven more moslem, one 
Hebrew and one Christian country extending 
West to the U.A.R. and North to Turkey--and for 
those researchers whose material location 
problems are similar to the Asian reference 
problems with which the author has already dealt. 
(LI 004244 through 004262 and LI 004264 
through 004267 are related.) (Author/NH) 
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This outline of how to establish and maintain 
an Asian national union catalog contains basic in- 
struction for the staff and for the participating 
libraries of one of West Asia’s largest union 
catalogs. It has been prepared to: (1) define and 
clarify the purposes of the Iranian National Union 
Catalog; (2) explain the policies and procedures 
under which it operates, (3) establish uniform en- 
tries and cards and (4) describe participation and 
service. (LI 004244 through 004263 and LI 
004265 through 004267 are __ related.) 
(Author/NH) 
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The document is a sampie of the library reports 
prepared by Iran’s Fulbright librarians and as 
such was distributed widely in Iran by the U.S. 
Information Service. It is designed to guide Jundi 
Shahpour University Library development over a 
period of several years and demonstrates the ap- 
plication of modern western library science to the 
oldest university in the world. The report was 
requested by the University, but so far, only 20% 
of its recommendations have been carried out. 
The University has had three chancellors in the 
three years since the report was submitted, and 
this is a contributing reason for its lack of library 
progress. LI 004244 through 004264, and LI 
004266 and 004267 are related.) (Author) 
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The purposes of these standards are: (1) to 
suggest the steps necessary for the establishment 
of special libraries; (2) for those recently 
established, to suggest the steps necessary to 
achieve satisfactory performance levels in all 
areas, and finally, (3) for well established libra- 
ries, to suggest the steps necessary to achieve ex- 
cellence. These standards have been approved 
and are recommended by the Tehran Book 
Processing Centre, part of the Institute for 
Research and Planning in Science and Education, 
affiliated with the Ministry of Science and Higher 
Education. After a few years of experience in ap- 
plying them to Iranian libraries they should be 
revised and updated. This document is not in- 
tended to form an operation manual, nor is it a 
textbook in special library administration, nor can 
it recommend specific quantitative measures 
which will give automatic excellence. Further- 
more, in libraries as varied as these, it is impossi- 
ble to achieve a high a sa of uniformity, so 
many variations expected between 
libraries. Even so, this document should give a 
clear guide to the basic elements present and the 
degree to which they are present in the majority 
of successful special libraries. In so doing, it 
describes the criteria or standards by which suc- 
cessful libraries can be judged, also. Most basic 
of all, however, there must be clearly and 
unmistakably present at high Iranian management 
levels the strong intention to make the library a 
vital and useful part of the organization. (LI 
004244 through 004265 and LI 004267 are re- 
lated.) (Author/NH) 
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This document provides a guide for the initia- 
tion, development, and evaluation of — 
public library service. It is intended for use 
Iranian librarians, library boards, government ot 
ficials, and interested citizens. Its sections contain 
numerous guiding pcan seal which are the stan- 
dards. Each standard provides a measure of 
achievement or a guiding — rinciple of good pol- 
icy. The standards are relatively objective, ob- 
servable, and at least in a broad sense, quantita- 
tive. Only those standards are included which 
have a direct and positive relation to the quality 
of Iranian public library facilities and services. \It 
should be possible for librarians, library boards, 
or interested citizens to go through the docu- 
ment, sentence by sentence, and measure their 
own library by answering “‘yes”, to this standard, 
“no” to that, “maybe” or “partially” to others. 
When honest answers are affirmative for a 
majority of the standards, libraries are well on the 
way to giving i prod quality service. (LI 004244 
through are related.) (Author) 
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Three hypotheses concerning the problems of 

disadvantaged children developed during the 

1960s: (1) they are deprived; (2) they are defi- 

cient in certain skills and knowledge; and (3) 

they are not so much deprived or deficient as 

they are different, with strengths that should be 
respected and maximized. These hypotheses pro- 
vide a background for four questions concerning 
early childhood education: (1) What kinds of 
goals make sense? Are we committed to 
academic goals, which involve fulfilling require- 
ments and getting good scores, or intellectual 
goals, which involve inquiry and experimentation? 
(2) What do we have to do to accomplish these 
goals? Open classrooms, in which students pursue 
their own interests and acquire skills as tools with 
which to study their environment, are recom- 
mended. Behavior modification techniques should 
be used only with knowledge of the reasons for 
the behaviors exhibited. (3) What qualities of 
teachers are needed to realize these goals? To be 
effective, teachers must be both warm and strong. 

(4) What administrative qualities must exist to 

meet these goals? The qualities of the administra- 

tion--leadership style, fricti 
reflected in interaction between teachers and stu- 
dents. (KM) 
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uggestions designed to aid those who work 
with young children, in particular, the day care 
workers, are provided. Following the booklet’s in- 


PS 004 193 





troductory material, the following subjects are 
discussed: Language in the Day Care Center 
(Crib Babies--birth to six months; Six Months to 
12 Months; Toddlers--one to two years old; and 
Over Two Years); Room Arrangement 
(Housekeeping Center; Block Center; Art Center; 
Book Center; Science Center; Music Center; and 
Manipulative Center); Activities (Free Play; Dra- 
matic Play; Creative Art; Science; Water Play--in- 
side and out; Music; Books and Stories; En- 
tichment: The Extra Special Plus; Outdoor Play; 
and Clean-up); Sample Daily Schedule; and Ap- 

ices (Things to Save; Art Projects, Recipes 
for Art Projects; Suggested Books; Exploring 
Foods; re You Can Use; Equipment and 
Supplies; Fun with Puppets). (DB) 
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This report summarizes Head Start experience 
with the health education curriculum guide “- 
Healthy, That’s Me”’ in the first four months of 
1972. Information was collected from regional of- 
fice staff and from Head Start directors, nurses, 
teachers, teacher aides, and teacher trainers. 
Teacher and staff reaction to the guide, the train- 
ing they received in its use, and its effectiveness 
in the classroom are discussed. The information 
and recommendations in these areas are intended 
to be of use to the Office of Child Development 
in introducing the guide to other centers, revising 
the guide, and training teachers in its use. The re- 
port also includes a parent interview (in English 
and Spanish) designed with Head Start parents 
for possible use in subsequent evaluation. 
Problems in this evaluation were created because 
a large number of centers were not using the 
guide, many having never received it. These and 
other operational problems at Office of Child 
Development headquarters have resulted in con- 
fusion at the local level. Wide variation was 
found in the way the guide has been introduced 
and in staff training in its use; training appears to 
have been poorly planned and coordinated. Most 
directors, teachers and teacher trainers are enthu- 
siastic about the guide. So few parent handbooks 
have been distributed that their reactions to it 
cannot yet be ascertained. Many Head Start 
teachers were not using any health education 
materials previously. (K 
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The nature of on-going instructional processes 
and pupil experiences were studied in two classes 
of a British infant school. Using PROSE (Per- 
sonal Record of School Experience) as the prima- 
ry observation instrumeni, 24 children, aged five 
through seven years, equally divided as to sex, 
were observed during seven days. A total of 9 cy- 
cles and 45 events were recorded for each of the 
children. The events relate to the nature of con- 
tacts (verbal cr nonverbal) that the child has with 
adults, peers, and materials. Results of the study 
are provided as to: General Organizational Pat- 
terns; Teacher Behavior and Expectancies; 
Teacher Questioning; Instructional Teaching and 
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Content; Manifest Teacher Affect; pe 
Behavior, Adult Contacts; Peer Cont 
Involvement and the Nature of Tasks; Manifest 
Affect of Pupils; and Pupil Behavior Differences. 
Some of the noteworthy findings ay ) certain 
teacher expectancies were ap 
given and behavior reinforced; ( (2) for ab out half 
of each school day, children were involved in 
projects and activities of their own choosing, with 
teachers providing general supervisory and tutori- 
al assistance; (3) the most dominant type of 
teacher activity during these periods was listening 
to children and raising questions about activities 
and progress; (4) some teacher differences were 
seen in showing-telling activities and in con- 
trolling behavior; (5) over the entire school day, 
children interacted with an adult 29.3% of time 
on the average, with a peer 20.4%, with ap- 
propriate tasks 28.2%, and were inappropriately 
engaged 22.1% of the time. The study data are 
given in 17 tables. [Filmed from best available 
copy.}] (DB) 
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Sensitivity training groups rarely have been 
conducted among people of low income. A 
modification of the laboratory training method, 
here called the “participant group method,” was 
used with low-income Black parents of Head 
Start children to demonstrate under what condi- 
tions participant groups might be helpful to 
parents and their children. Eight different groups, 
each met twice a week for eight weeks within the 
context of either helping the child with language 
skills at home or helping the parents with their 
problems of child-rearing. Parent trainers worked 
in teams of two, including a mother from the 
community. Both fathers and mothers par- 
ticipated. Most groups succeeded in engaging the 
parents’ participation in child-rearing or related 
discussions, as judged from the attendance and 
the group process data. In conclusion, the partici- 
pant group method seems to be a very effective 
vehicle to deliver community-clinical psychologi- 
cal services directly to low-income parents for 
educational, remedial, and preventive functions 
regarding their preschool children. (Author) 
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The proceedings of the National Conference on 

Day Care Services are reported. Addresses before 

general sessions were: (1) “The Nation Looks at 

Day Care Services” by Hubert H. Humphrey; (2) 

“Spotlight on Day Care” by Ellen Winston; (3) 

“Education and Welfare: Allies Against Pove 

by Francis Keppel; (4) ‘“‘Twenty Percent of 

Nation” by Julius B. Richmond; and (5) “A Time 

for Action” by Abraham A. Ribicoff. Addresses 

before subconferences were: (1) “‘The Nation’s 

Working Mothers and the Need for Day Care” by 

Mary Dublin Keyserling; (2) “The Meaning of 

Day Care for Business and Industry” by W. O. 

Heinze; (3) “The Meaning of Day Care for 
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Labor” by Leo Perlis; (4) “The American Fami- 
ly-yimage and Reality” by James R. Dumpson; 
(5) “Cognitive Development of Preschool Chil- 
dren in Culturally Deprived Families” by Robert 
D. Hess; (6) “A Spectrum of Services for Chil- 
dren” by Katherine B. Octtinger; (7) “Research 
Adds New Dimensions to Day Care Services for 
Children” by Milton J. D. Senn; and (8) “Or- 
ganization Problems in Expanding Day Care Ser- 
vices” by John Neimeyer. The recommendations 
of the work groups concerned mobilizing the 
community, costs and financing day care, variety 
of day care services, parent involvement, adminis- 
tration, salary scales and personnel policies, staff 
for day care services, licensing and standards, and 
research. (KM) 
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Future expansion in the field of early childhood 
education is seen to lie in a reorientation of 
research and development. This reorientation is 
that of conducting more research ‘‘on” practice. 
Answers to be sought by research “on” practice 
in Head Start curriculum models relate to what 
factors (variables) exist that either inhibit or 
facilitate the implementation of each model. Four 
‘oad classes of variables are: model variables, 
modeler variables, teacher and staff variables, 
and general on-site variables. Brief examples of 
each variable potentially affecting implementabili- 
ty of curriculum models are outlined. In addition 
to research “‘on” practice, it is also felt that there 
should be a modification of the focus of the 
research and development efforts concerning 
teachers and teaching. Included in these efforts 
should be causes of teacher behavior. Causes re- 
lated to role relationships-teacher behavior 
determined by children, parents, other school 
personnel--and causes related to the larger social 
context should be examined. It is hoped that a 
sociology of early childhood education will be 
developed. References are provided. (DB) 


ED 073 827 PS 006 295 
— Working Together: Follow Through in 


Ohio State Dept. of Education, Columbus. 

Pub Date 72 

Note—36p. 

Available from—R.A. Horn, Director, Division of 
Federal Assistance, Room 603, Ohio Depart- 
ments Building, 65 South Front Street, Colum- 
bus, Ohio 43215 (free of charge) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Compensatory Education Pro- 
grams, *Disadvantaged Youth, *Early Child- 
hood Education, *Instructional Design, Intel- 
lectual Development, nigre Grades, Program 
Descriptions, *Teaching Models 

Identifiers— Engelmann Becker Model, 
Mathemagenic Activities Model, Ohio, PEP IPI 
Model, *Project Follow Through, Responsive 
Environment Model 
Brief descriptions are provided of four Ohio 

Follow Through programs, each of which is pilot- 

testing a different teaching model. The programs 

are: Akron, The PEP-IPI Model; Cleveland, The 

Responsive Environment Model; Dayton, The En- 

gelmann-Becker Model; and Martins Ferry, The 

Mathemagenic Activities Model. The PEP (Pri- 

mary [Education Project)-IPI (Individually 

Prescribed Instruction) instructional model in use 

in Akron has two main objectives: (1) to insure 

that the child deve the basic physical, percep- 
tual, conceptual relational abilities that un- 
derlie learning in all fields; and (2) to insure that 
he makes steady progress, at his own rate, toward 
mastery of academic skills. The Responsive En- 
vironment Model in Cleveland is based on con- 
victions that children learn best when they are in- 
terested in what they are doing, that they learn at 
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different rates, and that they learn in different 
ways. An essential element of the model is the 
provision of a classroom environment that leads 
the children into discovering important facts 
about their social and physical world. Teaching 
materials foster skills in language, reading, 
arithmetic, and science. The Engelmann-Becker 
Model utilized in Dayton is based on pro- 
grammed teaching materials based on the 
techno! of task analysis, and concentrated on 
the acquisition of skills in language, reading, and 
mathematics. The Mathemagenic Activities 
Model at Martins Ferry focuses on concept 
development through teaching that incorporates 
pupil activities that tangibly exemplify the con- 
cepts. Supportive services and Parent Advisory 
Committee functions are described. (DB) 
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The Classroom Attitude Observation Schedule 
was developed and field tested for study of inde- 
pendent child behavior in the open classroom. 
Eight Head Start classrooms were used for field 
testing, six of which used the Tucson Early Edu- 
cation Model curriculum and two of which, for 
comparison, used local curricula. Procedures in- 
volved observing and recording into mutually ex- 
clusive activity categories the location of children 
and adults at two-minute intervals over a thirty- 
six minute free-choice period. Incidents of inap- 
propriate behavior were also recorded. During 
the middle twelve minutes, all adults except the 
observer left the classroom. The procedure 
demonstrated sensitivity to changes in child 
behavior during teacher absence. Comparison 
classrooms had significantly more incidents of in- 
appropriate behavior during teacher absence than 
during teacher presence. TEEM classrooms main- 
tained a stable pattern of behavior throughout the 
observation period. The system was concluded to 
be extremely useful in assessment of independent 
learning behavior of children in large groups and 
should transfer easily to other open classroom 
settings. (Author/KM) 
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proceedings of the University Affiliated 
Second ial Interdisciplinary 
are 


Psychometry?”, C. E. Meyers, speaker. Among 
the papers reprinted in the proceedings from the 
afternoon program of Piagetian symposia, papers, 
test demonstrations and films are: (1) “‘Cognitive 
Development in Nursery School as Measured by 
a Battery of Piagetian Tasks” M. Lennan Nye; 
(2) “Keywords and Piagetian Concepts: A Sug- 
estion” Jeannette Veatch; (3) “Piagetian Theory 
elated to Science and Math Curriculum 
Development” Richard Kimball (abstract); (4) 
“The Development of Subjective Responsibility: 
Differential Aspects” Betty Henry; (5) “‘A Child’s 
Cognitive Conquest of Space and Time” Henry 
W. Maier; (6) “Cognitive Controls in Children 
and Performance on Piagetian Conservative 
Tasks” J. Roland Fleck (abstract); (7) “The 
Development of Young Cerebral Palsied Children 
According to Piaget’s Sensorimotor Theory” F. 
Annette Tessier; (8) “Application of Piagetian 
Theory to the Development of the Concept of 
Space in Visually Limited Children” Rose-Marie 
Swallow and Marie K. Poulsen; (9) Application 
of Piagetian Theory to Exceptional Children“ M. 
Patricia Simmons; (10) "Review of Recent 
Research Relating to . . . Volume Conservation 
During Adolescence’ Marcia Maguire. (KM) 
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The Florida Parent Education Follow Through 

Model emphasizes: (1) the training of mothers 
(two to each classroom) in the role of combined 
parent educator and teacher auxiliary; (2) train- 
ing the teacher in the use of paraprofessional per- 
sonnel; and (3) development of materials for 
family use which take into account not only the 
school’s goals for the child but also the family’s 
expectations, goals, life style and value system. 
Both teacher and parent educator are taught 
procedures for the development of teaching tasks. 
The parent education activity consists of weekly 
home visits to demonstrate to the mother tasks 
that have been devised in school to increase the 
child’s intellectual competence and personal and 
social development. Parents’ ideas and opinions 
are solicited and used in the program. The 
evaluation covered the areas of maternal teaching 
behavior, teacher-parent educator planning, 
parent educator teaching style, and parent educa- 
tor evaluation of a home visit. In each communi- 
ty, six teachers and six parent educators were 
randomly selected for evaluation. Videotapes of 
home visits were made to provide for better 
evaluation. Appendices contain the instruments 
and instructions used in evaluation. (KM) 
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The current emphasis on “teaching in the lan- 
guage of the child” has led to a demand for bilin- 
gual programs in Mexican-American communi- 
ties. Ninety preschool children, assumed to be 
Spanish speaking, were referred to a summer pro- 
gram for amelioration of English language defi- 
ciency. Spanish and English versions of the 
Preschool Language Scale were administered to 
determine language dominance, developmental 
status, and areas of deficiency. Results indicate 
that prime consideration should be given to the 
assessment of the preschool child’s language 
status before assuming competency or dominance 
in any language or deciding to establish a bilin- 
gual program. [Not available in hard copy due to 
marginal legibility of original document.] 
(Author) ; 


ED 073 832 
Stayton, Donelda J. 
The 


PS 006 366 


Greeting. 

Johns Hopkins Univ., Baltimore, Md. Dept. of 
Psychology. 

Spons Agency—Foundation’s Fund for Research 
in Psychiatry.; Grant Foundation, New York, 
N.Y.; Public Health Service (DHEW), 
Washington, D.C. 

Pub Date Apr 71 

Note—45p.; Part of paper presented at the Bien- 
nial Meeting of the Society for Research in 
Child Development (Minneapolis, Minnesota, 
April, 1971) 

Available from—Mary D. S. Ainsworth, Depart- 
ment of Psychology, The Johns Hopkins 
University, Baltimore, Md. 21218 (no price 


—_ 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors— Anxiety, Behavioral Science 
Research, Child Development, Emotional 
Response, Fear, *Infant Behavior, *Longitu- 
dinal Studies, *Mothers, *Overt Response, 
Parent Child Relationship, *Reactive Behavior, 
Sex Differences, Social Development, Techni- 
cal Reports 
Separation and greeting responses were ex- 
amined in a longitudinal study of 26 infants, aged 
15 to 54 weeks, observed at home. All instances 
of a person’s leaving and entering the room dur- 
ing home visits were observed. developmen- 
tal trend--both onset and relative frequency--of 
each separation behavior was plotted at three- 
week intervals. The onset of these behaviors was 
found to be earlier than most other investigators 
have reported. Following the mother upon her 
departure and greeting Be positively upon her 
return were found to be more frequent than cry- 
ing upon separation. Following showed the only 
sex difference; boys followed more than girls. 
Crying was more frequent when the infant was 
left confined rather than free to move about. 
Separation protest was differential to the mother 
from its onset, whereas following was not. Most 
positive greeting behaviors were differential, but 
smiling was not, seemingly serving affiliative as 
well as attachment functions. Infants when left 
totally alone are more likely to exhibit separa- 
tion-related behaviors than when left with com- 
panions; this finding is interpreted in the light of 
Bowlby’s ethological-evolutionary model of social 
development. (Author) 
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This speech offers a guide to identifying and 
teaching high-risk children, those who exhibit a 
lag in development severe enough to be a han- 
dicap in learning. The high-risk children focused 
on are whose developmental | is 
frequently not recognized until they fail in whee: 
The two major areas of develop ! 
learning disorders are in perceptual-motor 
development and language development. Specific 
instruments useful for identifying high-risk chil- 
dren in early childhood are listed. Teacher in- 
dicators of deficiencies in both major areas are 
listed. Before intervention can be successful, 
teachers must be able to assess developmental 
levels of motor and language skilis. A curriculum 
model based on concept development is 
presented. It assumes that perception is the basis 
of learning and uses the sensory systems to 
develop conceptual understandings. A concept, 
such as apples or sharing, is selected, and t 
classification and relational concepts related to it 
are identified. The major areas of conceptual 
development are properties, position, opposites, 
quantification, comparisons, associations, time, 
and motion. Expected outcomes in such areas as 
auditory and visual perception, reading readiness, 
gross motor development, and writing are 
described. References are provided. [Filmed from 
best available copy.] (KM) 
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Four studies were conducted to examine the 
manner in which cognitively impulsive and reflec- 
tive children use private speech to control their 
behaviors. The first study was a naturalistic ob- 
servation of a 2 i of impulsive (N=8) and 
reflective (N=8) nursery school children, 
identified by the Matching Familiar Figures Test. 
The Impulsive and reflective children differed sig- 
nificantly in the amount and style of verbaliza- 
tions and in the content and incidence of private 
or egocentric speech. In a second study the rela- 
tionship between reflectivity/impulsivity and ver- 
bal control of motor behavior was examined with 
30 kindergarten children. Under covert self-in- 
structions, impulsive children evidenced signifi- 
cantly less verbal control of inhibitory motor 
behavior and a greater magnitude of errors than 
reflective children. The efficacy of a cognitive 
self-instructional (SI) training procedure in alter- 
ing the behavior of “impulsive” school children 
was examined in two studies. Study III employed 
an individual training procedure requiring the im- 
pulsive child to talk to himself. Results indicated 
that the SI group (N=5S) improved significantly 
on three measures and retained the improvement 
after one month. Study IV examined the efficacy 
of the components of the cognitive treatment 
— in altering the impulsive child’s per- 
lormance on Kagan’s measure of cognitive impul- 
sivity. Cognitive modeling slowed down the 
response time for initial selection, but only with 
the addition of self-instructional training was 
there a_ significant decrease in errors. 
(Author/KM) 
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Creative methods of communicating with 

young children are discussed. In order to commu- 

nicate through talk, adults must realize that chil- 
dren have a “secret world” with their own lan- 
guage and reasoning and must respect it. Self 
awareness, patience, understanding, and con- 
sistency are necessary for adults to truly commu- 
nicate with children through talk. “Toy talk” is 
useful for reducing adult dominance and ap- 
proaching the child on his own level. Sociodra- 
matic play gives children practice in interacting 
with other children and thus improves his ability 
to communicate verbally. Children often respond 
more willingly and communicate more easily 
thro singing instead of talking, but adults 
should not attempt to change songs children 
create. The Mutual Storytelling Technique is an 
effective projective method of communication, 
enabling children to use one of their favorite 
modes of communication and adults to introduce 
new ideas without being coercive. Non-verbal 

icati hrough movement and music-- 
is also effective with young children. Communica- 
tion through reading books can be effective--if 
the appropriate books are chosen, if they are 
read as though the thing is happening, and if 
adult dominance is reduced. Children must be 
free to ask questions. Communicating with the 
silent child is especially difficult but can be ac- 
complished, perhaps with a non-verbal method. 

(KM) 
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This compensatory education program serves 
approximately 792 disadvantaged children. Thir- 
teen elementary school enrichment learning cen- 
ters, two tenth grade tutoring programs, an area- 
wide remedial reading clinic, an instructional ser- 
vice center, and intensive teacher-parent inser- 
vice training will be the framework for en- 
richment experiences. Those in the program are 
low achievers with average or higher intelligence. 
Pre-kinde: n children at two schools are the 
subjects of pilot programs helping teachers and 
parents to assess preventive activities designed for 
child py my for later school success. Appli- 
cation for Title I funds, budget analysis, and 
equipment and material listing are given. Intellec- 
tual, physical, social, and emotional needs are 
described, as are the affective, cognitive and 
psychomotor objectives of the program. These 
are followed by delineation of staff responsibili- 
ties, program descriptions, the evaluation design, 
the identity of the children served, information 
dissemination, budget relationships, and inservice 
education descriptions. [Filmed best availa- 
ble copy.}] (Author/KM) 
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The purpose of this research was to develop an 

evaluation technique to assess how effectively 

children develop as independent learmers within 
classrooms implementing the Tucson Early Edu- 
cation Model. A situational task was chosen in 
order to gather information about the ongoing 
open classroom. The Classroom Attitude Obser- 
vation Schedule was developed to detect pattern 
shifts in selected process variables in a oy 
during the absence of the teacher and other “‘ 

controlling” adults. The variables are grouping 
patterns, classroom activities, and inappropriate 
behaviors. A pilot study of the CAOS was con- 
ducted, using six experimental (TEEM) class- 
rooms and two comparison classrooms. The sum- 
mary dependent variables were mean group size, 
mean number of children engaged in an activity, 
inappropriate behavior, mean number of groups, 
mean number of activities. The summary activity 
categories were traditional academic activities, 
nontraditional cognitive learning activities, play 
and role playing, snacks and management, and 
nonfocused activities. Results showed the CAOS 
sensitive to pattern shifts. The clearest shift ap- 
peared with levels of inappropriate behavior. 

Children in comparison classrooms displayed 

more inappropriate behavior during teacher 

absence than did children in the TEEM class- 
rooms. There were significant differences 
between teacher absence and teacher presence in 

Comparison classrooms but not in TEEM class- 

rooms. The size of groups in which children 

clustered themselves changed significantly when 
the teacher was not present. (KM) 
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A study was conducted using positive rein- 
forcement to increase and maintain the time 
spent participating in study behavior of a six- 
year-old female kindergarten student and to in- 
troduce the teacher to behavioral change 
techniques. Attending and non-attending study 
behaviors were observed during 30-minute inde- 
pendent study periods in the classroom. The S 
received a star for each two minutes (later, each 
minute) of appropriate study behavior. She could 
later exchange the stars for prizes and/or 
privileges that she valued. Reliability checks were 
made by comparison observations of the four ob- 
servers. After six reinforcement sessions, positive 
reinforcement was discontinued to determine 
whether gains in study behavior were related to 
reinforcement. Reinforcement was initiated again 
after a percentage increase in non-study behavior 
was noted. Results showed the technique to be a 
success, but it is felt the experiment might have 
had a more lasting effect if the study had not 
been concluded prematurely by the closing of 
school. (KM) 
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The concepts “more” and “‘less” were analyzed 

into two meaning dimensions, “existence” 

(derived from children’s early benguage) and 

“quantity,” which were h be 
developmentally related to acts of addition and 
subtraction. Two experiments tested two- and 
three-year-olds’ comprehension of these concepts 
when initially equal or unequal rows were added 
to, subtracted from or left static. Addition and 
subtraction had little effect on Ss’ comprehension 
of either term. Ss understood “more” first when 
number characteristics of the array were relative- 
ly large, suggesting ‘“‘many” as an intermediate 
stage of meaning for “more.” No evidence was 
found for “less” meaning “more,” as others have 
claimed. Ss understood “less” later than “more,” 

a difference attributed to the restricted use of 

“less” as “smaller in amount.”’ (Author) 
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California State Board of Education policies 
authorizing implementation of early childhood 
legislation for K-3 programs are given. Legislative 
authority is quoted for each of the policies, which 
cover: (1) development of the early childhood 
education master plan—district level planning, in- 
dividual school level planning, optional waiver of 
education code provisions, joint aaperae 
(between two or more school districts) for early 
childhood education; and (2) master plan com- 
of educational needs, a pro- 
gram of restructuring kindergarten through third 
grade, program objectives, a local program 
designed to systematically phase into the program 
all the schools of the district in no more than six 
years, coordination of all district resources with 
the objectives of the local plan, program of 
evaluation of pupils’ health needs, emphasis on 
an individualized diagnostic approach to instruc- 
tion, direct parental involvement in the classroom 
program and program evaluation, programs for 
comprehensive parent education, staff develop- 
ment and inservice training, and evaluation of the 
program by the governing board of the school 
district with the assistance of administrators, 
teachers and parents. (KM) 
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California’s Early Childhood Education 
Proposal for kindergarten through the third grade 
is presented. This plan is intended to restructure 
primary education in California. The background 
of the plan and its intentions are covered in an 
introductory section on early childhood education 
in California. Part one: plan for early childhood 
education deals with: (1) the importance of 
childhood education; (2) the problems invol 





* : 
district plan; (5) the role of the State Department 


of Education; and (6) the functions of other 
agencies. Part two: financial resources and 
legislative proposals for the early childhood edu- 


cation program in California deal with: (1) esti- 
mated enrollment and costs of the early child- 
hood education program; (2) parent participation 
in the program; (3) extended day care and the 
early childhood program; (3) administration of 
the early childhood education program by the 
State Department of Education; and (4) other 
legislative Provisions. Specific estimated budget- 
ing and enrollment figures are presented in ta- 
bles. (KM) 
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This bibliography contains 2,419 references 
concerning the psychology of © creativity. 

References are in seven languages, predominantly 

English. The introduction and notes are in both 

Czech and English. (KM) 
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The processes by which the young child recog- 
nizes and regenerates some invariant and or- 
ganizational properties of language are discussed. 
In these processes the child conjoins and con- 
trasts recurrent segments--perhaps a recurrent 
word--of the messages presented to him. After re- 
peated exposure to messages containing a com- 
mon segment, the child recognizes the invariant 
segment. Both the identification of meanings and 
the formation of classes can be explained on this 
basis. In the first section, language acquisition is 
discussed as an unadulterated process of activities 
with little consideration for the products and 
structures generated. Linguistic operations are 
compared with those in economy through the 
comparison of three stages in the development of 
monetary systems--the barter system, the coinage 
system and the debenture system--with three 
stages in the origin, development and study of 
language--the proto-language, the token lan 
and the interaction language. It is argued that 
intellectual processes involved are roughly com- 

to Piaget’s three stages of cognitive 
development--the periods of sensory-motor activi- 
ty, concrete operations and formal operations. In 
the second section, the acquisition of the seman- 
tic and syntactic organization of language is 
emphasized. All these acquisitions succeed 
through active operations by the child with and 
upon the relational information given. These 
operations consist of intersecting or composing, 
conjoining or aligning relational information. 
CAcnoritM) 
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Identifiers— * Marylan 
This curriculum on uide for child care workers is 

oriented toward fulfilling the Maryland State 
requirements for personnel in early childhood 
programs. A tabulated summary of qualifications 
is presented for personnel in early childhood pro- 
grams as required by State Departments of 
Health and Mental Hygiene, Education, Employ- 
ment and Social Services. The suggested guides 
for training personnel who need 64 classroom 
hours in early childhood education are divided 
into the following sections: (1) points to consider 
when planning training; (2) interpretation of the 
regulations; and (3) curriculum guides for train- 
ing. The curriculum guides consist of: (1) pro- 
gram for the children--play and related activities, 
routines and schedules, teacher-child-parent rela- 
tionships; (2) areas child care personnel need to 
understand . about preschool children--normal 
growth and development, self-concept, normal 
behavior and misbehavior, relationships with 
others, meaning of play, how young children 
learn, furnishing materials for play, adult role in 
play experiences, scheduling day, arranging in- 
door and outdoor play areas, meals, staff relation- 
ships; (3) program topics--programs for young 
children, why are they good?, how is a good pro- 
gram developed?; (4) traditional approach--child 
growth and development and early childhood 
program as a learning environment; and (5) early 
childhood programs, growth and development, 
and the educational program. (KM) 
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The posal of the Conceptual Skills Pro- 
gram, a curriculum program for the kindergarten, 
and teacher implementation of the program are 
reported. The evaluation was comprised of three 
components. The first, an estimate of student 
achievement, relied mostly on the comparison of 
the performance of program objectives of kin- 
dergarten classes in 12 schools in which the pro- 
gram was initiated in the fall of 1971 with the 
performance of program objectives of the chil- 
dren who had immediately preceded them in the 
same schools and who had not received the pro- 
gram. Additional data were collected from the 
classes of teachers in the area who were teaching 
the program for the second or third year. Results 
indicated significantly greater —— skills 
achievement by students exposed to the 
The second component, a student attitude mea- 
sure, estimated the relative performance of chil- 
dren for Conceptual Skills and seven other in- 
and-out-of-school activities. Data were collected 
from all children receiving the program, which 
necessitated devising a group-administered at- 
titude test for children unable to read or write. 
Students ranked the Conceptual Skills Program 
lowest. Opinion data from parents, the third com- 
ponent, were also collected, using an interview- 
questionnaire technique for a random sample of 
parents. Generally, parents were well informed 
about the program and approved of it. Ten 
teachers were observed and evaluated in their use 
of the program. (Author/KM) 
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Identifiers Doll Choice Task 
The prediction that children would have more 

difficulty learning to differentiate faces of another 
race than their own, even though objective dif- 
ferences were constant, was tested. A discrimina- 
tion task, consisting of two schematic drawings of 
faces cut from varying shades of brown (Cauca- 
sian), pink-tan (Negro) and green (control), and 
a doll choice task, using two black and two white 
dolls (one of each sex) were administered to 192 
integrated nursery schools and public kindergar- 
tens. They were equally divided as to age, sex, 
and race (black or white). The younger group 
averaged 3 years 11 months and the older group 
5 years and 2 months. Each subject was tested in- 
dividually; half of each group was tested by a 
white examiner and half by a black examiner. An 
analysis of variance was carried out on the scores 
obtained on both tasks. Results showed that the 
prediction that children would have more difficul- 
ty learning to differentiate faces of another race 
was confirmed with both black and white chil- 
dren. The pattern of the results on both tasks in- 
dicated that responses based upon racial cues are 
already quite complex in three-year-old children. 
On the discrimination learning task, black chil- 
dren learned more quickly, and the performance 
of younger children was enhanced when tested by 
an examiner of another race. When the lighter 
member of the pair was reinforced in the dis- 
crimination learning task, all children learned 
more easily. The doll choice showed that both 
black and white preschool children strongly 
prefer the white dolls. Tables provide the study 
data. (DB) 
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Reports, Transfer of Training 

Identifiers— *Project Head Start 
The study assessed contributions of different 

novelty pairings and reward types to exploration 

behavior across three successive discrimination 
learning problems in a 3 x 2 x 3 mixed design. 

After learning a simple two choice discrimination 

problem, Headstart subjects responded to six 

double reward trials and six extinction trials. A 

learning-to-learn effect occurred with regard to 

both problem solution and decision time. 

Epistemic curiosity was evident across problems 

to the extent that children would explore a novel 

object even after learning that the familiar object 
was associated with reward. Reward type did not 
affect response selection but did increase 
response latency on initial double reward trials. 
(Author) 
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The atoutiee attribute in free recall was in- 

vestigated in relation to the order in which words 
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are recalled. A factorial analysis was employed to 
determine the effect of certain emotionally arous- 
ing words on the recall of these words by black 
and white subjects. Both black and white experi- 
menters were also employed to test a total of 48 
subjects. The most important result was that 
black subjects held back affective words in free 
recall significantly more than white subjects. No 
contextual effect of the race of experimenter was 
found. The study shows the importance of the af- 
fective attribute in the order of free recall. 
(Author) 
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Descriptors—Behavioral Science Research, 
*Bibliographies, *Child Psychology, *Mental 
Health Clinics, Parent Participation, 
*Psychotherapy, *Research Reviews (Publica- 
tions) 

This 1,131-item bibliography focuses upon 
research which centered on or included children 
12 years of age and younger, who were not sub- 
stantially below average in intelligence or grossly 
handicapped neurologically, and who had 
problems commonly considered appropriate for 
treatment in child guidance and out-patient 
psychiatric clinics. The studies were published be- 
fore January 1971 in English. The 12 sections of 
the bibliography are: Normative and 
Epidemiological Studies; Description and Classifi- 
cation; Familial and Parental Variables; Child 
(Client) Variables; Validity and Reliability of 
Anamnestic Data; The Clinic; Psychological Test- 
ing and Test Data; Treatment; Therapist Varia- 
bles; Follow-up and Treatment Outcome Studies; 
Investigating Child Therapy; and Outside the 
Clinic. An author index is provided. (DB) 
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vor issues related to psychological develop- 
ment are discussed. These issues concern: (1) the 
criteria by which the separate levels, or struc- 
tures, or stages of psychological development are 
to be identified; (2) the principle by means of 
which these configurations are to be ordered; (3) 
the nature of the transitions taking place between 
developmental landmarks, stages, or states; and 
(4) the nature of the processes within the in- 
dividual and between the individual and his cir- 
cumstances which account for the transforma- 
tions from one stage or state to another. Criteria 
used in producing six ordinal scales of sensorimo- 
tor development were: (1) ease of elicitation, (2) 
observer agreement, and (3) theoretical meaning- 
fulness. Sequential organization of behavioral 
landmarks must come from longitudinal studies of 
infants examined repeatedly during their develop- 
ment; inevitable sequentiality calls for longitu- 
dinal studies of infants developing under as wide 
a variety of cultures and conditions as feasible. 
Behavioral landmarks imply any of several forms 
of transformation. The characteristics of the 
transformations between successive levels or 
states are implicit in the nature of the differences 
between the characteristics of the observable 
behavioral landmarks of successive levels. Cross- 
sectional data derived from children developing 
under three differing sets of rearing conditions 
and data from two longitudinal studies are pro- 
vided, which indicate great variation in the ages 
at which infants and young children achieve the 
various levels of object construction which are 


PS 006 388 





716 Document Resumes 


correlated with their environmental circum- 
stances. (DB) 
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The smiles and laughter of an infant form the 
beginning of the developmental process of inter- 
personal interaction and socialization. The earli- 
est smiles are automatic expressions of internal 
states, but soon infants’ smiles are communica- 
tions of pleasure. The developmental changes in 
smiling and laughing in early infancy reflect the 
rapidity with which these emotional responses 
become important elements in the interactions 
between the infant and his social environment. 
The importance of smiling and laughter is demon- 
strated by clinical observations of their absence; 
distressed or frightened infants do not smile or 
laugh. Recent investigations point to humor as an 
essential component of the normal growth 
process. Humor provides the individual with the 
opportunity to re-experience the gratifications of 
cognitive and interpersonal mastery. An impor- 
tant determinant of children’s humor responses is 
the degree to which the humor requires them to 
use their cognitive abilities maximally. Humor is 
conceptualized here as a reassertion of one’s 
competence and its antithesis, anxiety, as a pain- 
ful state of helplessness. Humor is frequently used 
to dispell anxiety; by secondary reinforcement 
humor becomes a learned motive to experience 
mastery in the face of anxiety--the “‘whistling in 
the dark” phenomenon. Humor development 
parallels the stages of cognitive and psychosocial 
development. Humor is used to circumvent 
prohibitions, express aggression ee. and 
can be used to facilitate learning. (KM) 
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Integration, *Social Adjustment, 
Socioeconomic Background, Teacher Attitudes, 
Technical Reports 
A study was conducted during the 1964-65 

school year to determine the kinds of social adap- 

tation made by inner-city black children who 
were bused to two middle-class, predominantly 
white elementary schools and by white students 
new to the same schools. Two-way social adjust- 
ment ratings (from students and teachers) were 
obtained on about half of the black students and 
about 3/4 of the white students. Results showed 
that a majority of the children, black and white, 
adjusted well to their new school. A discrepancy 
existed between the opinions of teachers and stu- 
dents about their adjustment; teachers tended to 
rate white students as well adjusted more 
frequently than they themselves did and black 
students as poorly adjusted more frequently than 
they themselves did. It is considered that this ten- 
dency on the part of the white teachers may 
result from a persistence of racial myths and so- 
cial Darwinism. It is also suggested that, consider- 
ing the weight a teacher’s opinion carries, the 
maladaptations which are said to exist among 
some low-income minority group students may be 

a self-fulfilling prophecy. [Not available in hard 

copy due to marginal legibility of original docu- 

ment] (KM) 
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*Preschool Programs, Preschool Teachers, 

*Self Directed Classrooms, Student Centered 

Curriculum, Student Teacher Relationship, 

Teacher Role, *Teaching Guides 
Identifiers—* Montessori (M) 

This perce manual for the Montessori 
method covers following areas: (1) short sur- 
vey of Maria Montessori’s life and work; (2) 
per concepts of Dr. Montessori’s approach; 

(3) ical methods used in the “children’s 
houses”; (4) reactions to Dr. Montessori’s educa- 
tional approach at the start of the 20th century; 
(5S) Montessori today; (6) the Montessori 
philosophy; (7) psychic life of the child; (8) the 
absorbent mind; (9) the mathematical mind; (10) 
sensory level, sensitive periods; (11) inner 
motivation, self-motivation; (12) individual 
learner, auto-education, self-teaching; (13) inner 
discipline, freedom; (14) sequential learning; 
(15) the prepared environment; (16) approach to 
the child; (17) the teacher; (18) the roles of the 
teacher; 0) the interrelationships: 
child/teacher/environment; (20) orientation 
through order; (21) ground rules; (22) the funda- 
mental lesson; (23) the three-period lesson; (24) 
the lesson plan; (25) points of interest; (26) con- 
trol of error; (27) how to prepare learning 
materials; (28) how to display learning materials; 
and (29) observation. (KM) 
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Movement is one of the primary ways in which 
the young child finds out about his world. Ex- 
periences in movement help the young child to 
develop a healthy sense of identity. Through 
movement, children: (1) learn, as infants, to 
distinguish themselves from the outside world; 
(2) find out what they can do and how they can 
affect their environment; (3) discover their own 
body parts and develop self-concept as they learn 
different ways to use them; (4) develop creativity 
by inventing new movement; (5) express emo- 
tions through movement and, possibly, learn that 
others feel the same emotions; and (6) learn to 
identify themselves with a group and, possibly, 
develop ethnic pride through movement ex- 
periences. Thus movement involved the physical, 
cognitive, affective and social developmental 
areas. (KM) 
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The popular view among American psycholo- 
gists has been that there is a continuity of 
psychological structure that is shaped by early ex- 
eng Data gathered in studies of Guatemalan 
vil imply serious discontinuities in the 
deve volt of particular cognitive competencies 
and capacities for affect through preadolescence. 
The first two years of life are not a good predic- 
tor of future functioning in all environmental 
contexts. Separate maturational factors seem to 
set the time of emergence of basic cognitive func- 
tions, although experience can slow or speed up 
that emergence to a degree. In the Guatemalan 
villages observed, infants are permitted very little 
activity in the first 15 months, are not wed 
outside, have little to play with, and are seldom 
played with. These infants exhibit extreme motor- 
ic passivity, but they develop normally in child- 
hood. Identical procedures involving color and 
movement were administered to American and 
Guatemalan infants. Guatemalan infants were sig- 
nificantly less attentive than the Americans, and 
Americans had longer fixation times. To test the 
reversibility of the apparent slowing of cognitive 
growth in the Guatemalan child, cognitive tests 
were administered to rural and urban middle- 
class and economically disadvantaged 
preadolescents. Their performance , on tests of 
perceptual analysis, p pt » recall 
and recognition memory was comparable to 
American middle-class norms. Certain data sug- 
gest that economically disadvantaged American 
and Guatemalan children aged 5-9 are from one 
to three years behind middle-class children in 
demonstrating some cognitive skills but that these 
competencies emerge by age 10 or 11. (KM) 
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eo Education, *Preschool Programs, 
Descriptions 
ident iers— Massachusetts, *Springfield 
This directory of licensed preschool programs 
in the greater Springfield, Massachusetts, area 
was compiled from responses to a questionnaire 
mailed to each program licensed by the city and 
regional Departments of Public Health. In addi- 
tion to the address, telephone number, and name 
of the di , the following information is given 
for each listing-- of program, age range of 
children accep em for entrance, 
number of months the year the program 
operates, hours of the day the program operates, 
fee for the service, maximum number of children 
for which the center is licensed, and objectives of 
the particular programs. (KM) 
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Descriptors—*Compensatory Education Pro- 
grams, *Dramatic Play, Guides, Parent Coun- 
seling, *Parent Teacher ac agi Preschool 
Education, *Preschoo! 

This play, commissioned by Project Head Start, 
is to stimulate discussion and deepen 
<alettuniins of key issues surrounding the con- 
fusion and conflicts that often arise when parents 
and professionals become entan: in disputes 
over ‘“‘who is in charge” of the Head Start pro- 

. Guidelines for a discussion session follow- 

ing presentation of the play and su d 

questions for the audience are provided. (KM) 
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tions, *State Legislation, State Programs, 
*Statewide Planning 
Identifiers— *California 
Information is ae concerning California's 
newly enacted Early Childhood Education Pro- 
gram. The plan s for restructuring the K-3 
am to allow for: (1) lower adult-pupil ratios; 
(2) individualized, diagnostic instruction; (3) 
parent participation and involvement; (4) parent 
education; and (5) expanded inservice education 
to upgrade teacher preparation and train aides, 
volunteers, and aera? to assist the teacher. A 
point-by-point anal nad of the bill, a summary of 
the report of California’s Task Force on Early 
Childhood Education, and actual and projected 
allocations for 1973-74 through 1980-81 are pro- 
vided. (KM) 
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Identifiers—*Sioux Indians 
Proceedings of the hearings before the special 
subcommittee on American Indian education, 
prepared statements of the witnesses, and addi- 
tional articles, papers, and publications are in- 
cluded in this report. Statements were presented 
by an educational specialist, a psychiatrist, and 
other representatives from the various Indian 
tribes in Nebraska, Minnesota, and South Dakota. 
These statements generally describe the condi- 
tions within selected Indian communities and the 
government’s effort or lack of effort in alleviating 
these conditions. Also included in the document 
are the following: “A Study of the Theoretical 
Childhood Behavioral Consequences of Dakota, 
White-American Value Confrontation”; 
“Whiteman Medicine, Indian Medicine, and Indi- 
an Identity on Pine Ridge Reservation”; “Oglala 
Sioux Model Reservation Program: The Develop- 
a Potential of the Pine Ridge Indian Reserva- 
*; and 5 issues of the Pine Ridge Research 
Bulletin, in which general characteristics of the 
Indian population, “A Statistical Analysis of the 
Oglala Sioux Family Organization,” and “Family 
Planning at Pine e” are covered. Also, a 
memorandum is incl on the Indian Educa- 
tion Needs of the Turtle Mountain Area. Infor- 
mation which has been deleted from this docu- 
ment is available as ED 001 130, ED 003 853, 
and ED 016 529. (HBC) 
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Identifiers— *Oglala Sioux 
The first of 6 experimental units, the instruc- 

tional material —— in this document is 

directed to the 9th graders of the Oglala Sioux 
people. The stories coer are from the litera- 
ry tradition of the Sioux people. The stories in- 
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cluded are of 3 categories: (1) Ehanni (meaning 

a very long time ago) stories, which explain the 
creation and how things came to be; (2) Ohun- 
kakan stories, telling of a time after the Sioux 
ee ee ne ene 

‘ore the times of their great-great-grandfathers; 
and (3) Ehanni Wicowogake stories, which tell 
the history of the Sioux —_ based on histori- 
cal fact. The 3 groups of stories tell of the com- 
ing of religious rites, lessons to be learned, social 
behavior, manners, and courtesy. Various ex- 
planations and illustrations are also included to 
help the reader comprehend the material. Related 
documents are ED 067 172, and ED 066 236 
through ED 066 240. (FF) 


ED 073 861 24 RC 006 760 
Edington, Everett D. Conley, Howard K. 
Career Education Handbook for Rural School Ad- 


ministrators. 

New Mexico State Univ., University Park. ERIC 
Clearinghouse on Rural Education and Small 
Schools. 

Spons Agency—National Inst. of Education (D- 
HEW), Washington, D.C. 

Bureau No—BR-6-2469 

Pub Date Feb 73 

Contract—OEC-1-6-062469-1574 

Note—97p. 

Available from—Capitol Publications, Inc., Suite 
G-12, 2430 Raton Avenue, N.W., 
Washington, D.C. ($4.00) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Administrator Guides, *Career 
Education, Elementary Schools, High Schools, 
Inservice Education, Instructional Materials, In- 
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Career education is defined in this handbook as 

a comprehensive educational wherein 

the student’s attention is focused on careers, 

beginning in grade 1 or earlier and continuing 
through the adult years. It is noted that the ex- 
pected outcomes of career education are that 
every student will develop the competencies 
necessary for life and for making a living. Imple- 
mentation of an integrated career education pro- 
gram is described in terms of the administrative 
plan, curriculum development, _ instructional 
development teams, pupil personnel services, the 
school organizations and activities program, 
placement services, staff development, communi- 
ty involvement, advisory committees, and evalua- 
tion. Three levels of career education programs 
are discussed: (1) the program designed for the 
elementary school, which should be developmen- 
tal; (2) the junior high school program, which is 
basicall y explorative; and (3) the high school pro- 
gram, which is built upon the cumulative ex- 
periences of the student and which provides op- 
portunities for investigating careers in depth. 

Lists of career development materials and au- 

diovisual and instructional materials are included, 

along with copies of suggested resource question- 
naires, data card file forms, and letters to be used 
in developing a career education program. (PS) 
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_— Research Association meetings, New Or- 
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yay *Classroom Inte; tion, *Educa- 
tional Equality, Educatio Opportunities, 
Ethnic Groups, Grade 4, Grade 8, Grade 10, 
Grade 12, *Interaction Process Analysis, *Mex- 
ican Americans, *Teacher Influence 

Identifiers—* System of Interaction 
A 





oe interactions among students of 
different ethnic groups, with particular focus on 


ro ag rane te eee agp 
adequate for statistical analysis. Classroom obser- 
vations in rural, urban, ned iait acheaie-te 
California, New Mexico, and Texas enrolling sub- 
stantial numbers of Mexican American students 
were used. Data from 429 English language arts 
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classrooms in grades 4, 8, 10, and 12 were 
analyzed using the Flanders Interaction Analysis 
system so code sad eat ig interactions; and 22 
school, teacher characteristics 
were jesentianted The system was modified in 
order to code predominant classroom 
behavior with reference to the most ropriate 
Flanders category and to the identity of the stu- 
dent involved. The coding of raw data was 
modified to allow for sensitive analysis of possible 
disparities among students of different ethnic 
groups. The coding was done by 5 observers who 
spent 45 minutes in the 4th grade classes and the 
entire period in the other classes. Findings in- 
dicated significant differences between Mexican 
American and Anglo students in terms of teacher 
Praise or encouragement, teacher acceptance, 
teacher questioning, teacher’s positive feedback, 
all non-criticizing teacher talk, and all student 
speaking. (NQ) 
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Small Schools Can Be Better Schools by Building 


on Their Strengths. 
Pub Date 28 Mar 73 
Note—16p.; Paper presented at the Annual Meet- 
ing of the North Central Association of Col- 
leges and Secondary Schools (78th, Chicago, 
Ill., March 25-28, 1973) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Community Attitudes, Curriculum, 
*Economic Factors, *Educational Innovation, 
Guidance Services, Inservice Education, *Rural 
Schools, Shared Services, *Small Schools, Stu- 
dent Teacher Ratio, Technology, Vocational 
Education 
The major thesis of this paper is that it is 
necessary for those people concerned with rural 
education and small schools to accept 3 chal- 
lenges--to take full advantage of available rural 
opportunities, to realize limitations of rural life, 
and to be aware of responsibilities not only to 
Rural America but also to an America where 
there are no divisions between rural and urban 
communities. Information on small schools was 
presented in the areas of finances, curriculum, 
provision of shared services, improvement of 
teacher quality and perforniance, improvement in 
the use of technology, and provision of guidance 
services in rural schools. It was concluded that 
some of the major advantages of small schools 
were the close ties which exist between the stu- 
dent and his home community and the opportuni- 
ties which exist for more individualized instruc- 
tion. (PS 
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Ames. Cooperative Extension Service. 
Spons ay Amare of Higher Education (D- 
HEW/OE), Washington, D. 
Report No—ICES-Pm-517 
Pub Date Sep 71 
Note—32p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Age Groups, *Area Studies, *Cen- 
sus Figures, Community Services, *Demog- 
raphy, Migration Patterns, Planning, *Popula- 
tion Trends, Reproduction (Biology), *Rural 
Population, Sex erences, Tables (Data) 
Identifiers—*lowa 
The trends in population distribution and the 
composition of lowa’s population are reported in 
this document in order to provide the leaders and 
citizens of lowa with information to assist them in 
making decisions relating to growth and develop- 
ment. Birth and death rates, rural and urban re- 
sidence, lation by race, and age structure are 
disc under the heading of United States and 
Iowa Population Trends. Rural-urban trends and 
migration are discussed under the headings of 
Area Population Trends and County = 
Trends. It was found that population growth 
remained steady and that cut migation has 
declined in pene between 1960 and 1970. Signifi- 
cant shifts have occurred in the number and pro- 
ee ee te ae ee 
ral population has continued steadily to 
doduen while the trend toward urbanization has 
continued. The Black population (1.2% of the 
total lation) has increased more than 7,000, 
up 28% from 1960. American Indians, 
Japanese, Chinese, and other races increased 
from nearly 3,500 in 1960 to slightly over 9,000 
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in 1970. The findings also indicated that, during 
the 1960s, lowa’s birth rate has declined and its 
death rate has increased and that the 65 and over 
age group increased by nearly 22,500, an in- 
crease of from 11.9% to 12.4% since 1960. Some 
implications of the population shifts are discussed 
in terms of employment trends and the planning 
of community services. (HBC) 
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Pub Date 70 
Note—166p.; Doctoral dissertation submitted to 
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EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Change Agents, *Community 
Change, Doctoral Theses, Leadership, *Power 
Structure, Research Needs, *Rural Areas, So- 
cial Change, *Social Systems 
Identifiers— *lowa 
The general objective of this dissertation was to 
study, observe, and analyze the phenomena of so- 
cial power in 5 lowa communities. The specific 
objectives were to define a social system model, a 
social power model, and the methodology used 
for the delineation of persons perceived to be 
power actors; to determine the extent to which 
the power actors were perceived to have social 
power in different issue areas in 5 communities; 
and to generate some suggestions and implica- 
tions. The procedures for identifying the power 
actors involved 3 phases: (1) external community 
knowledgeables were interviewed, (2) internal 
community knowledgeables were interviewed, 
and (3) 92 power actors were interviewed with a 
formal field schedule. Major findings were that 
empirical data did not support the general 
hypothesis that power structures will vary by 
issue area and that the data tended to support the 
hypothesis that community power structures were 
more polymorphic as the size of the community 
increased. Twelve suggestions for social scientists 
doing future power structure research were in- 
cluded, along with 7 implications for change 
agents. (PS) 
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Equal Educational Opportunities for the Spanish- 
Speaking Child. Bilingual and Bicultural Educa- 
tional Programs. 

Commission on Civil Rights, Washington, D.C. 

Pub Date [71] 

Note—20p. 

Available from—Superintendent of Documents, 
U.S. Government Printing Office, Washington, 
D.C. 20402 ($0.15) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Bilingual Education, Community 
Involvement, Comprehensive Districts, Educa- 
tionally Disadvantaged, English (Second Lan- 
guage), *Equal Education, *Federal Programs, 
Government Publications, *Minority Group 
Children, Pamphlets, *Spanish Speaking 

Identifiers—Elementary and Secondary Education 
Act Title I, *Elementary and Secondary Educa- 
tion Act Title Vl 
The purpose of this booklet is to provide a 

brief and concise outline of those Federal educa- 

tion programs which are of most interest to the 

Spanish-speaking community. The programs 

described are those funded under Title I and Title 

VII of the Elementary and Secondary Education 

Act (ESEA) of 1965. A description of Title VII, 

how it works, who participates in its programs, 

and how a comprehensive Title VII program can 
be instituted in an individual school district, is 
given. The Bilingual School, Let’s Be Amigos, 
and the Houston Independent School District 

Bilingual Education Program are examples of 

promising Title VII programs. The explanation of 

Title I of the ESEA includes discussions concern- 

ing the difference between English-as-a Second 

Language under Title I and Bilingual Education 

under Title VII, Title | and the Spanish-Speaking 

Child, how Title | works, who participates, and 

questions to be asked of local school boards to 

ascertain what each district is doing with Title I 

money to assist gpmees ai children. Other 

programs offering specialized help--Head Start; 

Follow Through; Upward Bound; Talent Search; 

School Breakfasts-Lunches and Milk; Dropout 

Prevention; School Library Resources, Text- 

books, and other Instructional Materials; and 

Supplementary Educational Centers and Services- 

-are described. (HBC) 


RC 006 815 


ED 073 867 RC 006 817 
Sharp, Emmit F. Kristjanson, G. Albert 
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Pub Date [65] 
Note—108p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—Academic Achievement, *Dropout 
Research, *Educational Objectives, *High 
School Students, Intelligence Quotient, Labor 
Force, ‘*Occupational Aspiration, *Rural 
Areas, Socioeconomic Status, Tables (Data) 
Identifiers— * Manitoba 
Three generalized variables were posited as 
being of major importance in structuring the 
aspirations of high school youths: the knowledge 
held by the youth with regard to the various oc- 
cupational roles, the manner in which the various 
occupational alternatives were evaluated by him, 
and the self-evaluation by the student in which he 
assessed the likelihood of successful performance 
in the various roles. Four variables--level of occu- 
pational aspiration, level of educational aspira- 
tion, socioeconomic status, and intelligence-were 
measured for 1,844 students and 408 dropouts. 
Major findings were that the best predictor of 
both aspirational variables was past academic 
performance followed by measured intelligence, 
that there were strong relationships between stay- 
ing in school and levels of occupational and edu- 
cational aspirations, that a close relationship ex- 
isted between staying in school and the ability of 
the individual respondents as indicated by both 
measured intelligence and past academic per- 
formance, and that substantial relationships were 
revealed between staying in school and a variety 
of family characteristics. An analysis of the data 
was presented in tabular form. (PS) 
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Mn 4 Health Communication 
Teaching Aids. A List of Printed Materials and 
Their Sources. 

Health Services and Mental Health Administra- 
tion (DHEW), Bethesda, Md. Office of Com- 
munications and Public Affairs. 
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Pub Date Jul 72 
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EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Alcoholism, *Bibliographies, Com- 
municable Diseases, Dental Health, Drug Edu- 
cation, Family Planning, *Health Books, Health 
Education, Nutrition, *Publications, 
*Reference Materials, *Spanish 
Over 450 Spanish printed materials about the 

various aspects of health and their sources are 

listed in this publication. Italics are used to in- 
dicate either the translation of Spanish titles or 
the titles of English-language editions. Publica- 
tions with bilingual texts are shown by 
hyphenated titles. Information about the distribu- 
tion of materials and their prices, if any, is given 
for most of the materials. Some of the health 
areas discussed in these materials are alcoholism, 
allergies, cancer, dental health, drugs, prenatal 
care and infant care, tuberculosis, nutrition, 
diabetes, health education, children’s health, con- 
sumer education, environmental health, family 
lanning, and venereal disease. The materials are 
indexed by subject area. (NQ) 
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Selected Materials on the Chicano. 
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Cultural Center. 

Pub Date 70 

Note—15p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Bibliographies, Books, *Cultural 
Background, Films, *Mexican American Histo- 
ry, *Mexican Americans, Newspapers, Periodi- 
cals, *Resource Materials, Statistical Data 
Over 200 selected materials on the Chicano are 

listed in this bibliography. These materials in- 

clude bibli ies, statistical materials, books, 

articles, journ: films, and newspapers which 

pertain to the Mexican American population. The 

materials consist of such topics as the Mexican 

American community; their culture, history, 

heritage, education, economics and labor; their 

folklore and mythology; political science; law and 

justice; migration; psychology; public health; 

i and anthropology; and the theater. 
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While some documents date from the early 
1930s, most are dated in the 1960s and 1970s. 
The addresses of 19 Chicano newspapers are also 
given. (NQ) 
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Identifiers—*New York State 
The status of American Indians in the State of 
New York and the public services made available 
to them through various units of state govern- 
ment are outlined. For more than a century and 
one-half the State of New York, with Federal 
acquiescence, assumed responsibilities for Indian 
welfare corresponding to those undertaken by the 
Federal Government in states west of the Missis- 
sippi. Services in the areas of health, education, 
highways, social services, mental hygiene, and so 
on are rendered by the New York State depart- 
ments in accordance with their regular functions 
and responsibilities. Included in the — are 
a summary of the responsibilities and services the 
state has voluntarily assumed toward its Indian in- 
habitants, a background of the Indians them- 
selves, and a description of the social services ad- 
ministered by the State of New York toward its 
Indians. A bibliography and a list of Indian reser- 
vations and Indian officials are also furnished. A 
related document is ED 032 960. (FF) 
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Descriptors—* Agriculture, *Communications, 
Community Development, *Extension Agents, 
Farmers, *Information Dissemination, Natural 
Resources, *Rural Development, Tables 
(Data), Technology 
Identifiers— *Slovenes 
Information concerning Slovene rural develop- 
ment was presented in the form of 5 study re- 
ports from which statistical notation was deleted 
for readability. The purpose of these reports was 
to provide an accurate opinion reading concern- 
ing extension program dimensions and target au- 
diences, and to provide information for agronoms 
(extension agents with specialized agricultural 
training) employed by local agricultural organiza- 
tions on the farmer audiences they are servicing. 
The sample consisted of 543 farmers who were 
interviewed, and 279 agronoms and 14 legislators 
who responded to mailed questionnaires. The 
areas covered in the reports were (1) the pro- 
gram and audience dimensions for the new 
Slovene Extension Service, (2) the future of 
agriculture for Slovene farmers, (3) the improve- 
ment of Slovene village life, (4) the information- 
use patterns among ne farmers, and (5) a 2- 
dimensional communication _ infrastructure-in- 
teraction view of the shaping of individual 
behavior patterns. A list of the social and 
economic indicator variables and data included in 
the study was presented along with some of the 
data in tabular and graphic form. (PS) 
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Oregon State Univ., Corvallis. Cooperative Exten- 
sion Service. 

Spons “nee —Governor’s Manpower Planning 
Counci m 


Report No—OES-SR-367 

Pub Date Sep 72 

Note—138p. 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—American Indians, *Census Figures, 
*Demography, *Family Income, *Minority 
Groups, Negroes, Reports, Socioeconomic In- 
fluences, Spanish Speaking, Statistical Analysis, 
*Tables (Data) 

Identifiers—*Oregon 





A summary of information obtained from spe- 
cial runs of the 1970 U.S. Census of Population 
computer summary tapes is reported. This infor- 
mation includes, for each Census County Division 
within each Oregon county, population by racial 
group, family income distribution of racial 
groups, and poverty statistics. The original im- 
petus for compilation of the data arose from 
requirements dealing with meeting nondiscrimina- 
tory legal standards. The findings, which are re- 
ported in tabular form, indicate that about 4 
1/2% of Oregon’s population is classified as 
minority. Of a total population of 2,091,385, 
34,577 are Spanish Language, 26,308 are Black, 
and 13,510 are American Indian. The “Other” 
category, 19,488 persons, is largely composed of 
Japanese and Chinese. These minority popula- 
tions are concentrated in the metropolitan areas 
of Gregon, principally around Portland. The Wil- 
lamette Valley (location of the state’s 3 
metropolitan areas) is the home of 67% of the 
state’s Spanish Language population, 46% of the 
Indians, and 93% of the Black residents of 
Oregon. Minority family incomes tend to be 
lower than those of Caucasians, although middle 
income levels contain relatively large percentages 
of families in all racial groups. Minority groups 
do have proportionately fewer in the higher in- 
come class, however, and more in the lower 
classes. (Author/HBC) 
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dian Affairs, 1968-1969. 
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State Laws, *State Programs, Welfare 
Identifiers—*Arizona Commission of Indian Af- 
fairs 
The 1968-69 annual progress report of the 
Arizona Commission of Indian Affairs deals with 
the conditions of the American Indians residing 
within the state of Arizona. The Commission 
works with various state and Federal agencies 
which have service relationships with Indian 
reservations. The Commission is charged by its 
enabling legislation to consider and study condi- 
tions among Indians; to accumulate, compile, and 
assemble information; and to hold hearings and 
make investigations on any phase of Indian af- 
fairs. Information is provided on the population 
of Arizona Indian reservations, on the 18 
pny yt) Commission projects, with summaries, 
on the 21 published materials distributed by the 
Commission; on the annual surveys; on Commis- 
sion activities; and on the Commission budget, in 
which operating expenditures are listed. Included 
in this report are discussions of the Commission’s 
objectives, findings, and recommended actions in 
the areas of economics, education, employment, 
health, law and order, minerals, public relations, 
recreation, roads, and welfare. The 2 appendixes 
include material on (1) reviews by cooperating 
state and Federal agencies in the areas of 
economics, education, employment, health, and 
welfare and (2) summary reports from: Arizona 
State University, Northern Arizona University, 
and the University of Arizona. (FF) 


ED 073 874 RC 006 832 
Leitka, Gene 
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Pub Date Mar 73 
Note—37p. 
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Descriptors—*Alternative Schools, *American 
Indians, Educational Programs, *Higher Educa- 
tion, *Learning, Program Effectiveness, *Pro- 
gram Evaluation 
Identifiers—Flaming Rainbow, 
Without Walls 
An educational program assessment of the 
University Without Walls (UWW), located in 
Tahlequah, Oklahoma, and known as “Flaming 
Rainbow,” was presented in this document. The 
evaluation was conducted during March 27-30, 
1973. The 6 American Indian participants, who 
are financially su by the Bureau of Indian 
Affairs’ (BIA) Higher Education Program, and 3 


*University 


prospective students were interviewed, as were 
the center’s core staff personnel and the Vista 
workers. The 4-day assessment period culminated 
with a visit to the BIA Office in Muskogee, 
Oklahoma, to assess their conception of the pro- 
gram. The assessment placed emphasis on the 
testimonies of the students, who articulated the 
program’s effectiveness. Success of the program 
was noticeable by the advancement made by 3 
students who were near graduation. Findings in- 
cluded that there was a need to clarify the UWW 
goals and objectives in a language understandable 
to a layman and that the communications net- 
work between UWW and the BIA Higher Educa- 
tion Office in Muskogee needed improvement. It 
was recommended that BIA assistance will be 
vitally needed in the future should UWW prove 
to be a viable alternative educational program for 
Indian people. Included in the appendixes are (1) 
the fiscal year budget, 1973; (2) the fiscal year 
budget, 1974; (3) the “Cluster Concept” 
proposal for expansion; (4) the admission 
requirements; and (5) a list of institutions par- 
ticipating in the UWW consortium. (Author/FF) 
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The Impact of Public Spending in a Low-Income 
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Experiment Station. 
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Note—27p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors— Agricultural Laborers, Area Studies, 
*Economic Research, Educational Finance, 
Employment Trends, Facility Case Studies, 
*Federal Aid, Government Employees, *Low 
Income Counties, Military Personnel, Payroll 
Records, *Population Trends, Program Costs, 
Public Support, *Rural Areas, Tables (Data) 

Identifiers—* Fort Leonard Wood, Missouri 
The economic effects of Government spending 

at public installations in rural areas was in- 

vestigated. Fort Leonard Wood, Missouri, was 
chosen because of its location in a low-income 

rural area with relatively high outmigration, a 

declining agricultural industry base, and few em- 

ployment opportunities. All of the data relating to 

Government spending at the Fort were obtained 

through various personnel at Fort Wood, with the 

Comptroller’s office furnishing the majority of the 

data. A mail questionnaire was used to determine 

commuting patterns of civilian employees. From 

a total of 362 persons chosen at random from 

mailing lists of employees supplied by the data 

processing office at Fort Wood, 190 completed 
questionnaires were returned. Specific topics 
discussed were the economy of the area; the 
population migration in Laclede, Miller, Phelps, 

Pulaski, and Texas counties; the military payroll, 

the civilian payroll, impacted area funds, and the 

retail sales taxes at Fort Wood; and the employ- 
ment multiplier. Specific conclusions were 
discussed under each topic heading. (HBC) 


ED 073 876 RC 006 835 
Christensen, L. ~~ 


ject. 

Department of Agriculture, Washington, D. C. 
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Descriptors—*American Indians, Community 
Development, Cultural Context, *Economic 
Development, Education, Evaluation, *Human 
Development, Industrialization, Population 
Trends, *Reservations (Indian), *Rural Areas, 
Welfare Services 

Identifiers—*Fort McDermitt Indian Reservation, 
Nevada 
A long-range economics and human develop- 

ment ram, launched in 1967 by the Fort Mc- 

Dermitt Tribal Council, outlined various projects 

for improving economic and living conditions on 

the Fort McDermitt Indian Reservation, including 
the attraction of small industry. The purpose of 
this report was to make an informal assessment of 

development progress on the reservation as a 

result of the ge sorwng iving particular attention 

to assessment first new small industrial 
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project that had been attracted to the reservation. 
A description of the reservation was presented in 
terms of geography, education, housing, health 
care, employment, population, and community 
development. The progress and potential for 
development of the reservation was described, 
and information on the new industry was 
presented. Major findings were that the reserva- 
tion Indians can and are willing to become indus- 
trial workers, that the success of the industry pro- 
ject was owing to the fact that it was a “‘self- 
reservation” project, that local resource coopera- 
tion was essential, that manager-employee rela- 
tions were important, that the autonomous 
development corporation idea is better than 
working through the tribal council, that a 
democratic group process does not work well 
with the McDermitt Indians, and that it takes 
time and patience to start a new industry. Further 
plans, hopes, and suggestions were also 
presented. (PS) 
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Descriptors—*Agricultural Laborers, Clinics, 
*Community Agencies (Public), *Health Pro- 
grams, Hospitals, *Migrant Health Services, 
*State Programs 
Health service centers providing heaith care to 

migrants are listed by state in this booklet. A 
code system describes the services provided by 
the projects. Information listed for each project 
includes the project name, location, grantee, 
director, telephone number, service sites, services 
offered, periods during which the services are of- 
fered, peak migration population, and number of 
patients served in 1971. (PS) 
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Descriptors—Capital, *Disadvantaged Youth, 
*Discriminatory Legislation, Family Income, 
*Federal Programs, *Human Resources, Man- 
fees Development, Rural Family, *Rural 

‘opulation, Tables (Data) 

Documentary evidence that Federal spending 
on human resources development dispropor- 
tionately favors metropolitan counties over non- 
metropolitan areas is presented. The first chapter, 
“What Is Rural America?” focuses on 3 aspects 
of the rural problem: (1) the problem of defini- 
tion, (2) the raral population distribution, and 
(3) the extreme poverty faced by many rural 
dwellers. Chapter 2 is a study of the distribution 
of Federal outlays within the U.S. in 1970. It is 
concluded that rural people do not share propor- 
tionately in the distribution of Federal programs, 
that outlays for defense favor the larger and 
higher income urban areas, that Federal programs 
are failing to meet the county’s development 
needs, and that Federal outlays for agriculture 
and national resources are concentrated in non- 
metropolitan counties having pronounced popula- 
tion declines and high per capita income. The 
National Advisory Committee On Rural Poverty 
is discussed in Chapter 3. The commission’s tasks 
were to make a comprehensive study of Amer- 
ican rural life; to evaluate existing programs; and 
to develop recommendations for action by local, 
state, or Federal governments or private enter- 
prise. Chapter 4 contains tables which further 
document the short changing of rural people and 
communities in the distribution of Federal pro- 
grams. Metropolitan status and urban orientation 
are the major groupings used in the tables. 
(HBC) 
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The study sought to (1) furnish data to be used 
in further language-error analyses and studies of 
causes of errors in language acquisition, (2) pro- 
vide specific data for a basis in constructing 
pedagogical materials and proficiency tests to be 
used in teaching English to Mexican American 
children, and (3) determine whether bilingual or 
monolingual schooling affects the number and/or 
the patterning of errors. The sample consisted of 
61 Mexican American children attending a 
monolingual school and 59 Mexican American 
children attending a bilingual school. The chil- 
dren were shown a silent movie and then asked 
to tell the story. Their answers were recorded on 
tape and transcribed. The deviations from stan- 
dard English were described and categorized into 
errors in morphology, syntax, and vocabulary and 
counted as to their relative frequency in order to 
determine differences due to such independent 
variables as grade, sex, and type of schooling. 
Comparisons of frequency were based on com- 
parisons made as to correct usage percentage 
within the 2 most frequent error categories and 
overall comparisons of all error frequency made 
as to number of errors per number of words. 
Major findings were (1) that deviations ap- 
parently were the result of the expected Spanish 
interference, the improper application of standard 
English rules, and the influence of nonstandard 
English dialects and (2) that children in the bilin- 
gual school did not differ significantly from those 
in the monolingual school with respect to 
frequency of deviations from standard English. 
(NQ) 
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Identifiers— *South Dakota 
In October of each year, the Research and 
Statistics Section of the South Dakota Depart- 
ment of Public Welfare studies the racial makeup 
of its recipients to report on the proportion of 
American Indians, the state’s largest minority 
group (32,402 or 4.9% of the state’s population 
according to the 1970 census), receiving 
assistance under state welfare programs. This arti- 
cle presents the data obtained for October, 1972. 
The report consists of a number of tables showing 
the ratio of Indian recipients in each ge oy and 
the proportion of money expended for their 
grants. Programs included in the survey are old 
age assistance, aid to the blind, aid to the disa- 
bled, aid to dependent children, and foster care. 
A summary of the Indian recipient rate by pro- 
gram for each of the last 20 years is presented, 
showing the trend in Indian participation in wel- 
fare assistance. Information by county and by 
program has been compiled for the reservation 
and nonreservation counties in separate 
groupings. (Author/FF) 
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ee System of Interaction 
A : 

er-pupil verbal behavior in the classroom 
was assessed to discover if any significant dif- 
ferences existed in the interactions of teachers 
toward Mexican American and Anglo students. 

Classrooms were observed in 52 rural, urban, and 

suburban schools in California, New Mexico, and 

Texas with a substantial enrollment of Mexican 

American students. Data from 429 English and 

social studies classrooms in grades 4, 8, 10, and 

12 were analyzed using the Flanders Interaction 

Analysis system to code teacher-pupil interactions 

and 22 school, classroom, and teacher charac- 

teristics. The differences in the way the teacher 
interacted with students were measured by the 
disparities in the Anglo and Mexican American 
per pupil measures which were calculated for 
each type of behavior. The coding of the class- 
room interaction was done every 3 seconds for 
10 minutes in each classroom by 5 observers. The 
observers also coded observed teacher and class- 
room characteristics, briefly interviewed the 
teacher, and made a seating chart of the location 
of each chair and the ethnicity of each occupant 
while in the classroom. Data were also collected 
as to whether each observed classroom was 
tracked and to what degree. Significant dif- 
ferences were found between Mexican American 
and Anglo students in terms of teacher praise or 
encouragement, acceptance or use of student 
ideas, questioning, positive response, all non- 
criticizing talk, and all student speaking. Related 
documents are ED 052 849, ED 056 821, and 
ED 062 069. (NQ) 
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Reports submitted by local school districts and 
intermediate education district offices were 
reviewed, analyzed, and compared to previous 
surveys. Information was obtained about all stu- 
dents K-12 and all school personnel, including 
aides and community agents. The survey informa- 
tion was analyzed to determine what, if any, 
changes had been made in the racial and ethnic 
composition of students and school district em- 
ployees. Information regarding the racial and 
ethnic distribution of students by district and 
7 the racial and ethnic distribution of 
sch personnel, the enrollment patterns of 
minority students in 10th, 11th, and 12th grades 
by district and county, and the total K-12 state- 
wide minority enrollment as compared to the 
statewide number of seniors were presented in 
tabular form. A summary of the data indicated 
(1) that Spanish-surname and Russians showed 
the greatest increase in enrollment patterns; (2) 
that over the past 2 years, the proportion of 
Black students remained consistently segregated, 
particularly at the elementary level; (3) that 
Spanish-surname and American Indians were also 
racially isolated; (4) that the number of minority 
educators was low; (5) that there was an urgent 
need for the establishment of a statewide data 
collection system pertinent to school achieve- 
ment, reading and mathematics scores, dropout 
rate, and follow-up on minority students; and (6) 
that there had been a stabilization in enroliment 
patterns over the past year. (HBC) 
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The attitudes and opinions of rural Michigan 

residents were surve on selected issues and 
policies in 1970. sample included 343 
respondents drawn from 34 randomly selected 
sampling points. Each point was a rural township 
from which about 10 interviews were made. 
Responses of the 88 farm and 255 nonfarm re- 
sidents were compared in the study. Some major 
areas covered in the interviews were farm policy, 
political tactics, strikes by farm workers, and the 
family farm. It was found that meaningful dif- 
ferences in attitudes on certain social issues ex- 
isted between rurai subgroups, that including the 
respondent’s sex as a control variable led to ad- 
ditonal insights, that farm males always supported 
positions interpreted as favorable to agriculture, 
and that the nonfarm female clearly ed the 
consumer orientation. It was noted that, while it 
was difficult to draw many generalizations from 
this limited study, sex should be taken into ac- 
count in future studies of farm families, (PS) 
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The early career experiences of a group of 
young people from a sparsely populated out- 
migration area of Michigan were studied. In 
1957, all the juniors and seniors enrolled in the 
county’s 6 school districts responded to question- 
naires which sought to explore several aspects of 
their situations near the end of high school. Fac- 
tors examined included the students’ opinions of 
the community, possible expectations to migrate, 
plans for further training or education, and ex- 
pectations for entry into the work force. Students 
who participated in the original study were 
relocated in 1968, and information was sought on 
their experience in the intervening period. The 
restudy questionnaire covered events such as 
marriage and family formation, further education 
or training completed, military service, migration 
and residence, and occupational experiences. 
Findings from the 1968 study were that a majori- 
ty of the subjects did move away from their home 
communities, that a little over one-half of the 
males and a few females served in the armed 
forces, that the subjects were dispersed 
throughout the occupational structure, that occu- 
pational achievement was related to residence, 
that many of the young people had married dur- 
ing the decade, and that most thought that it was 
necessary for young people to leave the area after 
i) school to pursue desirable career objectives. 
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Identifiers—*Cross Cultural Attitude Inventory 
The “Cross-Cultural Attitude Inventory” was 

constructed to measure | of the objectives of the 

bilingual education project of Region XIII Educa- 

tion Service Center in Austin, Texas, serving chil- 

dren aged 6 to 10 years. The educational objec- 

tive which needed to be measured was whether 

“the children are taught the history and cultural 

heritage which reflect the value systems of 





speakers of both languages.” The Elementary and 
Secondary Act, Title VII project sites chosen for 
testing included the Artesia, New Mexico; the 
Alice, Texas; and the Los Nietos and Collier 
County, California, project sites. Data for item 
analysis were collected through the testing of 313 
primary grade children. Graphic symbols of the 
Anglo and Mexican American cultures were em- 
ployed in the Inventory, which was constructed to 
evaluate attitude. The results indicated that the 
Inventory may be assumed to provide a gross 
measure of acculturation suitable for use with 
groups. The mean score for the Mexican Amer- 
ican culture subtest was significantly lower than 
the score for the Anglo-culture subtest. Among 
the Mexican items, the Mexican flag, the Spanish 
word “‘si,” the pinata, the bowl of menudo, and 
the Mexican hat possessed the highest item-test 
correlation. Among the United States items, the 
American flag, the cowboy hat, the piece of 
bread, and the pickle possessed the highest item- 
test correlations. (Author/HBC) 
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The objectives of this study effort were to 
identify factors contributing to the shortage of 
health professionals of American Indian descent, 
to determine to what extent the Department of 
Health, Education, and Welfare (DHEW) man- 
power training programs are acting as 
mechanisms to aid Indians in reaching the highest 
levels of health training for which they in- 
dividually qualify, and to determine the future 
role of DHEW in developing an adequate pool of 
health professionals eee of In- 
dian descent. An “Evaluation of the DHEW 
Health Manpower Training Programs Relative to 
Indians” and a companion article entitled ‘‘At- 
titudes and Interests of Indian People Regarding 
Health Careers” report the findings of the study. 
Organizations evaluated include the Indian Health 
Service (IHS), the Bureau of Health Manpower 
Education, the Office of Education, the DHEW 
Regional Offices, and other DHEW Federal 
Government agencies and organizations. Addi- 
tional chapters are devoted to a summary of con- 
clusions and recommendations and a plan of ac- 
tion. Appendixes include IHS organizations and 
locations visited; supporting details on Indian em- 
ployment within the IHS; position descriptions of 
the Service Unit Training Officer, the Area Indi- 
an Health Career Counselor, and the Indian 
Health Professional Association Coordinator; and 
criteria for evaluating the interest shown by col- 
leges and universities in Indian students. (HBC) 
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The pri objectives of this study were to 
determine to what extent the t of 
Health, Education, and Welfare (DHEW) health 


m. wer training programs were acting as 
pone to aid American Indians in reaching 


the highest levels of health training for which 
their individual ambitions and _ capabilities 
qualified them and to determine the future role 
of DHEW in developing an adequate pool of 
health professionals and paraprofessionals of Indi- 
an descent. Data were collected by interviews 
with high school students, Indians in health-re- 
lated jobs, Indian professionals in health careers, 
potential employees and health trainees, and stu- 
dents in colleges and in health professional 
schools. In cases where time did not permit inter- 
views, questionnaires were used. It was found that 
detailed knowledge of health work was relatively 
low, that significant weaknesses in the quality and 
availability of health-related academic courses 
were reported by former students who are now in 
health occupations, and that both high school stu- 
dents and potential employees showed a high in- 
terest in health-related work. Helping Indian peo- 
ple appeared to be a factor of high priority in 
career choice. Copies of the questionnaires used 
= way related materials are appended. (N- 
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In order to increase understanding of the Mex- 

ican American rehabilitant and to analyze the ef- 
fectiveness of vocational rehabilitation services to 
them, this study was conducted in the central and 
southern sections of Arizona. Specific areas of 
study were (1) the general characteristics of 
Mexican American rehabilitants, (2) specific at- 
titudes of the Mexican American which were 
most relevant to vocational rehabilitation, and 
(3) the outcome of rehabilitation services pro- 
vided this group. The sample consisted of 153 
Mexican Americans and 153 Anglo Americans 
who were matched on the basis of sex, age, type 
of disability, and former occupation. Those mar- 
ried to Mexican Americans but not one them- 
selves, Latin Americans, and those not native- 
born white Americans were excluded. Interviews 
were conducted shortly after the applicant ap- 
plied for vocational rehabilitation services and 
every 6 months thereafter for one year. The in- 
terviews were tape recorded. Analyzed statisti- 
cally were 1,250 items which included the 
responses to the interview questions; data ob- 
tained from the Arizona Division of Vocational 
Rehabilitation; the results of an analysis of dif- 
ferences in goals, treatment, and attitudes; and 
the findings on lost cases. Some of the findings 
were (1) that there was no significant difference 
between the 2 groups in outcome in rehabilitation 
and (2) that no significant difference in status 
between the 2 groups existed at the completion 
of the rehabilitation process. (NQ) 
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Systematic data on the life satisfaction of per- 
sons living in a rural county of the Southern Ap- 
— — and in a metropolitan center 
ated outside the region were reported. Data 
were collected by means of structured interviews 
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with 400 persons who comprised probability sam- 
ples of men and women aged 20 to 29 and 60 
and over. Life satisfactions were asessed by 
presenting each respondent with 72 statements 
constituting 24 scales on satisfactions with self, 
satisfactions with the immediate social environ- 
ment, and satisfactions in general outlook. It was 
found that satisfactions from urban living were 
greater among the older than among the younger 
generation, that the greatest rural-urban dispari- 
ties were found in satisfactions with immediate 
social environmental conditions, that rural-urban 
differences in self-image and general outlook 
were of less magnitude, that the older persons in 
both residential areas scored higher in subjective 
rewards than did the younger people, and that 
older people revealed greater satisfactions in the 
category of rewards from immediate social en- 
vironmental conditions than did the younger peo- 
ple. The commonly observed tendency of older 
people to adjust to and accept their conditions of 
life and the tendency of younger persons to be 
a with conditions of life were noted. 
(PS) 
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The present study, funded under the Elementa- 
ry and Secondary Education Act, Title II], was a 
preliminary investigation of patterns of academic 
success and failure of American Indian elementa- 
ry school children. Data on the 157 children in 
the sample were obtained through parent inter- 
views, testing measures of academic achievement, 
and several measures of IQ and academic ap- 
titude, teacher ratings, school records, and a 
measure of the child’s self-concept via a projec- 
tive device. Conventional behavior (CB); func- 
tional information, knowledge, and skill (FI); es- 
oteric information (El); and abstract reasoning 
and problem solving (AR) were isolated as prin- 
cipal constructs. It was concluded (1) that AR, 
FI, and CB were related to academic per- 
formance; (2) that the existing psychometric in- 
struments do not provide an adequate measure of 
any of the 3 relevant factors and, in fact, are 
badly contaminated by factors which are irrele- 
vant to school performance and negatively re- 
lated to socioeconomic status; (3) that teachers’ 
ratings of performance and potential are in- 
fluenced by factors irrelevant to actual academic 
proficiency; and (4) that there is an urgent need 
for better definition and measurement of the 3 
primary factors related to achievement, and to a 
study of their effects over the school years. Addi- 
tionally, a model for academic achievement was 
discussed which could be utilized as a research 
guide. (HBC) 
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The need for a comprehensive plan--an overall 

pattern of development-—for rural counties is 

discussed in this paper. The planning is done by a 

representative body with the authority to make 

detailed studies, to draft and recommend iong- 
range comprehensive plans and specific plans, 
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and to suggest measures to implement the plans. 
The 3 steps for preparing a comprehensive plan 
are (1) deciding on overall goals; (2) gathering 
facts about what the county has now, its 
resources, potentials, and problems; and (3) mak- 
ing a comprehensive plan that shows how the 
county can use what it has to achieve its goals. 
To put the plan into effect requires adoption of 
the plan by the county governing body, an action 
program directed by the county government, 
cooperation of private developers, and public 
support. Several suggestions are made in the 
paper to assist the individual who is interested in 
-_ a comprehensive plan in his own county. 
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Among young American Indians, a radical so- 
cial movement has been evolving, as has a com- 
mon ideology, because historical and social con- 
ditions have unified tribes in an awareness of a 
common identity and a common set of problems. 
A key tenet of this ideology has been a challenge 
to the legitimacy of the social sciences. This 
aspect of the movement was brought to the atten- 
tion of a group of applied anthropologists at a 
workshop on Indian education. At the workshop, 
militant Indians charged that the scientific 
knowledge of the anthropologists was not per- 
tinent to Indians and that the motives of 
anthropologists have been based upon exploita- 
tion of the Indian people. The paper presented 2 
models for interaction between anthropologists 
and their subjects which were implied in the 
responses to a questionnaire sent to the 
anthropologists involved in the workshop. The 
respondents preferred the first model, which is 
based upon a professional/client relationship. In 
this model, the anthropologist’s role is to apply 
his knowledge and skill in the research of social 
problems as defined by a community, and his 
goal is to provide solutions for these problems. 
As applied anthropology is now known, the 
problems investigated are usually defined by an 
innovative organization committed to the goals of 
modernization, development, and modification of 
human behavior. However, it is apparent that 
some anthropological research projects have 
fostered misunderstanding. The episode at the 
worksh pointed out that anthropology has 
neh y promised more than it has been able 
to deliver. (FF) 
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Data were gathered from 22 large Texas school 

districts (over 17,000 in average daily at- 

tendance) and 221 medium districts to assess 
school participation in federally supported pro- 
grams designed to assist the advancement of edu- 
cationally disadvantaged children. In this report, 
the data gathered from the sample school districts 
are arranged into 8 divisions: participants in pro- 
grams for the disadvantaged, pupil personnel ser- 
vices for the disadvantaged, instructional pro- 
grams for the disadvantaged, test data from the 
programs, personnel serving in the programs, per- 
sonnel development, school dropout information 
involving the disadvantaged, and 1969-70 gradu- 


ate follow-up. Interspersed with the data displays 
are remarks which transmit findings derived dur- 
ing the treatment of the data and which may not 
be apparent in the presentation. Some specific 
findings and conclusions follow: (1) medium dis- 
tricts were able to identify the students most in 
need of services and to provide the needed ser- 
vices; (2) Title I funds are insufficient to meet 
the needs of large districts; (3) the compensatory 
programs either did not have sufficient appeai to 
hold the disadvantaged student between the 
eighth and ninth grades and the ninth and tenth 
grades or less emphasis was placed on the pro- 
grams at this stage of his progress; and (4) a need 
exists to improve the programs for counseling or 
po Aa students prior to leaving school. 
( ) 


ED 073 894 95 RC 006 863 

Boutwell, Richard C. And Others 

A Comparison of Attitudes and Values Between 
Indians and Non-Indians in an Institution of 
Higher Education. 

Spons Agency—National Center for Educational 
Research and Development (DHEW/OE), 
Washington, D.C. 

Pub Date [72] 

Grant—OEG-8-72-0002(509) 

Note—9p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—* Acculturation, *American Indians, 
Anglo Americans, *Attitudes, *College Stu- 
dents, Comparative Analysis, *Higher Educa- 
tion, Questionnaires, Tables (Data), Values 
Must an American Indian become white 

oriented to succeed in an institution of higher 

education in today’s American society? The pur- 
pose of this paper was to lend insight into this 
question by examining the differences in the at- 
titudes and values of American Indians and non- 
Indians attending a large western university. The 
premise upon which the authors based their ob- 
servations was that there was no significant dif- 
ference between Indians and non-Indians in the 
value they placed on education, their problems in 
school, their grade-point averages, their reported 
absences, and their feelings about racial dis- 
crimination. A survey was distributed at random 
to 110 students from a large, private western 
university, a university with one of the nation’s 
leading Indian education programs, in order to 
determine the validity of the authors’ premise. 
The attitude survey indicated that Indians tended 
to value their education more than non-Indians 
do, that Indian students were still aware of their 
background, and that their ties to their home cul- 
ture were still great. It was concluded that suc- 
cessful Indian students had not become complete- 
ly white oriented. Results of the survey are 
presented in the form of percentages in 3 tables-- 

Population Description, Indian and Non-Indian 

Comparison, and Conditions Affecting Academic 

Standing. (FF) 
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Identifiers—*Elementary Secondary Education 
Act Title I, ESEA Title I, South Carolina, Wil- 
liamsburg County 
The Division of Compensatory Education, 

which administers Title I in the U.S. Office of 

Education, has examined a number of successful 

projects to determine what constitutes a good 

Title I project and what are the common 

denominators of success. The Williamsburg pro- 

gram, involving 25 kindergarten teachers, 100 

teachers in grades | through 4, 20 administrators, 

and 100 teacher aides, is described in this case 
study. The is directed towards improving 
the achievement levels of the students by concen- 


trating on instruction in reading and mathematics. 
The reading instruction includes reading readi- 
ness, initial reading, critical reading, and word ex- 
pansion. Mathematics instruction includes 
manipulatives, mathematical patterns, and com- 
putations. After presenting other general informa- 
tion about the school district, the case study 
discusses the planning, managing, and implement- 
ing of the program. Determining pupil needs, in- 
volving parents and community, establishing 
specific objectives, and identifying and using 
resources are involved in planning the program. 
The program management is discussed in terms 
of selecting the staff, selecting and preparing 
facilities, and developing the curriculum. Program 
implementation involves training the staff, con- 
ducting instruction, involving parents and other 
community members, and disseminating informa- 
tion. Also discussed are the budget and the 
evaluation. Teacher training activities for 1968- 
71 are described in the appendix. (HBC) 
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The suggested classification of basic research 

areas in rural development mentioned in this re- 
port were population and manpower, human 
resource development, improvement of communi- 
ty and area environment, and measurement of 
family and community well-being. The 4 broad 
categories — for improvement in the 
quality of family living were (1) family environ- 
ment and human development, including adjust- 
ment, socialization, housing, and community ser- 
vice needs; (2) family use of resources, including 
decision-making and financial management; (3) 
human nutritional well-being; and (4) clothing 
and household textiles, including choices, habits, 
and consumption. Various aspects of rural 
development were discussed in terms of the 
problem and scope, objective, research ap- 
proaches, and research effort. Various aspects of 
family living were discussed in terms of the scope 
of the problem, situation, research approaches, 
potential benefits, research resources, and 
research effort. The 2 approaches suggested to 
make the best use of limited research resources 
were rapidly to increase funding from the 1966 
level toward the projected levels, so that support 
could reach the “critical mass” required for 
research impact, and to make more effective use 
of current resources through better coordination 
among states and between states and the Depart- 
ment of Agriculture. (PS) 
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The intent of this position paper is to identify 
and describe the specific conditions causing 
problems to the effective delivery of Health, Edu- 
cation, and Welfare (HEW) services to American 
Indians, both reservation and non-reservation, 
and to suggest actions that might be taken to al- 
leviate or remove these conditions. A concern of 
the Indian is that most Federal employees have 
misconceptions about Indians that often result in 
well-motivated but poorly conceived programs. 
Facts refuting some of the more commonly held 
misconceptions are listed and discussed. They are 





(1) that Indians are not all alike; (2) that not all 
Indians live on reservations; (3) that Indians are 
different from other ethnic minorities; (4) that 
the Indian is caught in a cultural crisis; (5) that 
there is no such thing as Indian education; and 
(6) that there are Indian cultural similarities. 
“Real Indian Education” and “Variations on the 
Theme of Responsibility” are additional topics of 
discussion. It is concluded that any attempt at in- 
creasing the services of HEW to the Native 
American must be federal, consistent in every 
state, adequately funded, and Indian conceived 
and controlled. Also, it is imperative that this 
design allow an Indian child to remain Indian and 
still be biculturally educated for the economic 
and social existence that he determines. Both 
reservation and non-reservation Indians must be 
accommodated by this design. (HBC) 


ED 073 898 RC 006 868 
Deloria, Vine, Jr. 
How Does a Native American Deal with Society? 
Pub Date 29 Apr 73 
Note—31p.; Paper presented at the Native Amer- 
ican Teacher Corps Conference (Denver, 
Colorado, oe 26-29, 1973) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Acculturation, *American Indians, 
*Community Education, Community Involve- 
ment, Conferences, *Cultural Education, Cur- 
riculum, *Educational Experience, Educational 
Principles, Political Socialization, Reservations 
(Indian), *Social Values, Sociocultural Patterns 
American Indian Education has been built 
upon the premise that the Indian had a great deal 
to learn from the white man and that the white 
man represented the highest level of achievement 
that mankind had reached in the evolutionary 
process. Education is supposed to teach the Indi- 
an respect for law and order while he watches the 
law being violated before his eyes. The Indian is 
taught to revere knowledge while he watches in- 
competents achieve the most startling success. He 
is taught to expect an equal opportunity while he 
knows that he will be denied that opportunity 
because of his race. If Indian education is to suc- 
ceed in the tribal setting, the communities must 
become, as they were in the past, the producers 
of education. The way to initiate this change is to 
work on the content of education and not on the 
techniques and procedures of education. The 
study of tribal customs must be initiated, and 
they must be taught in school on an equal basis 
with other academic subjects. Indians must have 
basic courses in reading, writing, and arithmetic 
to serve as tools for the real educational ex- 
perience of learning the traditions, customs, and 
beliefs of the tribal community. That communi- 
ties produce educational experiences, educational 
training does not produce communities is a basic 
thesis to which the community colleges are mak- 
ing a significant contribution by providing centers 
for an ongoing cultural life. (FF) 
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The basic causes for the high rate at which 
American Indians drop out of college were listed 
and discussed in this r. Information gathered 
from interviews with Indian students was 
presented along with the author’s personal in- 
terpretations. stated causes of the high drop- 
out rate were education, finances, racism, role 
models, and cultural differences. The inadequa- 
cies of education in reservation and near-reserva- 
tion schools were mentioned as major stumbling 
blocks to successful higher education for many 
Indian students. It was noted that the differences 
in values of the reservation Indian, in terms of 
overall objectives as well as daily life styles, 
created in the Indian student conflicts that con- 
tributed to the drop-out problem. It was the 
author’s stated opinion that the drop-out problem 
will continue until institutions can learn to be ac- 
cepting of other values and can learn that there 
might be other meaningful life objectives. (PS) 
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Hypothetical educational models for American 
Indians that would utilize education as a social in- 
strument to reinforce tribal value systems are 
proposed. Models of programs for preschool 
through higher education are discussed in terms 
of administration and faculty, curricula, and 
methodology. Tribal values are advocated 
throughout the paper, and to carry out these 
values it is suggested that school administrators, 
supportive staff, teachers, and teacher aides 
should be tribal members. Course content in the 
ideal Indian primary and elementary school 
would cover tribal history and social studies and 
the arts, philosophy, and religion of the tribe--as 
well as multicultural curricula from the 4th grade 
on. At the secondary level, classes would be 
open, students would participate in the tribe’s 
“school on wheels,” and the curricula would 
offer courses in both Indian and white studies. 
The higher education system for Indians would 
include at least one national Indian university 
with appropriate graduate schools, institutes, and 
centers and teacher training and vocational pro- 
grams at 9 non-Indian universities and at Indian 
community colleges. A chart of simple causes and 
effects of non-Indian educational and institutional 
Peper lists 8 outcomes at progressive levels in 
¢ educational system. (FF) 
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tional Role, Effectiveness, Question- 
naires, Reservations (Indian) 
Identifiers—* Native American Studies Programs 
The effectiveness of Native American Studies 
Programs in universities and colleges throughout 
the United States and Canada was studied. The 
main thrust of the hypothesis was that a compara- 
tive study be made of the varied components of 
each Native Studies and the relationship 
to its holding power of Indian students as com- 
pared to institutions that had no such program. 
The method of gathering data was by question- 
naires, coupled with site visits. Of the question- 
naires sent to 100 selected institutions, 59% 
responded to the survey--30 with Native Studies 
s and 29 without. In Appendix A is a list 
of selected institutions for the study and the 
instrument that was utilized. Emphasis was placed 
on the comparative dropout rate of Indians 
among those institutions with Native Study Pro- 
grams versus those without. Other factors ex- 
amined were availability of special counseling, 
number of indian staff and faculty directly related 
to Indian p , financial support for Indian 
programs, a Indian-related courses and materi- 
als being utilized in the programs. Findings in- 
dicated that institutions with Indian programs 
have a significantly lower dropout rate while an 
increase was shown in the enrollment of Indian 
ed to those institutions without 


students as com) 
ly designed for American Indi- 


rograms speci 
= (Author/FF ) 
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Statistics systematized from the 1967 Survey of 

Economic Opportunity for a study of the poverty 

dimensivoss of rural-to-urban migration are 

presented in this report. The data presented in 
the tables were collected by the Bureau of the 

Census for the Office of Economic Opportunity. 

Information is included on the total and poor 

households, families and populations, and on the 

migration status and residence history of persons 

14 years old and over. Family size and composi- 

tion and income of families and unrelated in- 

dividuals are shown. Data are also provided on 
regional and environmental residence of origin 
and on the extent to which rural-urban migrants 
are located in regions and metropolitan areas of 
various sizes. The exchange of persons between 
the South and the rest of the country is given 
particular attention. Rural-urban migrants are 
compared with their urban host population and 
with the population remaining in rural areas. 
Characteristics relevant to economic well-being 
are considered, such as education, marital status, 
fertility, working-limiting health conditions, em- 
ployment, receipt of public assistance income, as- 
sets, liabilities, and net worth. All numbers in the 
tables represent 1967 sample data expanded to 
universe totals and rounded to thousands. 
(Author/HBC) 
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Some 111 documents and 80 journal articles 

published between 1965 and 1972 are cited in 

this bibliography on outdoor education. Part | 
contains citations and abstracts which appeared 

in “Research in Education” between April 1971 

and September 1972. Part II includes citations of 

journal articles from “Current Index to Journals 
in Education” from the January 1971 issue 
through the September 1972 issue. In addition to 
outdoor education, the areas of conservation edu- 
cation, recreation, ecology, and natural resources 
are represented in this bibliography. Types of 
materials cited include research reports, program 
descriptions, instructional materials, and teaching 
guides. In order to facilitate location of docu- 





* ments in a specific subject area, an index of sub- 


ject terms is provided at the end of this publica- 
tion. Ordering information for the ERIC materials 
cited and an order form are also provided. Re- 
lated documents are ED 037 285 and ED 055 


702. (NQ) 
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Identifiers— *Garbage 
This single-concept unit on garbage is a “‘do-it- 
urself” approach to environmental education. 
emphasis is on composting or microbial 
po ea under controlled conditions since 
pears to be one practical way of 
handling ph my More than 30 simple experi- 
ments show some of the changes that garbage un- 
dergoes. The garbage pollution problem is made 
meaningful by considering what kinds of garbage 
and how much garbage each student and his 
family produce, and how it is handled in the com- 
munity where they live. Most of the activities 
require only simple, readily avzilable materials-- 
for example, garbage, soil, aspirin, nails, and steel 
wool. Diagrams and fill-in charts supplement the 
informative and procedural explanations. The ap- 
proach to study is interdisciplinary since it in- 
volves mathematics and social studies as well as 
science. The unit may be used in grades K-12 and 
it is suggested several activities be conducted 
simultaneously to be most effective. A related 
document is “Teaching Science with Soil,” SE 
015 688. (BL) 


ED 073 905 SE 015 326 
Westerman, Arthur B., Ed. 
Battelle Research Outlook, Volume 2 Number 2. 
The Schools: Organizing for Change 
Battelle Memorial Inst., Columbus, Ohio. Colum- 
bus Labs. 
Pub Date 70 
Note—44p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Changing Attitudes, *Curriculum 
Development, Education, *Educational 
Planning, Essays, Management, *School Com- 
munity Relationship, Schools, *Teacher 
Evaluation 
“Outlook” publications focus on areas of 
science and technology in which research can be 
valuable to industry, government, and society as a 
whole. Their purpose is to point up significant 
current problems in those areas and to suggest ef- 
fective research approaches to their solution. This 
issue, dealing with changes taking place in our 
schools and total educational system, presents six 
major essays. The first, “‘New Schools for New 
Times,” explores designing schools that are 
responsive to changing demands and focuses on 
improving student performance. The need for 
clearly defining what schools want to accomplish 
is discussed in “‘Bringing Management by Objec- 
tives to Schools.” “The Curriculum: Make It 
Relevant!, Make It Work!” demands the formaliz- 
ing of precise objectives and instructional goals as 
a basis for better curricula. The prototype of a 
practical system for teacher < is ‘Spelled 
out in “Appraising Teacher Pe oe. ” while 
~. adoption of a_ planning- min; 
ting system is called. for in SPP Planning 
ry hools of the Future.” The final article, “A 
Better School/Community Dialogue,” looks close- 
ly at the communication programs of educators 
who are confronted by the public's growing dis- 
enchantment and concern with school practices 
and expenditures. Miscellaneous notes and 
research briefs complete the publication. (BL) 
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“Outlook” publications focus on areas of 
science and technology in which research can be 
valuable to industry, government, and society as a 
whole. This issue deals with the problems of air 
pullution and air quality control. The first of six 
essa . . This Most Excellent Canopy, the 
Air,” prognosticates the surge in atmospheric 
lution and calls for appropriate legislation, 
adequate monitoring, and effective enforcement 
of regulations. Approaching the problem of 
identifying pollution-prone areas and dealing with 
them is covered in “The Regional Approach to 
Air Quality Control.” roe ge ch the internal com- 
bustion engine is identified as the greatest single 
source of air pollution, the auto industry appears 
reluctant to switch to an alternative power plant 
as noted in “Air Pollution From Motor Vehi- 
cles.” “Solving the Riddle of Smog,” assesses 
a, smog, focusing less on how many 

ydrocarbons get into the air and more on how 
harmful are the emitted hydrocarbons. Problems 
involving large-scale generation of electricity and 
developing acceptable combustion systems are 
explored in “What About Air Pollution by Power 
Plants?” The final selection, “‘Episode: A Case of 
Applied Atmospheric Dynamics,” relates a ficti- 
tious story of how one community attacked its air 
pollution problems. Miscellaneous notes and 
research briefs complete the publication. (BL) 
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Identifiers—*Natural Resource 
System 
Recognizing the need for the development of a 

computer based information system which would 

handle remote sensing as well as conventional 
mapping data, the Bureau of Indian Affairs and 
the Bureau of Land Management contracted with 

Boeing Computer Services for the design and 

construction of a prototype Natural Resource In- 

formation System. The primary objective of this 
effort was the design of a computer based system 
which would store, process, and display data of 
maximum usefulness to land management deci- 
sion making. The system includes ic input 
and display, the use of remote sensing as a data 
source, and is useful at multiple management 
levels. A survey was made to establish current 
decision making processes and functions, infor- 
mation requirement, and data collection and 
processing procedures. Concurrent with this ef- 
fort, requirements related to the application of 
remote sensing data and data processing were 
established. Based on these analyses, an informa- 
tion system was designed. Processing software 
oe constructed and a data base established using 
je -altitude imagery and map coverage of 
cted areas of southeast Arizona. Finally, a 
demonstration of system processing functions was 
conducted utilizing material from the data base. 

Related documents are SE 015 415 and SE 015 

416. (Author/BL) 
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Identifiers—*Natural Resource Information 
System 
This report provides a total computer software 

system description for the prototype Natural 

Resource Information System designed to store, 

process, and display data of maximum usefulness 


Information 


to land management decision making. Program 
modules are described, as are the computer file 
design, file updating methods, digitizing process, 
and paper tape conversion to magnetic tape. 
Operating instructions for the system, data out- 
put, printed output, and graphic output are also 
discussed. Related documents are SE 015 414 
and SE 015 416. (Author/BL) 
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Identifiers—*Natural Resource 
System, Remote Sensing 
A major design objective of the Natural 
Resvienos bs Information System entailed the use of 
remote sensing data as an input to the system. 
Potential ications of remote sensing data 
were therefore reviewed and available imagery in- 
terpreted to provide input to a demonstration 
data base. A literature review was conducted to 
determine cut and qualities of imagery 
required to y identified data needs. Ek- 
tachrome Moen "wiallable over the demonstra- 
tion areas was reviewed to establish the feasibility 
of interpreting cultural features, range condition, 
and timber type. Using the same imagery, a land 
use map was prepared for the demonstration 
area. Finally, the feasibility of identifying com- 
mercial timber areas pe F a density slicin os 
technique was tested on multispectral (simula' 
ERTS) imagery available for a portion of the 
demonstration area. Related documents are SE 
015 414 and SE 015 415. (Author/BL) 


ED 073 910 SE 015 639 

Buethe, Chris And Others 

School Learning Materials on Water Problems of 
New Mexico and the Southwest. 

New Mexico State Univ., University Park. Water 
Resources Research Inst. 

Pub Date Oct 72 

Note—23p. 

Berner pF gee Technical Information 


—— ield, Virginia 22151 (PB-212 
7” 9 PC.$3.00 F-$0. 95) 
Document Not Available from EDRS. 


Descriptors—Attitudes, *Audiovisual Instruction, 
*Environmental Education, ‘Instructional 
Materials, *Material Development, Pollution, 
Problems, Research, *Water Resources 

Identifiers—New Mexico 
Schools typically make no special efforts to 

prepare students to cope with present and an- 

ticipated water problems. Using this as a premise, 
the objective of this study was to prepare a set of 
mediated learning packages based upon water 
problems of New Mexico and the =e of 
the Southwest. These learning materi were 
prepared and field tested for use at three levels: 

elementary ( 3-6), secondary (grades 7- 

12), and adult (teachers and mature students). 

Each learning package was composed of a set of 

color slides, an accompanying tape recording, a 

copy of the tape script, and suggestions for edu- 

cational use. The learning packages were based 
upon the results of school testing of both 

knowledge and attitudes concerning the most im- 
portant problems i in New Mexico, as identified by 

the Citizens’ Conference on Water, 1971. relia 
of learners using the packages at all three levels 
showed a more accurate reflection of valid water 
problems than did those learners who used availa- 
ble library materials or no special learning 
materials. (BL) 
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Identifiers— * Minnesota 
More than 400 areas in Minnesota, useful as 

sites for environmental studies, are catalogued in 

this guide. They include state parks and waysides, 
state forests, state wildlife management areas, 
waterfowl production areas, national forests, na- 
ture centers and preserves, metropolitan, county 
and city parks, outdoor education school sites, 
school forests, private conservation farms and 
campgrounds, private camps, historic sites and 
monuments, university and college study areas, 

Boy Scout and Girl Scout camps and foundation 

sites, Introductory sections elaborate upon the 

wide range of possible study sites outside the 
classroom and enumerate factors which should be 

considered while teaching in natural areas. For a 

general overview of the state, four maps show the 

soil types, bedrock formations, general landforms, 
and forest vegetation. The major section of the 
guide compiles the areas in alphabetical order by 
counties. Each entry provides a short description 
of the area or site together with its official name, 
when it is open, size, type of area, location, and 

source to contact for additional information. A 
~ glossary of terms and index to all areas concludes 
the book. (BL) 
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sis, Site Development, Site Selection 
Suggestions offered in this manual may aid in 
the formation and maintenance of an environ- 
mental education program. It is designed to en- 
courage the use of the outdoor classroom, to pro- 
vide a means of assessing the appropriateness of a 
particular site for environmental education pur- 
poses, and to suggest how such a site may be 
maintained for continued use in an environmental 
education program. Criteria for the selection of 
sites are enumerated, considering uniqueness of 
potential use, feasibility of the site for a particu- 
lar use, and the capabilities of withstanding the 
impacts of use. Also, criteria are included by 
which the effects of use on the site can be deter- 
mined, involving site modifications necessary to 
lessen the effects of use and periodic upkeep. 
Several inventories are described and recom- 
mended in addition to a general site inventory: 
comfort and safety, educational value, and en- 
vironmental education potential. Other charts 
note educational needs and techniques, the focus 
of environmental education, land needs, problems 
associated with the area, recommended density 
use, and effects of use. (BL) 
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Descriptors—Ecology, Elementary Grades, *En- 
vironmental Education, *Guides, Instructional 
Materials, * i Activities, Natural 

*Outdoor Education, Secondary 
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Resources, 
Grades 
Contributions from a variety of sources are 
compiled in this manual to provide both students 
and teachers with environmental study activities. 
Several activities are suggested under each of the 
following _ topics: and __ Esthetics 
(emphasizing awareness); The Decision-Making 
(resource management problems); A Plea 
for an Alternative (assessing the impact of snow- 
mobiles on the winter environment); Studying 


volume of solid waste); Environmental Action 


Activities (action projects); Nature Activities (to 
do on a hike or field trip); and Going 
Somewhere? (places to go and things to see out- 
doors). Appropriate charts, diagrams, and pic- 
tures are included. (BL) 
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a Research Center (DOA), Beltsville, 
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Pub Date Dec 72 
Note—23p.; Science Study Aid No. 7 
Available from—Superintendent of Documents, 
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Descriptors— Biochemistry, *Chemical Reactions, 
Elementary School Science, Environmental 
Education, *Experiments, *Instructional 
Materials, *Plant Growth, Plant Science, 
Secondary School Science, Student Projects, 
*Teaching Guides 
Seven experiments are presented in this 
Science Study Aid to help students investigate the 
control of plant growth with chemicals. Plant 
growth regulators, weed control, and chemical 
pruning are the topics studied in the experiments 
which are based on investigations that have been 
and are being conducted at the U. S. Agricultural 
Research Center, Maryland. Each activity out- 
lines introductory information, objectives, materi- 
als required, procedure to follow, results and/or 
observations, and interpretation of the findings. 
In addition, precautionary notes regarding the use 
of chemicals and a vocabulary list are given. The 
study aid is not intended to be a complete 
teaching unit, rather, a supplement to a regular 
program providing up-to-date, research related 
activities. (BL) 
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Voelker, Alan M. 
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Descriptors—Biological Sciences, *Cognitive 
Ability, *Concept Formation, Earth Science, 
Educational Research, *Elementary School 
i *Learning Processes, *Perception, 
Physical Sciences 
Identifiers—Research Reports 
Reported is a study on the measurement of 
concept attainment for the purpose of developing 
a measuring system and a model of attainment 
abilities and establishing relationships between 
learned concepts and cognitive abilities. Thirty 
concepts, ten for each of the biological, earth, 
and physical science areas, were selected from six 
fourth grade texts and analyzed in terms of the 
level to which concepts, attributes, and examples 
were identified. A 12-item test was constructed 
for each concept. Statistical results from concept 
and task attainments for boys and girls indicated 
the highest attainment level on biological con- 
cepts, the lowest level in physical science, and 
subtle differences in the performance of girls and 
boys. Results from a further simplex analysis of 
the task attainment scores supported the postula- 
tion of a concept attainment hierarchy. Children 
well on tasks dealing with gross per- 
ceptions rather than fine distinctions among ex- 
amples and non-examples of a concept with the 
gross perception level preferred to the fine per- 
ception level. The attainment of a concept was a 
function of its association with the concrete 
world. Reexamination of science curriculum, in- 
structional procedures, and children’s cognitive 
abilities in terms of concept learning was recom- 
mended. (CC) 
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Descriptors—Ecology, Environment, *Environ- 
mental Education, ‘Ethics, Instructional 
Materials, Learning Activities, Problems, 
*Secondary Grades, *Teaching Guides, *Unit 
Plan 
The objective of this set of investigations is to 

start with the problems that beset us in our use of 

the environment and, through these, to move 
towards a better understanding of the principles 
which regulate life on this planet. The packs, or 
units, are concerned with a number of topics of 
environmental importance, each of which deals 
with some aspect of the ecological balance of the 
human environment. Each is linked with the 
others to form a reasonably comprehensive view 
of man’s relationship with his physical and biolog- 
ical environment. Topics and sub-topics are 
presented in six categories: population, food 
supply (including quality and factory farming), 
land use (including leisure), conservation of natu- 
ral resources (recycling, water, energy, wildlife, 
natural beauty, soil), pollution, and man and his 
environment. Material in the individual topics 
covers (1) the importance of the topic, (2) some 
of the problems associated with the area of study, 
particularly with regards to values, (3) an outline 
of the subject, its scope and content, (4) some in- 
vestigations or learning activities, and (5) links, 
or how the problems and topics are interrelated. 
The work was developed for the Schools Council 
“Project Environment.” (BL) 
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A Study of the Required Mathematics Content 
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Teachers in the United States. 

Indiana State Univ., Terre Haute. Dept. of 
Mathematics. 

Pub Date [73] 

Note—8p. 
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Descriptors—*Curriculum, *Elementary School 
Teachers, Mathematics, *Mathematics Educa- 
tion, *Preservice Education, Research, School 
Surveys, Teacher Education 
Data for this report came from a survey taken 

in 1971 of an unspecified number of colleges. In- 

formation is compiled on preparation and ex- 

perience of staff, curriculum development, 

mathematics content covered, instructional 

methods and materials used, and outstanding fea- 

tures and needs of the various mathematics pro- 

grams for elementary education majors. A brief 

section summarizing types and numbers of 

required content courses, number of semester 

hours required, and average class section size is 

included. (DT) 
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Descriptors—*Conservation Education, *Content 
Analysis, Elementary Grades, *Environment, 
Evaluation, *Research, Secondary Grades, 
State Programs, Textbook Content, *Textbook 
Selection 
Identifiers—Western United States 
The objectives of this study were two-fold: (1) 
evaluating the conservation content in the ele- 
mentary, intermediate, and secondary grade text- 
books used in 13 western states, and (2) 
researching, recording, and reviewing the text- 
book selection procedures. Part | indicates that 
ted either by a state agency or 
the local school unit, depending on the state’s 
needs and level of education. A summary of 
adoption procedures is presented for each of the 
states: Alaska, Arizona, California, Colorado, 
Hawaii, Idaho, Montana, Nevada, New Mexico, 
Oregon, Utah, bin ge ge and Wyoming. In ad- 
dition, an example the California textbook 
selection process, step by step, is outlined 
together with some ideas for getting additional 
environmental material into the textbooks and 
NEA findings for textbook selection procedures 
throughout the 50 states. Part Il details the 
evaluation of textbook content, discussing en- 
vironmental concepts in subject texts for science, 
mathematics, English, health, history, and social 
studies. Supplemental material includes a sample 
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of the evaluation instrument, a list of general en- 
vironmental concepts, responses to the 
evaluation instrument for 14 selected textbooks. 
The study concluded there was true lack of en- 
vironmental information in the textbooks evalu- 
ated. (BL) 
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Available from—The C.V. Mosby Company, 
11830 Westline Industrial Drive, St. Louis, 
Missouri 63141 ($4.25) 

Document Not Available from EDRS. 

Descriptors—Chemical Analysis, Ecology, *En- 
vironmental Education, Instructional Materials, 
*Laboratory Manuals, Laboratory Procedures, 
*Pollution, Quality Control, *Science Experi- 
ments, *Secondary Grades 
The objective of this manual is to provide a set 

of basic analytical procedures commonly used to 
determine environmental quality. Procedures are 
designed to be used in an introductory course in 
environmental science and are explicit enough to 
allow them to be performed by both the non- 
science or beginning science student. Stressing 
ecology and environmental science, the 30 exer- 
cises are based on quantitative and qualitative 
determinations, using material collected from the 
immediate locale. This can provide the student 
with an awareness of the pollution parameters 
within his own community, their sources, and 
possible solutions. The manual is divided into six 
parts: (1) Particulate Matter and Chemical 
Parameters Affecting Air Quality, (2) Chemical 
Analysis of Water, (3) Microbiological Examina- 
tion of Water, (4) Physical Parameters of Water, 
(5) Identification of Pesticide Residues by Thin- 
Layer Chromatography, and (6) Appendixes-- 
glossary, equivalents, effects charts, standards, 
publications. A discussion of the parameters is in- 
cluded at the beginning of the exercises and 
major sections pointing out the significance of the 
parameters to our environmental health. At the 
end of each exercise is a Result Table to be 
completed by the student. It supplies criteria sup- 
portive to the application of deductive and induc- 
tive i. to the questions that follow each 
experiment. (BL) 
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Minnesota Univ., St. Paul. Inst. of Agriculture. 
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EDRS Price MF-$0.65 HC-$3.29 
Descriptors—* Agriculture, *Conference Reports, 
*Educational Programs, *Environment, En- 


vironmental Influences, Institutional Role, 

Natural Resources, *Shared Services, Speeches 

Focusing on the Institute’s role in environmen- 
tal affairs, the challenges facing the Institute, and 
the importance of its current activities and pro- 
grams as they relate to the environment, an En- 
vironmental Issues Seminar was conducted by the 
Institute of Agriculture, University of Minnesota 
on September 16-17, 1971. This publication con- 
tains the papers which were presented at the 
seminar, summary reports of group discussions, 
and a brief summary of the seminar itself. Major 
topics for comment and discussion were (1) crea- 
tively and realistically relating p is and 
resources to environmental problems and (2) en- 
vironmental issues and conflicts generated by: our 
energy using technology, our socio-economic 
goals and priorities, and our producti 
tion goals and processes. Group discussions cen- 
tered on setting institutional goals and organiza- 
tional guidelines for relating creatively, realisti- 
cally, and effectively to problems of the environ- 
ment. A list of participants is included. (BL) 
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Descriptors—Ecology, *Environmental Educa- 
tion, *Instructional Materials, Interdisciplinary 
Approach, Learning Activities, Mathematics, 
Natural Resources, *Secondary School Science, 
Social Studies, *Soil Conservation, Soil 
Science, *Teaching Guides , 
Prepared primarily for junior high school stu- 

dents and utilizing an integrated science ap- 

proach, this manual offers activities for examining 
the ecosystem and environmental problems. With 
organic aspects of soils as the main subject field, 
it includes study of soil formation, soil fertility, 
soil contamination, and edaphic relationships. 

Most of the activities require only simple, readily 

available materials and encourage the recycling 

of many household items. The manual is or- 
ganized into seven sections which deal with com- 
ponents of soil and how they change, our depen- 
dency on the fertility of the soil for our health, 
fertilizers and what they do, microbes in the soil, 
the presence of chelators and the process of 
chelation, mercury and lead poisoning of soils, 
and what science is all about. Experiments are 
written for teacher and/or student use and in- 
clude discussion of the topic, procedures to fol- 
low, charts to fill in, diagrams, and numerous 
questions. They provide an interdisciplinary ap- 

to environmental education from the 
points of view of science, mathematics, and social 
studies. A related document is “Teaching Science 
with Garbage,” SE 012 305. (BL) 
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Descriptors—Curriculum Development, *Demon- 
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Equipment, Inservice Teacher Education, In- 
structional Materials Centers, *Mobile Labora- 
tories, *Program Descriptions 
In May, 1972, the Kingsport (Tennessee) City 
School System received financial assistance from 
the Tennessee Valley Authority to plan, develop, 
and implement, as a demonstration environmental 
education project, the utilization of a mobile 
laboratory for conducting environmental studies. 
The project, as described in this booklet, 
identified four areas which could be improved 
through a mobile unit approach: (1) serve as a 
basic resource for conducting teacher workshops 
and inservice training programs on-site at each 
school or at selected community resource facili- 
ties, (2) develop instructional materials designed 
for use with the mobile unit and focusing on 
community resources, (3) provide resources, in- 
cluding equipment, which were previously 
unavailable, for conducting environmental stu- 
dies, and (4) allow for more activities, previously 
requiring transportation, to be conducted on-site 
at the school or community resource facilities 
within walking distance. Project objectives, 
philosophy and approach of the program, curricu- 
lum development activities, and inservice training 
are described. Detailed also is the physical design 
of the mobile environmental education laborato- 
ry, with side, top, and rear views of the mobile 
van and its compartments. A list of materials and 
equipment included in the unit is specified 
together with a cost analysis of the project. (BL) 
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jects, *Teaching Guides 

Envirpnmental investigations in this compila- 
tion were developed in conjunction with the 
establishment of a mobile environmental educa- 
tion laboratory, a demonstration project of the 
Kingsport (Tennessee) City School System. The 
50 activities are divided into five categories: basic 


resources, environmental problems, living organ- 
isms, community relationship, and in-service ac- 
tivities. Within each category, investigations are 
further sub-divided into lower elementary, upper 
elementary, and secondary grade levels. Covering 
a wide range of subjects--air, water, soil, land use, 

y, noise, vegetation, animals, forestry, 
weather, chemical reactions, recycling, popula- 
tion, communities, effects of man, etc., each in- 
vestigation outlines suggested grade level, physi- 
cal study area, equipment needed, theme and/or 
scope of the activity, objectives, procedures to 
follow, and interpretations or finding based on 
the research completed. Space is provided for 
completing data sheets and charts and answering 
questions. Thus, the manual may be used by both 
teachers and students, depending on the grade 
level. A related document is “Mobile Environ- 
— Education Laboratory,” SE 015 689. 
(BL) 
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tures (of Society), Land Use, Master Plans, 
Problem Solving, *Regional Planning, Social 
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Identifiers—*California 
As a comprehensive regional analysis for future 

conservation and development, this plan ex- 

amines in detail the alternatives faced by Califor- 
nians today--and, by implication, throughout the 

nation and the world. It demonstrates how a 

broad-scale, systematic approach to solving our 

major environmental, social, and economic 
problems can be made, focusing on the intercon- 
nections between problems to identify underlying 
causes of the physical and psychological disrup- 
tion of our lives on the iand. It contrasts the in- 
adequacy of current, fragmented, single-purpose 
methods of handling problems with the potential 
value of a unified program of goals and driving 
policies. The plan identifies two prototypes, 
called ‘California One” and “California Two.” 

The first is a picture of the kind of California that 

will come to pass if the traditional way of solving 

problems continues into the future. The second is 

a proposal for an alternative way of solving 

problems, an outline of what government and 

private enterprise would have to do to c out 
this alternative, and a view of what life might be 
like in “California Two.” Through comparisons 
and projections to the year 2000, it explores the 
implications of alternative futures for California. 

Numerous charts and diagrams are presented 

throughout the work. (BL) 
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Instruction, Learning, *Research, *Research 
Projects 
Identifiers—*Sweden 
One hundred eight Swedish educational 
research projects in all fields are summarized. 
Project title, location, project leader, number of 
researchers and other personnel, starting and 
completion dates, financial sources, background 
and aims, scope, methods, main findings, and 
bibli ic references are listed for each pro- 
ject. (DT) 
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Solving, Reading, *Research, Secondary School 
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This paper describes a study in which 14 lin- 
guistic variables were used to determine which 
variables would account for a significant amount 
of the observed variance in the error rate in ver- 
bal arithmetic problems. Three forms of verbal 
problem sets in which the number of words in the 
problem statement were systematically varied 
were administered to classes of students in les 
four through eight. Regression pasg wg owed 
that none of the variables accounted for a signifi- 
cant amount of variance for all grades, altho 
four variables did enter the regression within the 
first six steps on two or more of the test forms for 
most grades. Regression analysis on a selected 
subset of six variables produced results similar to 
those provided by an ao involving all 14 
original variables. (Author/DT) 
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ry Grades, Environmental Education, *Indexes 
(Locaters), Instructional Materials, *Learning 
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cial Education 
Prepared for teachers working with disad- 
vantaged students, this booklet contains keys and 
indexes for activities in the out-of-doors. It should 
be used in conjunction with field trip activity 
sheets and follow-up materials currently available 
through the Southeastern Pennsylvania Outdoor 
Education Center and described in the following 
documents: SE 015 816 - SE 015 818. Each of 
the 88 field trip activities and 82 follow-up items 
is categorized according to Valett’s schema of 
basic learning abilities: (1) Sensory-Motor In- 
tegration, (2) Perceptual-Motor Skills, (3) Lan- 
guage Development, (4) Conceptual Skills, and 
(5) Social Skills. The keys indicate both major 
divisions and subdivisions of the schema. Indexes 
also reflect all the subdivisions contained within 
the major categories and note specific activities 
for each component. The activities are designed 
for students in kindergarten through six, 
focusing on the interdependence of life; the rela- 
tionship of man, animals, and plants to each 
other and to the environment. They utilize a 
discovery and questioning approach to study (1) 
the seasons, (2) flora, (3) fauna, (4) habitats, (5) 
weather, geology, soils, hydrography, and (6) 
awareness, man and nature. (BL) 
ED 073 928 SE 015 816 
Environmental Curriculum Materials, Level I (K- 


1. 
Delaware State Dept. of Public Instruction, 
Dover. Div. of Elementary Education. 
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Descriptors—*Discovery Learning, Environmen- 
tal Education, Field Trips, Grade 1, Instruc- 
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ral Resources, *Outdoor Education, *Primary 
Grades, *Teaching Guides 
Nineteen outdoor activities and 16 follow-up 
activities for children in' kindergarten and grade 
one are collected in this teacher’s guide. They 
focus on the interde; lence of life; the relation- 
ship of man, anim and ts to each other 
to the environment. Most are designed as 
field trips, utilizing a discovery and questioning 
approach to learning. Based on pilot activities 
conducted at the Southeastern Pennsylvania Out- 
door ‘Education Center, they were subsequently 
revised and adapted by the New Castle-Gunning 
Bedford Environmental Laboratory, an ESEA 
Title Ill project. A master key divides the major 
activities into categories: (1) seasonal activities, 
(2) flora, (3) fauna, (4) habitat studies, (5) 
weather, geology, soils, hy y, and (6) 
awareness, man and nature. For each activity ap- 
propriate grade level(s), season(s) in which to 
conduct it, and coordinated follow-up activi- 
ty(ies) are identified. A similar = provided 
for follow-up activities indicating major ac- 
tivity with which it is associated in place of the 
coordinated follow-up activity. Each lesson out- 
lines objectives, procedures and/or activities on 


the trip, and pertinent questions. Dia; s and 
charts supplement some of the information. (BL) 
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Descriptors—*Discovery Learning, *Elementary 
Grades, Environmental Education, Field Trips, 
Grade 2, Grade 3, Grade 4, Instructional 
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*Learning Activities, Natural Resources, *Out- 
door Education, *Teaching Guides 
More than 60 outdoor activities and 50 follow- 
up activities for children in grades two, three, and 
four are collected in this teacher’s guide. They 
focus on the interdependence of life; the relation- 
bess of man, animals, and plants to each other 
to the environment. Most are designed as 
field trips, utilizing a discovery and questioning 
approach to learning. Based on pilot activities 
conducted at the Southeastern Pennsylvania Out- 
door Education Center, they were subsequently 
revised and by the New Castle-Gunning 
Bedford Environmental Laboratory, an ESEA 
Title IH project. A master key divided the major 
activities into categories: (1) seasonal activities, 
(2) flora, (3) fauna, (4) habitat studies, (5) 
weather, geology, soils, hydrography, and (6) 
awareness, man and nature. For each activity also 
checked are a) iate grade level(s), season(s) 
in which to conduct it, and coordinated follow-up 
activity(ies). A similar key is provided for follow- 
up activities indicating the major activity which it 
is associated with in place of the coordinated fol- 
low-up activity. Each lesson outlines objectives, 
procedures and/or activities on the trip, and per- 
tinent questions. Di and charts supplemynt 
some of the information. (BL) 
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More than 50 outdoor activities and 60 follow- 
up activities for children in grades five and six 
are collected in this teacher’s guide. They focus 
on the interdependence of life; the relationship of 
man, animals, and plants to each other and to the 
environment. Most are designed as field trips, 
utilizing a discovery and questioning approach to 
learning. Based on pilot activities conducted at 
the Southeastern Pennsylvania Outd Educa- 
tion Center, they were subsequently revised and 
adapted by the New Castle-Gunning Bedford En- 
vironmental , an ESEA Title Il pro- 
ject. A master key divides the major activities 
into categories: (1) seasonal activities, (2) flora, 
(3) fauna, (4) habitat studies, (5) weather, geolo- 
gy, soils, hydrography, and (6) awareness, man 
and nature. For each activity also checked are 
appropriate grade level(s), season(s) in which to 
conduct it, and coordinated follow-up activi- 
ty(ies). A similar key is provided for follow-up 
activities indicating the major activity which it is 
associated with in place of the coordinated fol- 
low-up activity. Each lesson outlines objectives, 
procedures and/or activities on the trip, and per- 
tinent questions. Diagrams and charts supplement 
some of the information. (BL) 
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Reported in this booklet is the Non-Govern- 
mental Organizations (NGO) Conference on the 
Human Environment which constituted a means 
of maintaining and accelerating the momentum of 
NGO activities for cooperation with the United 
Nations for the protection of the human environ- 
ment. Offered in the report are: (1) opening 
comments by Conference Convener, Glen Leet, 
President, Community Development Foundation; 
(2) a statement by Bradford Morse, UN Under- 
Secretary-General for Political and General As- 
sembly Affairs; (3) remarks by Maurice Strong, 
Secretary-General of the UN Conference on the 
Human Environment, on continuing commitment 
to the Stockholm recommendations; (4) a sum- 
mary of the ad hoc Conference by Rapporteur, 
Lady Jackson, noting general principles and 
resolutions, relations with the Secretariat and 
other UN agencies, relations between interested 
NGOs, relations with governments and the public, 
and special problems of the technologically less- 
developed countries; (5) examples of possible 
joint NGO activities; (6) specific resolutions 
passed at the NGO Conference; and (7) a list of 
the 16 main groupings of the 109 points of the 
Stockholm Action Plan. A list of participants is 
appended. (BL) 
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Identifiers—* United Nations 

In this series of United Nations documents, re- 
ports of action by the 27th General Assembly are 
covered. Draft resolutions introduced by various 
governments are furnished together with press 
releases which summarize the statements made by 
the governments participating in the debate of 
the ond Committee. These resolutions and 
statements are of importance to those interested 
in international aspects of the protection of the 
environment. They reveal the various interests 
and concerns of the governments and groups of 
governments as well as the attitudes and 
problems which will continue to be factors affect- 
ing the development of programs for international 
and c tative action. A statement by Maurice 

2, retary-General of the UN Conference 

on the Human Environment, before the General 
Assembly, is also supplied. This document has 
been prepared as a service to facilitate communi- 
cation and cooperation between non-governmen- 
tal organizations, the United Nations and member 
governments for the protection of the human en- 
vironment. (BL) 


ED 073 933 SE 015 824 
Undergraduate 


Commission on Education in Agriculture and 
Natural Resources, Washington, D.C.; National 
Academy of Sciences, Washington, D.C. 

Pub Date 71 

Note—174p. 

Available from—Printing and Publishing Office, 
National Academy of Sciences, 2101 Constitu- 
tion Avenue, Washington, D.C. 20418 (no 


ice quoted) 
EDRS I Price MF-$0.65 HC-$6.58 
Descriptors—* Agriculture, Conference Reports, 


*Curriculum, ‘*Higher Education, *Natural 

Resources, Sciences, State of the Art Reviews, 

*Undergraduate Study 

Following a national confe1. ice entitled, “‘Un- 
dergraduate Education in the —iological Sciences 
for Students in Agriculture and Natural 
Resources,”” four regional fe d, 
bringing together teaching faculty members from 
agriculture, forestry, other natural resource areas, 
and biology. The papers presented at these fe- 
gional meetings are collected in this summary re- 
port. Two general objectives of the regional con- 
ferences were recognized: (1) to acquaint the in- 
structional staffs in agriculture and natural 
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resources with the changes that are taking place 
in their areas of concern and with the opinions of 
various study groups as to the education in the 
sciences needed by their students over the next 
few decades, and (2) to inform biologists of the 
needs of students in agriculture and natural 
resources, for their consideration in planning core 
curricula and service courses. Individual essays 
on similar topics are compiled by chapters: (1) 
Trends in Agricultural Curricula, (2) Trends in 
Renewable Natural Resources Curricula, (3) 
Trends in Biology Curricula, (4) Physical 
Sciences and Mathematics, (5) Social Sciences, 
(6) The Junior College, (7) Industry’s View, and 
(8) Summary Statements. Appended material is 
devoted to discussion group summaries, two-year 
and four-year curricula, subject area recommen- 
dations, core curriculum, and organizers, spon- 
sors, and speakers. (BL) 
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Presented in this final issue of a quarterly 
publication are reviews, highlights, and 391 an- 
notated bibliographic references from current and 
international literature in the area of science and 
public policy. The literature reviewed includes 
books, reports, and periodical articles and focuses 
on matters of broad public policy. In addition to 
the bibliographic entries, this issue includes four 
articles: (1) “Each to Do What He Does Best,” a 
statement of specific roles which should be 
played by universities, private industry, indepen- 
dent laboratories, and government to ensure 
domestic technological efficiency; (2) “Science 
and Technology at the Crossroads: Who Should 
Pay for What?,”’ advice for the rational applica- 
tion of technical and scientific resources toward 
the solution of today’s problems; (3) ‘“Technolo- 
gy Utilization in the Public Sector,” a review of 
the development of a national technology transfer 
and utilization policy with emphases upon 
Federal roles including NSF's activities; and (4) 
“Policies on Science and Technology in Develop- 
ing Countries: R & D,” a comparison of R & D 
expenditures and technical manpower between 
the developing and advanced countries. Also con- 
tained are an author index, a subject index, and a 
list of publications screened for this issue with 
publisher name and address and subscription in- 
formation. (CC) 
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A six-year program providing training for ten 

individuals in science education and seven in 

mathematics education research is described. 

Lists of program objectives, requirements and 

course work for the program, and faculty mem- 

bers involved are included along with information 

on selection of trainees, enrollment by year, 

resulting dissertation titles, and present location 

of graduates. (DT) 
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tion, *Mathematics [Edvcation, *Program 
Descriptions, Researchers 
A program to prepare interdisciplinary research 

and development specialists in mathematics edu- 

cation and structural learning at the doctoral 
level is described. objectives, course of- 
ferings, faculty, information about trainees (edu- 
cational background, examination _ records, 
research, publications, present position), and 
weve yon resulting from the program are all 

isted. Requirements for the doctoral degree in 
mathematics education research are specified and 
sample programs are included. (DT) 
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Proceedings of a special conference sponsored 
by the Soil Conservation Society of America, are 
compiled in this report. The conference served as 
a forum for those involved in land use planning 
and implementation at all levels of government 
and private enterprise. Comments were directed 
to four main topics: (1) Objectives and Need for 
a National Land Use Policy--“‘Turns and Curves 
on a Well-traveled Road: The Vicissitudes of 
Establishing Land Use Planning Policy,” “‘Land 
Use: Past and Present,” “‘A Look to the Past and 
a Look to the Future,” “On Personal Freedoms,” 
(2) Components of Land Use Planning--“‘Na- 
tional Economic Considerations in Land Use,” “- 
Basic Natural Resource Considerations in Land 
Use,” “‘Human Considerations in Land Use,” “‘- 
Water Resources Planning in Relation to Land 
Use,”’ “Public Lands in Relation to Land Use,” “- 
Transportation and Land Use Planning,” “Indus- 
try Looks at Land Use,” (3) Implementation of 
Land Use Policy and Plans--‘‘Citizen’s Role in 
Land Use Planning,” ‘States’ Role in Land Use 
Policy and Planning,” “Legal Aspects of Land 
Use Policies, Plans, and Implementation,” ‘‘Na- 
tional Land Use Policy and the Need for Land 
Use Plans,” and (4) Future Needs--“Elements of 
National Land Use Policy,” “Elements of State 
Land Use Planning.” (BL) 
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This manual was prepared for the purpose of 

stimulating the development of effective unit 

operations and unit processes laboratory courses 
in environmental engineering. Laboratory activi- 
ties emphasizing physical — biological, 
and chemical processes are designed for various 
educational and equipment levels. An introducto- 
ry section reviews coordination of laboratory ex- 


perimentation by students, submission of labora- 
tory reports, and laboratory rules and safety regu- 
lations. Experiments, submitted and reviewed by 
both academic and professional practitioners, are 
suggested in the following areas: coagulation and 
flocculation, mixing and reactor hydrodynamics, 
sedimentation, filtration, vacuum filtration, flota- 
tion, disinfection, chemical oxidation and reduc- 
tion, corrosion and corrosion control, water sta- 
bilization, chemical precipitation, adsorption, ion 
exchange, membrane » heat transfer, gas 
transfer, biological oxidation (batch eee — 
biological oxidation (continuous systems). Eac 
experiment outlines background information, > 
jectives, procedure, analysis, problems and 
questions, references, apparatus, and materials 
required. Data sheets, charts, and diagrams are 
provided when necessary. (BL) 
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Identifiers—Ontario Institute for Studies in Edu- 
cation 
The aim of this report is to suggest aspects of 

mathematics education that should be incor- 

porated into curricula rather than to outline 
specific courses of study. General recommenda- 
tions are made regarding curriculum, instruc- 
tional methods, and textbooks. The suggestion 
that graphs and relations to be used as a unifying 
theme is followed by specific topics to be in- 
cluded at both elemen and secondary levels. 
Topics are developed in vector spaces and 
trigonometry; principal objectives are identified 
and some means by which they may be achieved 
are suggested for elementary algebra. Appendices 
include approaches for ngpowry be tangents, the cir- 
cular functions, graphing, and linear systems, and 
comments are made on recent developments in 

elementary mathematics. A bibliography of 147 

references is provided. (DT) 
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The primary purpose of this study/experiment 
was to determine whether children in the middle 
elementary grades would be able to learn the 
concepts “biodegradable agent,” “biodegradable 
material,” and ‘“‘biodegradable process” from a 
short written lesson. Secondary purposes were to 
examine the degree to which a pretest, grade 
level, and sex of the student influenced the 
amount learned. three concepts were 
analyzed to determine their relevant and irrele- 
vant attributes. Examples and nonexamples of 
each concept were also selected. On the basis of 
these analyses a 5 1/2 page lesson was written. 
Information given in the lesson for each concept 
included a definition in terms of the relevant at- 
tributes of the concept, and both examples and 
nonexamples of the concept. A 12-item testing 
instrument was also developed. The basic design 
was a Solomon Four-Group Design with pretest 
and lesson as factors. The design was replicated 
at two grade levels, fourth and sixth, and sex of 





the student was also included as a factor. Con- 
cluding statements indicate that both fourth- and 
sixth-grade students gained information about the 
concepts by studying a short written lesson and 
retained a significant amount of that information 
for a three-month period. The reading lesson and 
tests are included. (Author/BL) 
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Conceptual problems were administered in two 
formats, rule learning and attribute identification, 
to 192 college students. The stimulus patterns 
were gemoetric designs. Results showed that 
bidimensional concepts about the patterns were 
retained nearly perfectly up through periods of 
one week, without intevening practice. The one 
exception was concepts based on the rule “if x, 
then y” learned in the attribute identification 
paradigm; the ney eee to be traceable 
to the asymmetry of conditional rule and to 
the greater susceptibility of relevant stimulus at- 
tributes than conce; rules themselves to for- 
getting. (Author/DT) 
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Three experiments were conducted to deter- 
mine the effect of several instructional variables 
on concept attainment. In Experiment I, the ef- 
fect of presenting a rationally chosen set of posi- 
tive and negative instances was contrasted with 
the effect of presenting either a rationally chosen 
set of positive instances alone or two randomly 
selected positive instances. Experiment Il 
modified the treatment by giving a concept 
definition in addition to teaching instances. In Ex- 
periment Ill the effect of presenting 4 rationally 
chosen set of positive and negative instances 
alone was compared with the effect of also in- 
cluding either a concept definition alone or a 
concept definition plus emphasis of relevant at- 
tributes. About 100 sixth grade students took a 
series of printed lessons dealing with geometric 
symmetry. Results showed that providing a ra- 
tional set of positive and negative instances with 
a definition, or with a definition plus emphasis, 
was significantly more facilitative in promoting 
concept learning than the rational set alone, and 
Dae: Seentls + caowe Os nemo, ene 8 
definition emphasis was not sifnificantly more 
facilitative than the rational set with definition 
alone. (Author/DT) 


SE 015 848 


SE 015 850 


Wisconsin Univ., 
Development Center for Cognitive Learning. 


Spons Agency—Office of Education (DHEW), 
Washington, D.C. Research and Development 
Centers Branch. 

Report No—TR-245 

Bureau No—BR-5-0216 

Pub Date Nov 72 

Contract—OEC-5-10-154 

Note—194p. 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—Curriculum, Doctoral Theses, *Ele- 
mentary School Mathematics, *Elementary 
School Teachers, *Inservice Teacher Educa- 
tion, Instruction, Mathematics Education, Ob- 
jectives, *Research, Teacher Education 

Identifiers—* Developing Mathematical Processes 
The purpose was to determine the effectiveness 

of an inservice program designed to help elemen- 

tary school teachers implement an activity ap- 
proach to learning mathematics in their class- 
room using Developing Mathematical Processes 

(DMP). Thirty-eight kindergarten and first grade 

teachers participated. The success of the inser- 

vice program was judged by comparing the 
teachers’ performance on 24 objectives with per- 
formance criteria based on the results of an as- 
sessment of the behaviors of successful ex- 
perienced DMP teachers. Results showed that the 
teachers exceeded the criterion levels on 13 of 
the objectives; it was found also that teacher per- 
formance did not seem to be related to teacher 
characteristics such as age, experience, or profes- 
sional activities. Behaviors for which teachers did 
not reach criterion levels included asking probing 
questions, describing the mathematical processes 
emphasized by DMP, and managing instruction to 
provide for individual differences. Seventy-six 
percent of the teachers were judged to have done 
an adequate job of implementing an activity ap- 
proach. (Author/DT) 
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The purpose of this project was to determine if 

the method of subtraction of integers taught to 

seventh grade students affected their mathematics 
achievement or retention. Computation, concept, 
and problem-solving sections of the California 

Achievement Test were given as Pretests and 

posttests. An investigator-constructed test of the 

addition and subtraction of integers was also used 
asa fp posttest, and as a retention test one 
month after completion of the treatments. The 
project was divided into two studies. The first 

Soir tavenees 140 students and three teachers, 

and compared the Complement Method of sub- 

traction to the Related Facts Method. Results 
showed a statistical difference in the area of con- 
cepts, favoring the group taught the Related 

Facts Method. No statistical. differences were 

found in the areas of computation, problem-solv- 

ing, or addition and subtraction of integers. The 
second study involved 90 students and two 
teachers, and compared the Complement Method 
of subtraction to the Systems Method. Statistical 
difference on the retention of the subtraction of 
integers favored the Systems Method. Statistical 
difference on the retention of the addition of in- 
tegers favored the Complement Method. No 
statistical differences were found in any areas of 
immediate achievement in the second study. 
(Author/DT) 


ED 073 945 


SE 015 851 





SE 015 853 


Ohio Academy of Science, Columbus.; Ohio State 
Dept. of Natural Resources, Columbus. 

Pub 70 

Note—154p. 

EDRS Price MF-$0.65 HC-$6.58 


Document Resumes 89 


Descriptors—* Directories, *Environmental Edu- 
cation, Guides, Indexes (Locaters), *Natural 
Resources, Nature Centers, *Outdoor Educa- 
tion, Rural Areas, Site Development, *Study 
Facilities 

Identifiers—Ohio 
More than 700 areas in Ohio, useful as sites for 

environmental and outdoor studies, are 
catalogued in this guide. They include national 
forests; state parks; forest and wildlife areas; 
historic sites and memorials; metropolitan, 
country, and city parks, agency and private 
camps; conservation agency properties; con- 
servancy district lands and reservoirs; school land 
laboratories, private conservation farms and 
campgrounds; and nature preserves. For a general 
overview of the state, four maps in the introduc- 
tion show physiographic sections, geology, glacial 
deposits, and original natural vegetation. The 
major section of the guide compiles the areas in 
alphabetical order by counties. Each entry pro- 
vides a short description of the bio-physical fea- 
tures of the area or site together with its official 
name, location, size, and source to contact for 
additional information. A separate chapter is 
devoted to nature preserves, “living museum” 
type areas, often outstanding remnants of 
woodlands, swamps, prairies, glacial relic vegata- 
tion, and/or geologic phenomena. A concluding 
index identifies each area by type (natural en- 
vironment, school camping, conservation educa- 
tion, or undeveloped) and specified their facilities 
for public use. Notes on how to use the guide are 
included. (BL) 
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Life in an estuarine environment is studied in 

this set of audio-visual materials prepared for 

grades 6-12. A 71-frame colored filmstrip, cas- 
sette Med narration, and teacher’s guide focus 
upon Elkhorn Slough, a tidal mudflat in the Mon- 
terey Bay area, California. Topics examined 
range from river drainage and the effects of pol- 
lution on living organisms to the characteristics of 
transition from dry land to wet marine world. The 
teacher’s guide reproduces line drawings of all 
the filmstrip frames, the complete text of narra- 

tion, supplementary information for each frame, a 

glossary of terms, and a bibliography. It is sug- 

gested this set of materials be used in ecology, 
biology, marine science, oceanology, and environ- 
mental studies. (BL) 
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The principle ways in which communities solve 

the growing problems of solid waste disposal are 

studied in this set of audio-visual maiterials 
present for grades 6-12. A 58-frame colored 
te cassette narration, and teacher’s 
uide focus upon Monterey Bay area of 

California. Topics examined range from types of 

poe yon sites, the sanitary iandfill, reclamation 

recreational use of landfill to air and water 
pollution controls, vector controls, and resource 
collection and recycling. The teacher's guide 
reviews the basic concepts about sanitary landfills 
first and then reproduces line drawings of all the 
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filmstrip frames, the complete text of the narra- 
tion, diagrams of classes of disposal sites, a glos- 
sary of terms, and a bibliography. It is suggested 
this set of materials be used in ecology, social 
studies, science, and environmental ‘education 
classes. (BL) 
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Identifiers—Research Reports 
Reported is a longitudinal study on changes in 

affective attitudes for the pu of determining 

the effectiveness of a 1971-72 innovative guided 
design course. In the pretest-posttest control 
group design, the experimental group was com- 
posed of chemical engineering juniors, and the 
control groups were junior students in civil or in- 
dustrial engineering. Affective variables included: 

(1) student’s perception of himself and his sur- 

roundings, (2) debilitating and facilitating anx- 

iety, (3) internally-oriented characteristics, (4) 

achievement motivation, and (5) understanding 

of engineering function. Osgood’s semantic dif- 
ferential, Rotter internal-external locus of control 
scale, the Edwards personal preference schedule 
achievement scale, the achievement anxiety test, 
and an engineering function questionnaire were 
used as instruments. Practicing engineers an- 
swered the same questionnaire to ascertain dif- 
ferences in their operational procedures. Signifi- 
cant differences were noted in perception of the 
importance of communications as compared to 
mathematics and science and i in such conce ak = 
“engineer,” “future goal,” and “change.” 

remaining variables manifested changes in ‘ 
preferred direction. The experimental group 
become more internally controlled. The guided 
design course was satisfactory. Recommendations 
were made on further research on noted trends. 

(CC) 
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The state of the environment and efforts to im- 
prove it are reported upon in this Third Annual 
Report of the Council on Environmental Quality. 
Broad in scope, the report covers federal and 
state activities during the past year, the develop- 
ment of environmental indices, and legal implica- 
tions of the National Environmental Policy Act. 
The chapter on international aspects of environ- 
mental quality not only covers major develop- 
ments over the past year, as the U.N. Conference 
on the Human Environment, but also deals with 
specific substantive areas such as the trade effects 
of environmental controls between trading na- 
tions. Local environmental quality activities, 
aes. as a case study, local efforts to con- 
trol noise are related and the costs and economic 
impacts of environmental improvement are ex- 
plored. Forecasting the future discusses the inter- 
relationships of population, resources, agricultural 
productivity, technology, pollution, and other fac- 
tors in shaping man’s future environment. The 
chapter on National Parks deals with the history 
of the National Park System, the pressures on 
these parks, and the steps being taken to deal 


with such pressures. The report concludes with a 
summary, relates some of the highlights of the re- 
port, and nts implications for the future. Nu- 
merous and figures are included. (BL) 
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Established to advise and assist in the imple- 
mentation of the Environmental Education Act of 
1970 (P.L. 91-516), the Advisory Council on En- 
vironmental Education has summarized its activi- 
ties for the past year, 1972, in this annual report. 
First reviewed are some of the problems envoun- 
tered by the Council, indicating it is severely han- 
dicapped by the lack of adequate funding, lack of 
any staff personnel, and lack of the full number 
of authorized appointments. Areas and activities 
in which Council members should have been in- 
volved are enumerated. Following this, detailed 
findings and recommendations of the Council are 
explained. These consider: (1) extension of the 
Environmental Education Act, (2) possible relo- 
cation of the Office of Environmental Education, 
(3) evaluation of the environmental education 
grants program, (4) creation of an interagency 
coordination committee for environmental educa- 
tion, (5) restructuring the Advisory Council on 
Environmental Education, and (6) full staffing for 
the Office of Environmental Education. Ap- 
pended materials include the text of the Environ- 
mental Education Act of 1970, funding through 
the Act for fiscal years 1971-73, a summary of 
grants provided in 1972, and a schedule of Ad- 
visory Council activities to date. Council chair- 
woman was Ms. Ella Mae Turner. (BL) 


SO 


ED 073 951 SO 004 800 

Instructional Objectives Exchange. Music K-6. 

eal Objectives Exchange, Los Angeles, 
ali 


Spons Agency—California Univ., Los Angeles. 
Center for the Study of Evaluation.; Office of 
Education (DHEW), Washington, D. C. Div. of 
Comprehensive and Vocational Research. 

Pub Date 70 

Note—102p. 

Available from—The Instructional Objectives 
Exchange, Box 24095, Los Angeles, California 
90024 ($8.00) 

Document Not Available from EDRS. 

Descriptors—Applied Music, *Behavioral Objec- 
tives, Elementary Grades, Guidelines, Kin- 
dergarten, Learning Activities, Measurement 
Instruments, *Music Activities, Musical Instru- 
ments, *Music Appreciation, *Music Educa- 
tion, Music Techniques, Music Theory, 
Teaching Techniques ‘ 
This collection of 97 instructional objectives 

reflects major concepts. fundamentals, and appli- 

cations in music appreciation at kindergarten 
through sixth grade levels. The objectives are or- 
ganized into the following categories: Melody, 

Harmony; Musical Form (design); Musical 

Sound; Musical Style; Rhythm Performance 

Skills; and Band Instruments. The arrangement in 

each category is in ascending grade level. In- 

cluded with each objective are three elements: | ) 
the objective, stated in operations terms and 
identified by a category and sub-category which 
serve to limit and define it; 2) a sample measure- 
ment item designed to test the student’s acquisi- 
tion of the desired behavior; and 3) criteria in the 
form of possible correct responses for judging the 

of the student’s response. 

CAuthor/SHM) 
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The sample first-draft materials, produced by 
participants at a UNESCO regional workshop on 
population and family life, are designed as a 
reference tool to be used by curriculum 
developers. Divided into two major parts -- in 
biological science and in mathematics -- the 
teaching guide is for secondary level students. 
The first part, consisting of five lessons, focuses 
on problems ranging from under-nutrition to 
human fertility. Other topics included emphasize 
causes of under-nutrition, protein intake related 
to family size, population biology, and safety at 
childbirth. Population elements incorporated into 
teaching of mathematics are covered in the 
second part of the guide, which consists of eight 
lessons. Pupils compare the number of their 
mother's live births and the number of children 
they themselves expect to have as adults, collect 
and analyze data on the local population, con- 
struct age/sex pyramids, compute dependency 
ratios, and the rate of natural increase of the 
population of the country. See ED 059 586 for 
the social studies materials. (SJM) 
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The question of achievement motivation in 
relation to developing countries is explored. A 
foundation for the study is achieved through 
discussion of the socialization processes as they 
are affected by education and economic growth. 
It is suggested that the societal system determines 
motivation and values which in turn cause and 
determine the behaviors of individuals in the 
society. Problems affecting the development of 
achie tion in developing nations are 
noted and several existing programs in motiva- 
tional development work are discussed. 
Knowledge of value systems, socialization prac- 
tices, and economic factors in developing coun- 
tries is seen as being necessary to the understand- 
ing of the concept of motivational, achievement. 
Development in new nations, a tence! of trying 
to modernize societies while developing more 
creative individuals, is a matter relevant to educa- 
tion and resocialization practices. (Author/SHM) 
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The intent of this curriculum project is to help 

students focus attention on the interdependent 

relationships that exist in an urban center. In this 

Progress report (see ED 066 351), the second 

year’s wi is outlined. Four teachers each 

designed a unit of study which are presented 

here, stating objectives, content, and activities. 

Unit 1, Nuclear Group Interdependence, is a 

study of the family (the student’s own and those 

from various cultures); Unit 2, Neighborhood In- 

terdependence, is an identification of the way of 








living in a local neighborhood in relationship to 
the way of living throughout the city; Unit 3, In- 
terdependence in Urban Communities, examines 
the interdependence of all groups of people in a 
city in ting one ductive unit; and Unit 4, 
Regional Interdependence, studies the relation- 
ship of cities and rural areas and their creation of 
one productive Canadian society. The personnel, 
time schedules, work assignments, and contribu- 
tions are reported in Section 3, along with 
acknowledgement of contributions from and con- 
sultations with outside sources. The advantages of 
teacher involvement in curriculum development 
is cited. Year III plans call for pilot programs, 
continuous evaluation, involvement of additional 
teachers, and the production of a teacher's 
manual. (JMB) 
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In order to acquaint students with other en- 
vironments and to develop an awareness of their 
own community, the study of a small community 
in Canada was undertaken by this project 
development team. The Alpha students studied 
Chilliwack the first year (ED 066 352) and this 
second report covers their study of Powell River. 
The aim of the dezelegets is to design a struc- 
tured outline for the four week visit, covering 
transportation, housing, the examination of the 
life styles, the industries, the people, and the total 
environment. Extensive use is made of cameras, 
tape recorders, and video equipmént. A teachers 
manual is being prepared to facilitate preparation 
of such a study, including instruction in the use 
of the equipment by students, as is a multimedia 
kit, intended for use by schools unable to send 
students for site visits. Student evaluation of the 
trips, both of the planning and organization, and 
of the actual community study, is a major factor, 
currently revealing effectiveness of the project 
and the extent of observation and awareness 
developing on the part of the student. This report 
concludes the schedules worked out and gives 
recommendations for changes for the next year’s 
study of another community. (JMB) 
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The purpose of this su ject is to guide stu- 
dents ot meet and interact with individuals from 
the many i eager in a ver omgere se (see va 
055 O11). This p re oO! secon 
year’s activities includes eaantion on the 
process of curriculum development, the materials 
developed, evaluation, roles of supporting agen- 
cies, behavioral modification of teachers in the 
classroom, and budget. Initial planning covered 
1) theoretical aspects of curriculum development, 
2) disciplines associated with the study of identi- 
q. 7) es een and their place in social stu- 
ies instruction, 4) a definition of identity and 
seven major concepts relevant to identity, and 5) 
the skills appropriate to the year level of stu- 
dents. Materials developed thus far include two 
of the five planned manuals on the study of 
senior citizens and ethnic groups and a student 
resource book containing two simulation 
filmstrips, tapes, identity charts, maps, etc. GMB} 
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The meaning of objectives in geographic edu- 
cation and the need to structure objectives in 
some hierarchical manner are presented in this 
paper. Discussion in past years centered on the 
teaching of general objectives in geography 
classes. During the last twenty years, however, 
geography instructors realized that objectives may 
be at various levels of generality or specificity 
and this led to a focus on behavioral objectives. 
Bloom’s Taxonomy was used in an attempt to 
structure the objectives of geography teaching 
into a hierarchy from the point of view of the in- 
tellectual abilities required to achieve these ob- 
jectives. However, such a hierarchy is incomplete 
if examined from the point of view of a teacher 
attempting to structure a geography course. This 
hierarchy structure disregards the idea that con- 
cepts of widely differing intellectual levels may be 
involved, ignoring the data of a relationship 
between concepts and levels of operation. It is 
suggested that a logical structure exists in which 
more complex concepts are based on an infras- 
tructure of simpler ones. Therefore the develop- 
ment of a geography course could depend on a 
close analysis of the logical structure of concepts 
and principles inherent in the topics taught, and 
on their careful arrangement as a series of 
hierarchial performance or behavioral objectives. 
(SJM) 
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The authors of this book determine that tradi- 

tional social studies curricula are no longer rele- 
vant to helping students cope as informed citizens 
in a changing society and offer a new approach 
to social education focusing on the full range of 
data sources, media, and forms of human action. 
The social studies curricula outlined here are 
based on the study of current social concerns 
rather than on individual disciplines. Featuring 
systematic and sequential study of the social 
sciences k-12, the program derives from analyses 
of seven primary sources of modern decision 
making and from six action concepts developed 
by the authors. Ways of developing learning 
situations suggested are based on the interaction 
of the decision making sources and action con- 
cepts. Provision is made for imaginative 
techniques of presentation and for study involve- 
ment in inquiry. An evaluative design is outlined 
for qualitative measurement of broad behavioral 
objectives. Sample elementary and secondary 
materials are included for an open social studies 
curriculum. (Author) 
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Designed as one of a series of modules in con- 
sumer education this booklet focuses on 
problems from the consumer angle. It is designed 
to supplement the comprehensive health strands 
published by the New York State Education De- 
partment, and to be used as materials for an elec- 
tive course. The module is constructed so that 
the student can achieve the following objectives: 
be able to state major achievements and unsolved 
problems in the health field; know how to seek 
qualified medical care services; learn to eat wise- 
ly, and avoid the use of unnecessary food supple- 
ments; develop a healthy skepticism about adver- 
tising claims for over-the-counter drugs; cut costs 
in shopping for drugs; become familiar with 
government programs for medical care services; 
state how Federal agencies operate to provide 
consumer protection; use sources of consumer in- 
formation in the health field; and give thoughtful 
consideration to proposals now being offered for 
change. (FDI) 


ED 073 960 


Arab World. Political and Di History 
1900-1967: A Chronological Study. A Descrip- 
tive Brochure. 

National Cash Register Co., Washington, D. C. 
Microcard Editions. 

Spons Agency—Institute of International Studies 
(DHEW/OE), Washington, D.C. 

Pub Date 72 

Contract—OEC-0-8-000 13 1-3544(014) 

Note—40p. 

Available from—NCR/Microcard Editions, 901 
a Street, N.W., Washington, D.C. 20037 
(free) 

pe ice MF-$0.65 HC Not Available from 


Descriptors—* Area Studies, *Diplomatic History, 
History, *Middle Eastern History, *Middle 
Eastern Studies, *Non Western Civilization, 
Pr Descriptions 

Identifiers—* Arab States 
The brochure contains descriptive introductory 

material on the first of seven volumes covering 

the Arab world. Five volumes are devoted to a 

chronology of events throughout the Arab world 

(including Arab-Israel relations) from 1900 up to 

1967. The last two volumes contain a keyword 

index to the events. The project contributes to 

the Middle Eastern Studies and also serves as a 

model project to scholars and students concerned 

with research of other world areas. The first half 
of the brochure, arranged in five parts, includes: 

1) a description of the project background, 

problem, purpose, scope, organization, research 

facilities, and progress information; 2) informa- 
tion on use of the computer to promote new 
techniques for handling, restoring, and dis- 

seminating data concerning the Arab world; 3) 

useful data on the Arab world; 4) abbreviations 

used in indices; and 5) acknowledgements. Over 
half of the pamphlet furnishes sample chronology 
and index pages. (SJM) 
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This ral social studies course for grades 7- 
9 is an introduction to urban life: its history, the 
attraction of the city, its growth, advantages and 
problems. The condition of cities in America 
today is examined for the purpose of understand- 
ing the causes of their present condition and the 
steps that can be taken to save them. The goal of 
the course is to make students aware of urban 
development and problems in order that the 
may better understand and intelligently deal wit 
the urban complexities. Learning activities are 
designed to guide the student toward an un- 
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derstanding of why and how cities develop and 
grow, the examination of problems that develop 
in large cities, and an understanding of the need 
for city planning and urban renewal. A special 
project, the design of plans for future cities, is 
suggested as the culminating unit activity. A stu- 
dent/teacher bibliography includes textual and 
audiovisual materials to erpert the study of 
changing cities. (Author/SHM) 
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In this course outline for social studies in 
secondary schools a humanistic approach is 
designed to help the student develop his own per- 
sonal philosophy and value system. Through com- 
parative analysis of several societies, both past 
and present, students are introduced to differing 
views and differing cultures. Three value issues 
(What is a good man? What is a good life? What 
is a good society?) are examined together with 
geographic, political, economic and social settings 
of Athens, Florence, and New York. This unit 
deviates from the format used in most other quin- 
mester curriculum guides. The departure is due 
to the availability of a project produced by Holt, 
Rinehart, and Winston “The Humanities in Three 
Cities: An Inquiry Approach,” from the Carnegie- 
Mellon University) which contains objectives and 
learning activities which more than adequately 
support this 9 week unit. (Author/SHM) 
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There has been increasing pressure in recent 
years for a more realistic portrayal of societal 
complexities and problems in elementary and 
secondary social studies materials--especially text- 
books. The author discusses in this paper a 
research project in which a large sample of social 
studies texts in wide use in grades three, five, and 
seven are evaluated. Emphasis is placed on 
description and evaluation of the ways in which 
social conflict associated with racial, economic, 
political, and ecological policies are presented to 
the young reader. Evaluative assertion analysis, a 
content analysis research technique, is used to ex- 
tract from a message the evaluations being made 
of significant concepts. This technique is briefly 
described and the author illustrates the assump- 
tions involved in the application of evaluative as- 
sertation analysis. (Author/SHM) 
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This paper describes the rationale behind the 
development of a model for secondary teacher 
education by the Stanford School of Education. 
New approaches in the area of teacher education 
are designed to meet these current demands in 
the schools: demands for teachers to have cur- 
riculum orientations which cross traditional cur- 
riculum boundaries; demands for teachers to be 
aware of and to deal constructively with student 
affect; demands for new patterns of staffing and 
resource utilization. The model itself consists of 
three components: Phase I, Continuous Profes- 
sional Education Programs (pre-doctoral); Phase 
II, Doctoral Programs; and Phase Ill, Research 
and Development Programs. Each deals with a 
particular domain of activity related to teacher 
education and each intersects with the other two 
components, suggesting an integrated and unified 
teacher education effort. Emphasis in the pro- 
grams to be developed will be toward diversity 
and the development and testing of strategies, ap- 
proaches and technologies relevant to the training 
of teachers. Examples of programs which are par- 
ticularly appropriate for pr ive teachers of 
the social studies are given. (SHM) 
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The focus of this paper is on the relative roles 
of personality and training in enabling teachers to 
carry out the kinds of complex learning models 
which are envisioned by curriculum reformers in 
the social sciences. The paper surveys some of 
the major research done in this area and con- 
cludes that: 1) Most teachers do not manifest the 
complex teaching models which are required in 
most curriculum innovations in the social 
sciences; 2) It is possible to train teachers to 
acquire complex models of teaching but per- 
sonality plays a role in the acquisition of these 
models; and 3) It is worthwhile to develop in- 
structional systems which modulate training types 
to the conceptual style or learning style of the 
teacher. Tables, charts and a reference list are in- 
cluded in this study. (FDI) 
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This text presents high school students with up- 
to-date findings of social scientists about political 
behavior in order to increase their political 
knowledge and sophistication. Case studies which 
describe the various political activities of typical 
citizens and political leaders are used throughout 
the work. Simulations, games, political attitude 
surveys, and data-processing activities are other 
strategies used in this one year course. Each of 
the lessons is designed to teach the skills of using 
evidence and logic to substantiate factual claims 
and rationally consider value claims. The book is 
divided into five units: 1) Introduction to the 
Study of Political Behavior; 2) Similarities and 
Differences in Political Behavior, 3) Elections 
and the Behavior of Voters; 4) Political Decision- 
Makers and 5) Unofficial Political Specialists. 
The material is structured so that Units 1, 2, and 
3, or Units 4 and 5 can be used as one-semester 


courses. ED 064 206 is the Teacher’s Guide. 
(FDI) 
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*Social Studies Units, Social Systems, Sociocul- 
tural Patterns, Sociology 

Identifiers—* Project Social Studies 
The social studies resource unit, the first of 

four in this course, outlines content dealing with 

the concept of community, helping third grade 
children to identify basic properties of any com- 
munity. Specific objectives are described in the 
areas of culture, social organization, social 
processes, location, and cultural uses of environ- 
mental concepts; generalizations; gathering, 
analyzing, evaluating and geographic skills; and 
attitudes. Fifty-three outlined learning activities 
incorporate teaching strategies and furnish in- 
structional media for each activity. Appendices 
include student materials on topics of communi- 
ties consisting of maps, study questions, informa- 
tion summaries, and stories. Other documents in 

this series include ED 051 027 through ED 051 

etd and SO 005 392 through SO 005 396. 

(SJM) 
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Communities Around the World. Teacher’s Guide 
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Chelmsford Public Schools, Mass.; Minnesota 
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Spons Agency—Office of Education (DHEW), 
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Study, Concept Teaching, *Cross Cultural Stu- 
dies, Elementary Grades, Grade 3, Human 
Relations Units, Inquiry Training, Skill 
Development, *Social Studies Units, Sociocul- 
tural Patterns, *Teaching Guides 

Identifiers—* Project Social Studies 
In this third grade teaching guide emphasis is 

placed on community study, providing data for 

generalizations about cultural diversity. Affective 
objectives foster curiosity and respect for cultural 
contributions and differences. Inquiry, critical 
thinking, geographic and sequential development 
of skills are stressed. Four units that 
focus on political and social institutions are on 
contrasting communities, gold mining, Manus 

Community in the Admiralty Islands, and the 

Paris community. The first part of the guide gives 

information on course goals, teaching strategies, 

the focus of the course, the place of the course in 
the elementary curriculum, the format of the 
units, adaptation of the units, and preparation of 
materials, Over half the document contains charts 
showing the sequential development of concepts 
and attitudinal behaviors in this course. Related 

documents are ED 051 027 through ED 051 034; 

and SO 005 391 through SO 005 396. (SJM) 
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Spons Agency—Office of Education (DHEW), 
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(Sociological Unit), Family Role, Grade 1, 
Human Geography, Human Relations Units, 
Inquiry Training, International Education, 
Resource Units, *Social Studies Units, Social 
Systems, Sociocultural Patterns 
Identifiers— Algonquins, *Project Social Studies 
This resource unit for grade 1, the second unit 
on the theme Families Around the World, is con- 
cerned cma with the fea agg m4 Tribes of 
the Southern New England area. Objectives are 
for the students to cross-culturally examine the 
concept of culture, noting that it is a learned 
behavior, and to recognize the diversity in cul- 
tures and the contributions made to all by cul- 
tural pluralism. Students will also examine the so- 
cial organization, social process, and the loca- 
tional sites of the Algonquins. Inquiry training 
and concept learning are emphasized in nu- 
merous learning activities. The first part of the 
guide provides background information on tribal 
village life, major jobs of men and women, en- 
vironment, clothing, farming, food, hunting, 
trapping, fishing, religion, and social structure. 
The majority of the document describes teaching 
strategies for 58 developmental activities in a for- 
mat designed to help teachers see the relation- 
ships among objectives, content teaching 
procedures, and materials of instruction. Au- 
diovisual aids and printed materials to be used 
are listed with each activity and a general list of 
educational media is given. Appendices include 
many pupil materials for this unit. Related docu- 
ments are ED 051 032, ED 051 033, SO 005 
394, and SO 005 396. (SJM) 
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Descriptors—Asian Studies, Concept Teaching, 
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*Japanese, Resource Units, *Social Studies 
Units, Social Systems, Social Values, Sociocul- 
tural Patterns 

Identifiers— *Project Social Studies 
The resource unit prepared for grade one is the 

fourth in a series on the theme of Families 

Around the World. For this study of the Japanese 

family, background material is presented for the 

teacher describing the site of Suye Mura, family 
structure, basic physical needs, a typical day, so- 
cialization, communication, village life today, and 
the comparison of a village and city. Major objec- 
tives of the course are to help students un- 
derstand culture as a learned behavior, social or- 
ganization, social process, and social, political, 
and economic factors related to location. Other 
objectives for this cultural study are defined, not- 
ing concepts and objectives as well as attitudes 
and skills to be developed. Teaching strategies 
are described for 64 activities in a format 
designed to help teachers see the relationships 
among objectives, content, teaching procedures, 
and’ materials of instruction. Audiovisual aids and 
printed materials to be used are listed with each 
activity and a general list of educational media is 
given. Appendices include pupil materials 

for this unit, such as maps, and activi- 
ties that include flower arranging, paper — 

stories, and songs. Related uments are E 

051 207 through ED 051 034; and SO 005 391 

through SO 005 396. (SJM) 
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Descriptors—Activity Units, *African Culture, 
Concept Teaching, *Cross Cultural Studies, 
Cultural Differences, Curriculum Guides, Ele- 
mentary Grades, Ethnic Groups, *Family 
(Sociological Unit), Family Role, Grade 2, 
Human Geography, Human Relations Units, 
Inquiry Training, International Education, 
Resource Units, *Social Studies Units, Social 
Systems, Sociocultural Patterns 

Identifiers— Nigeria, *Project Social Studies 
Concerned specifically with the “Hausa” fami- 

ly, this third resource unit designed for grade two 

is one of a series on the theme of Families 

Around the World. In a cross cultural approach 

students examine the concepts of culture, cultural 

diversity, social organization, social process, and 
geography. Teaching techniques focus on activity 
learning, inquiry training, and concept teaching. 

The first part of the unit furnishes background in- 

formation on the Hausa family describing the 

household, clothing, a typical day, socialization, 
and communication. A major portion of the 
document describes teaching strategies for eighty 
two activities in a format designed to help 
teachers see the relationships among objectives, 
content, teaching procedures, and materials of in- 
struction. Audiovisual aids and printed materials 

to be used are listed with each activity and a 

general list of educational media is given. Appen- 

dices include many pu;il materials for this unit 
such as ~~ readings, graphs, songs, and study 

questions. Related documents are ED 051 032, 

ED 051 033, ED 055 393, SO 005 394, and SO 

005 396. (SJM) 
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Spons Agency—Office of Education (DHEW), 
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Secondary Research. 
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(United States), Concept Teaching, *Cross 
Cultural Studies, Curriculum Guides, Elementa- 
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Role, Grade 1, Human Geography, Human 
Relations Units, Resource Units, *Social Stu- 
dies Units, Social Systems, Social Values, 
Sociocultural Patterns, United States History 

Identifiers—*Boston, *Project Social Studies 
First in a series of four social studies units in a 

Family Around the World series, this second 

grade unit focuses on New England culture and, 

more specifically, on the theme of Boston fami- 

lies during the Colonial era. The unit gives a 

historical perspective to contemporary students 

who trace present social and familial patterns and 
ideas to earlier patterns, analyzing differences 
and similarities. Objectives are for students to 
conceptually examine: culture, recognizing that 
culture is learned, and the norms, values, diversi- 
ty, and uniqueness of culture; social organization, 
and social processes. Geographic skills are 
emphasized. Teaching strategies are described for 

97 activities in a format designed to help teachers 

see the relationships among objectives, content, 

teaching procedures, and materials of instruction. 

Audiovisual aids and printed materials to be used 

are listed with each activity. Related documents 

are ED 051 207 through ED 051 034; and SO 

005 391 through SO 005 396. (SJM) 
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Jacobson, William S. And Others 

Revised Instructional Modules for Senior Hig: So- 
cial Studies. 

Cedar Rapids Community School District, lowa. 

Pub Date 72 

Note—450p. 

EDRS Price MF-$0.65 HC-$16.45 , 

Descriptors— Activity Learning, American 
Government (Course), *American Studies, 
Behavioral Objectives, Bibliographic Citations, 
Concept Teaching, Course Content, Course 
Objectives, *Curriculum Development, *Cur- 
riculum Guides, Elective Subjects, Resource 
Units, Secondary Grades, Skill Development, 
Social Sciences, *Social Studies Units, 
Teaching Guides, United States History 
This collection of three instructional modules 

for use in high school social studies classes in- 
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cludes course descriptions for twenty-three units 
of study. The format followed presents basic 
notes to the instructor on the intended scope of 
the course, teaching perspective and related 
bibliographic sources. Conceptual diagrams are 
drawn and a teaching guide lists suggests 
coordination of materials, concepts and activities 
for each unit. Instructional objectives which guide 
the instructional modules in aspects of desired 
cognitive, affective, and skill development are 
stated. Four appendices contain information per- 
tinent to the development and evaluation of this 
social studies curriculum project. (Author/SHM) 
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ries, Political Science, *Political Socialization, 
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Teaching Techniques, Transfer of Training 

Identifiers—*High School Political Science Cur- 
riculum Project 
Four interrelated questions in this paper pro- 

vide a framework for examining the rationale of a 

model for developing a political laboratory which 

would fulfill meaningful objectives for civics and 
government instruction. The first question, wh 

make the school the focus of the laboratory, of- 
fers reasons for preferring the school over the 
classroom or community as a setting for political 
activity. Discussion of the second question--why 
stress political participation--gives theories of 
learning and instruction and of political participa- 
tion and its effects on the political system. The 
third question deals with how politics can be 
taught via the laboratory and focuses on provid- 
ing a framework for viewing school politics. The 
last question explains ways in which knowledge 
building, skill building, and participation activities 
can be designed. The lab can transform the image 
of the school into a dynamic social and political 
unit, and can help students transfer knowledge 
directly into a practical political situation. Re- 

lated documents are SO 005 409 and SO 005 

410. (Author/SJM) 
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Descriptors—Affective Objectives, Behavioral 
Objectives, *Behavior Change, Cognitive Ob- 
jectives, Concept Teaching, Conference Re- 
ports, *Curriculum Research, *Educational 
Change, Educational Innovation, Inquiry Train- 
ing, Instructional Materials, Interdisciplinary 
Approach, Learning Processes, Models, Pro- 
grams, *Projects, *Social Studies, Teaching 
‘Techniques 
This book of readings in social studies makes 

available several recent developments in_ this 

discipline and attempts to summarize some of the 
projects, monographs, and special programs being 
conducted at several major curriculum centers. 

Five facets of the new social studies are examined 

here. Part One is an overview of the nature and 

direction of the new social studies. Attention is 
given to the administrative problems which are 
likely to occur with rapid and significant changes 
such as those envisioned here. Readings are cited 
for student discovery and development. Part Two 
details several strategies and teaching-learning 
techniques advocated by leading social studies 

specialists. These strategies may be i 

sometimes with modifications--to nearly all the 

social studies areas and at most grade levels. Part 

Three illustrates techniques which ly specifi- 

cally to several of the major fields of study, Part 

Four offers examples of the interdisciplinary ap- 
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proach, and Part Five demonstrates how all the 
disciplines and resources of the social studies may 
be brought to bear on - ificant social lems 
in order to effect social me ange. (Author 
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Educational Philosophy, *Educational Practice, 
Educational Research, *Educational Trends, 
Elementary Education, Enrollment Trends, 
General Education, Higher Education, School 
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Idenuifiers—Canada, Ontario 

Written as an abridged companion volume to 
the seven-volume series, Ontario’s Educative 
Society, this book shares the objective of explor- 
ing the development of education in Ontario 
since World War II. The material is presented 
within an historical framework and uses a broad 
definition of education which includes organiza- 
tions and activities beyond the formal system. 
The book consists of ten chapters: 1) The Grow- 
ing Importance of Formal Education for Utilitari- 
an Pu s; 2) The Expanding System; 3) The 
Quest for Organizational Efficiency in the School 
System; 4) Province and University Come to 
Terms; 5) Educational Agencies Outside the For- 
mai System; 6) New Practices and Procedures in 
the Educational Process; 7) Early Research Ef- 
forts and the Development of the Ontario In- 
eae of Studies in Education; 8) Religion and 
; 9) The Burden of Support; and 10) 
rospects for Formal Education. Related 
prnene ad are ED 063 225 through ED 063 229; 

SO 005 311; and SO 005 413. (FDI) 
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Descriptors—*African Culture, *Evaluation, 
*Grade 7, *Inservice Teacher Education, In- 
structional Materials, Junior High Schools, 
Media Selection, *Social Studies, Teacher 
Workshops, — Techniques 

Identifiers— * Africa 
This report provides an evaluation of a three- 

year, joint project of in-service teacher training 

for texchers of Africa in the seventh grade Social 

Studies curriculum in North Carolina. The four 

major areas of concern were: 1) Cognitive 

Knowledge About Africa (including the dispelling 

of prevalent myths), 2) Teacher Attitudes 

Toward Change and Change Agents in the Social 

Studies Curriculum, 3) Teaching Methods and 

Techniques and, 4) Teaching Materials and 

Teacher Evaluation of Materials. A questionnaire 

reflecting these major areas was administered to 

teachers who had attended the two types of 
workshops - regional meetings and “week-long” 
intensive workshops. It was found that the project 
was successful in all four major areas and that 
both attitude and knowledge increased with expo- 
sure to the AAI training. Cooperation among 
agencies and local school units was found benefi- 
cial. A philosophy of curriculum change which 
considers the teacher as a decision-maker was 
found effective and the training was judged effi- 
cient. The test and questionnaire items are 
reprinted within the report and its appendices. 
(Author) 
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Directory of Law-Related Educational Activities. 
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Descriptors—*Citizenship, Citizenship Responsi- 
bility, Curriculum Development, *Directories, 
Educational Programs, Elementary Grades, = 
dexes —o Interinstitutional C sa 
tion, Ww ruction, —_ Responsibi ity, 
*Political Science, i ae Descriptions, Pro- 

jects, Secondary Grades 
| aecliny in law-related citizenship education has 
grown enormously in the past few ycars. This 
directory is the result of a survey of school-re- 
lated law and citizenship projects, and is intended 
to provide information about projects and 

— duplication of effort. —_ ncaa 


A village in the rural area of India--Kishan 
Garhi-- is studied in this visually oriented social 
studies unit for higher education stu- 
dents. Conce: with the contemporary condi- 
tion of human society rather than the historical 
evolution of the third world, this unit deals with 
the process of rural social change and the in- 
teraction of technology, society, and culture. A 
major objective of the comparative approach 
used is to reveal not only change, illustrating that 
innovative ideas and ay actices have penetrated 
developing countries, but also to present visual 
data illustrating how the quality of life has im- 
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headings: Subjects (subject areas taught); Active 
ties (classroom teaching, training teachers, 
developing curriculum materials); Materials 
(noted only if developed by the project); Staff 
(teaching and administrative) dents (the 
number reached by the program during the last 
academic year grade levels); Sponsors; and 
Sources of Funding (if any). Some projects of 
special interest are described in a second section 
and in a third is a cross reference to bar associa- 
tion activities. A sheet is included for organiza- 
tions to submit up to date information for the 
next edition. (JMB) 
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Identifiers— Africa, Latin America, United States 
This collection of symposium papers is con- 
cerned with various aspects of understandings 
and misunderstandings in international education. 
The discussion of comparative education involves 
a variety of topics ranging from educational 
philosophy to sex education. The five papers are: 
(1) Foreign Interpretations and Misinterpreta- 
tions of American Education: Historical Notes by 
Steward E. Fraser analyzes some prominent 
nineteenth century commentaries and criticisms 
made of American education by foreign visitors 
and educators; (2) Comprehensions and Ap- 
a a ey | American Educational 
ilosophy by Brian Holmes; (3) Discernments 
Concerning United States Educational Aid to 
African Nations by Franklin Parker discusses 
educational problems of Africa and the involve- 
ment of America in the educational development 
of various African nations; (4) Towards a Study 
of Comparative Sex Education: Conceptions and 
Misconceptions by Robert M. Bjork identifies 
problems faced by nations and successful accom- 
plishments of school systems throughout the 
world as they introduce the subject of sex educa- 
tion; and (5) Latin America: Educational Percep- 
tions by Harold R. W. Benjamin stresses pressing 
educational needs in Latin America. 
(Author/SJM) 
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Identifiers— *India 


Pp d for the majority of villagers. An innova- 
tive approach combines a contrasting study of 
visual materials. Pictures were taken from Kishan 
Garhi showing evidence of change between the 
anthropologist’s two visits -- the first in 1951, and 
the latter in 1968. The major portion of the 
document provides a list of slides along with in- 
— on changes in technology, society, 

culture; women’s roles; castes and occupa- 
tions; agricultural operations; and _ village 
architecture. In addition, a brief introduction to 
the project and to the slides is given, and a list of 
slides and published materials included. Accom- 
panying slides are available from Foreign Area 
Materials Center, State Education Department, 
60 East 42nd Street, New York, New York 
10017. (SJM) 
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Descriptors—Behavior Development, Conflict 
Resolution, Individual Characteristics, *Peace, 
*Personality Theories, Social Behavior, *War 
The major portion of the essay explores the 
psychological aspects of war within man and is 
followed by six different commentaries on Dr. 
Fromm’s work. Divided into three parts, the essay 
first examines the nature of man to determine the 
goodness vs. evilness of man. Two basic per- 
sonality types are identified: The necrophile, a 
destruction, perverted personality attraced to 
death: and the biophile, an optimistic personality 
attracted to life. It is hypothesized that the necro- 
Phile is a secondary potentiality -- a perversion 
occurring when the primary, life-favoring poten- 
tialities are thwarted or fail to develop. essay 
examines and compares in detail characteristics 
of necrophilous and biophilous persons. In addi- 
tion, a comparison is made between the two 
orientations and Freud’s concept of the life in- 
stinct (Eros) and the death instinct. Society 
fosters the biophilic personality type when the in- 
dividual is surrounded by people who love life 
and when security, justice, and freedom exist. 
The last part of the essay deals with implications 
of these personality theories in regard to the 
nuclear age where the emphasis in life in all 
modern industrial society is upon mechanical 
means, tending to promote the necrophilous at- 
traction to death, war, and destruction. Commen- 
taries on the essay are made by Jerome Frank, 
Paul Tillich, Hans Morgenthau, Roy Menninger, 
Pitirim Sorokin, and Thomas Merton. (SJM) 
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Pub Date 72 
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velopment, Inservice Education, *Leader- 
ship Training, Participant Involvement, Person- 
nel Management, *Pilot Projects, *Public Ad- 





ministration Education, Regional Cooperation, 

Skill Development, Teaching Methods 
Identifiers—Caribbean 

This two-part document is a report on a pilot 
course in public administration training. Part | 
details the background and development of 
public service training needs and facilities in the 
Commonwealth Caribbean. The objectives of the 
pilot course and the structure and methodology 
of the program are outlined and a general evalua- 
tion of the course and recommendations for 
short-term and long-term follow-up activities are 
included. Part Il is a compilation of a selection of 
papers presented by guest speakers and faculty 
members on a wide range of topics on the subject 
of training and the Caribbean environment. An 
appendix describes guidelines for training courses 
which were developed by the program partici- 
pants. (SHM) 
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dies, *Teacher Education, Teaching 
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This module is one in a series of teaching 

modules developed for a contemporary social stu- 

dies curriculum. The purpose of this module is to 
develop an understanding of the sources of con- 
tent to be used in an intercultural awareness cur- 
riculum and to reinforce teaching strategies 
learned in the other modules by applying them to 
the development of lessons in intercultural un- 
derstanding. The terminal competency for this 
unit is: Given selected information on the ‘‘ob- 
jects” and “dimension” of intercultural un- 

derstanding, the reader will be able to derive a 

generalization from a set of cross cultural data 

and write a lesson plan incorporating an “‘object” 
and a “‘dimension”’ of intercultural understanding. 

The first section of the work discusses the 

development and applications of behavioral ob- 

jectives in constructing an intercultural un- 
derstanding curriculum. The second part contains 
case studies of two different cultures: The Hopi 

Indians of Northeastern Arizona; and A Japanese 

Family. Related modules are SO 005 444 through 

SO 005 450. (FDI) 
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Hawkins, M. L. 

Skill Development—Maps and Globes. Social Stu- 
dies for the Elementary School. Proficiency 
Module #8. 

Georgia Univ., Athens. Dept. of Social Science 
Education. 

Pub Date [72] 

Note—39p. 

Available from—Department of Elementary Edu- 
cation, 425 Aderhoid, University of Georgia, 
Athens, Georgia 30602 ($6.60 set of 8; $.80 


each) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Activity Learning, Autoinstructional 
Aids, Behavioral Objectives, Bibli ic Cita- 
tions, Elementary Grades, Guidelines, *Loca- 
tional Skills (Social Studies), *Map Skills, 
*Skill Development, *Social Studies, *Teacher 
Education, Teaching Methods 
This teacher proficiency module is composed 
of a sequence of activities designed to develop 
campetencies in writing lesson os for teaching 
social studies skills in primary and intermediate 
grades. Four skills that are a major responsibility 
of social studies teachers are noted: 1) reading 
social studies materials; 2) applying problem solv- 
ing and critical-thinking skills to social studies; 3) 
interpreting maps and globes; and 4) understand- 
ing time and chronology. Guidelines drawn from 
research on how skills are learned are set forth 
and basic tasks for the teacher of skills are sum- 
marized. A case study of the development of map 


and globe skills in elementary grades is used as a 
model for the study of social studies skill 
development. Elements of seven basic map skills 
are outlined. The participant in this study module 
constructs objectives and describes teaching tasks 
in exercises to clarify understanding of. the 
processes involved in teaching social studies 
skills. A selected bibliography for methods of 
teaching elements of basic map skills is included. 
Related modules are SO 005 443, and SO 005 
445 through SO 005 450. (SHM) Z 
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Hawkins, Michael Williams, Elmer 

Interpreting Data. Social Studies for the Elementa- 
School. Module #4. 
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Georgia Univ., Athens. Dept. of Social Science 
Education. 

Pub Date [72] 

Note—37p. 

Available from—Department of Elementary Edu- 
cation, 425 Aderhold, University of Georgia, 
Athens, Georgia 30602 ($6.60, set of 8; $.80 


each) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Activity Learning, Autoinstructional 
Aids, Behavioral Objectives, Bibliographic Cita- 
tions, Elementary Grades, *Games, Guidelines, 
Preservice Education, *Role Playing, *Simula- 
tion, *Social Studies, Sociodrama, *Teacher 
Education, Teaching Techniques 
Designed as part of a series to develop teaching 
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Georgia Univ., Athens. Dept. of Social Sci 
Education. 

Pub Date [72] 

Note—39p. 

Available from—Department of Elementary Edu- 
cation, 425 Aderhold, University of Georgia, 
Athens, Georgia 30602 ($6.60, set of 8; $.80 


each) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors— Activity Learning, Autoinstructional 
Aids, Behavioral Objectives, Data Analysis, 
Elementary Grades, Generalization, Guidelines, 
Inductive Methods, ‘Interpretive Skills, 
Models, ‘*Pictorial Stimuli, *Questioning 
Techniques, *Social Studies, *Teacher Educa- 
tion, Teaching Techniques 
One of od pase teaching tasks of an ele- 
mentary school social studies teacher is that of 
helping pupils interpret the numerous sources of 
data found in a social studies program. The pur- 
pose of this self-instructional teacher education 
module is to develop proficiency in utilizing data 
interpretation process. A sequence of activities is 
designed to develop teacher competency in using 
a process model to guide pupils in the interpreta- 
tion of data. The model outlines teaching strate- 
gies which move from a series of concrete, 
specific encounters with factual data to a higher 
cognitive level which requires a conclusion or 
generalization that can be supported by the data. 
Questioning techniques used to convey specific 
peor tasks to pupils are discussed. In Part Il a 
model for analysis of the data source of still pic- 
tures is used and activities related to picture anal- 
ysis are included. Appendices contain in-depth 
analyses of two commercial photographs. Related 
modules are SO 005 443 and SO 005 444, and 
SO 005 446 through SO 005 450. (SHM) 
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Bagley, Earl G. 

Concept Formation--Concept Teaching. Social Stu- 
School. Proficiency 


Georgia Univ., Athens. Dept. of Social Science 
Education. 

Pub Date [72] 

Note—38p. 

Available from—Department of Elementary Edu- 
cation, 425 Aderhold, University of Georgia, 
— Georgia 30602 ($6.60, set of 8; $.80 


each) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Activity Learning, Autoinstructional 
Aids, Behavioral Objectives, *Concept Forma- 
tion, *Concept Teaching, Elementary Grades, 
Guidelines, Lesson Plans, Models, *Social Stu- 
dies, *Teacher Education, *Teaching Methods 
This module for development of proficiency in 
identification of key social studies concepts and 
in teaching these concepts in an efficient and 
meaningful manner introduces the teacher-trainee 
to bac! und information on concept formation 
and methods for planning and teaching social stu- 
dies concepts. A sequence of —, is 
designed to develop competencies in writing les- 
son plans for the eenthing of concepts. Behavioral 
objectives delineate the specific competencies 
desired upon completion of these activities. These 
include the abilities to identify concepts, to write 
a lesson plan showing the methods and materials 
to be used in teaching concepts, and to teach a 
selected concept to elementary school children at 
a grade level of choice. (Related modules are SO 
005 443 through SO 005 445 and SO 005 447 
through SO 005 450.) (SHM) 
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strateg for the elementary curriculum, this 
module focuses on simulation games and role 
playing as two important teaching devices. The 
first part describes games and simulation; and 
factors that should be considered in selecting, us- 
ing, and debriefing games in the classroom. theo 
cises to test understanding of this section are in- 
cluded. The second section, points out how role 
playing is used in training children in rational 
problem solving, and the steps involved in this 
priate Short learning activities are also in- 
cluded for this section. Behavioral objectives in 
this module are that the teacher-trainee will be 
able to: utilize role playing techniques in lessons; 
write definitions of the concepts “game”, “‘simu- 
lation”, and “‘simulation game’”’; critique a simula- 
tion game; and reorder a set of scrambled steps 
employed in the strategy of role playing to illus- 
trate the correct sequence. Related modules are 
SO 005 443 through SO 005 446 and SO 005 
448 through SO 005 450. (FDI) 
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Bagley, Earl G. And Others 

Organizing Knowledge for Instruction. Social Stu- 
dies for the Elementary School. Self Instruc- 
tional Module #1. 

Georgia Univ., Athens. Dept. of Social Science 
Education. 

Pub Date [72] 

Note—29p. 

Available from—Department of Elementary Edu- 
cation, 425 Aderhold, University of Georgia, 
Athens, Georgia 30602 ($6.60, set of 8; $.80 


each) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Activity Learning, Autoinstructional 
Aids, Behavioral Objectives, Concept Forma- 
tion, *Concept Teaching, Course Organization, 
Elementary Grades, Generalization, Guidelines, 
*Instructional Design, *Social Studies, 
*Teacher Education, *Teaching Methods 
Activities in this self-instructional module are 
designed to develop teacher-trainee competencies 
in organizing knowledge (information) for the 
purpose of classroom instruction. Behavioral ob- 
jectives delineate the following specific com- 
petencies desired upon completion of the study: 
1) the ability to distinguish between facts, con- 
cepts, and generalizations; 2) the ability to identi- 
fy and order facts, concepts, and generalizations; 
3) the ability to organize an information chart 
that graphically depicts the relationship between 
important concepts in a given body of knowledge. 
Related modules are SO 005 443 through SO 005 
447, and SO 005 449 through SO 005 550. 
(SHM) 
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Williams, Elmer 

Harmonizing Questions and Activities Used by 
Teachers with the Level of Cognitive Behavior 
Expected of Pupils. Social Studies for the Ele- 
mentary School. Module #2. 

Georgia Univ., Athens. Dept. of Social Science 
Education. 

Pub Date [72] 

Note-—61p. 

Available from—Department of Elementary Edu- 
cation, 425 Aderhold, University of Georgia, 
Athens, Georgia 30602 ($6.60, set of 8; $1.00 


each 
EDRS Price MF-$0.65 HC-$3.29 
Deeaees-hetvny Learning, Autoinstructional 
Aids, Behavioral Objectives, *Cognitive Objec- 
tives, *Critical Thinking, Elementary Grades, 
Guidelines, Models, Preservice Education, *So- 
cial Studies, *Teacher Education, *Teaching 
Methods 
The primary purpose of this module is to 
develop preservice student ability to write precise 
behavioral objectives and to match the thinking 
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level of behavioral objectives with the kinds of 
thinking expected of elementary pupils exposed 
to teaching based on those behavioral objectives. 
The student will also be taught to compose 
teacher questions that reflect the level of thinking 
desired of pupils and that clearly define for the 
pupils the “thinking” behavior(s) they are able to 
exhibit. The first part of this module outlines in- 
formation and activities designed to develop criti- 
cal thinking competencies embodied in the listed 
behavioral objectives. The second offers in- 
formation and activities dealing with classifying 
and writing instructional cognitive objectives 
focusing on the thinking process. Classifications 
of thinking as categorized by Bloom and his as- 
sociates place knowledge at the base of a 
pyramid representing the least complex behavior, 
then comprehension, application, analysis, synthe- 
sis, and evaluation in an ascending order. Princi- 
ples, descriptions, sample behavioral objectives, 
and activities for the six categories of Bloom are 
provided. Related documents are SO 005 443 
through SO 005 448, and SO 005 450. 
(Author/SJM) 
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Williams, Elmer 

Values and the Valuing Process. Social Studies for 
the Elementary School. Proficiency Module #5. 

Georgia Univ., Athens. Dept. of Social Science 
Education. 

Pub Date [72] 

Note—40p. 

Available from—Department of Elementary Edu- 
cation, 425 Aderhold, University of Georgia, 
oo Georgia 30602 ($6.60, set of 8; $.80 
each) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Activity Learning, *Affective Ob- 
jectives, Autoinstructional Aids, Behavioral Ob- 
jectives, Elementary Grades, Guidelines, 
Models, Preservice Education, *Social Studies, 
*Teacher Education, *Teaching Methods, 
*Values 
The purposes of this teacher training module 

are to: |) develop awareness and understanding 

of the affective domain of learning, values, and 
the valuing process, and 2) develop competency 
in using teaching strategies designed to help chil- 
dren clarify their values. A sequence of activities 
is designed to develop enabling and terminal 
competencies in writing a value clarification les- 
son plan, in demonstrating an affective teaching 
strategy, in classifying affective pupil behaviors, 
in writing behavioral objectives, in determining 
the stage of the valuing process, and in identify- 
ing several alternatives of behavior. The first part 
of the document deals with an examination of 

Bloom’s taxonomy of the affective domain. The 

valuing process is examined in the second part of 

the module. Presented in the 3rd section is a 

teaching strategy built around an unfinished story 

that will help children identify alternatives to a 

problem situation and to examine possible con- 

sequences of each alternative. Appendices in- 
clude additional activities and a bibliography of 
materials for teaching about values. Related 

modules are SO 005 443 through SO 005 449. 

(Author/SJM) 
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Teacher’s Guide to the Ninth Grade Course on 
Our Economic System and Socioeconomic 
Problems. 


Minnesota Univ., Minneapolis. Project Social Stu- 
dies Curriculum Center. 

Spons Agency—Office of Education (DHEW), 
Washington, D.C. Div. of Elementary and 
Secondary Research. 

Pub Date 68 

Note—75p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Behavioral Objectives, Charts, Con- 
cept Teaching, Course Organization, 
*Economic Education, Grade 9, ‘*Inquiry 
Training, Projects, Secondary Grades, Skill 
Development, Social Studies, *Social Studies 
Units, Social Systems, Socioeconomic In- 
fluences, Teaching Guides, Teaching 
Techniques 

Identifiers—Capitalism, *Project Social Studies 
This teacher’s guide for a ninth grade course 

on the American economic system includes 

description of six units of study: 1) The United 

States: An Affluent Society; 2) The American 

Economy: How Our Economic System Works; 3) 

Farm Problems; 4) The Auto Industry; 5) Poverty 


in the United States; and 6) units on Political 
Campaigns and Elections and The Middle East: 
An Area Study which alternate in election and 
non-election years. Behavioral goals, skills, objec- 
tives and goals related to concepts and 
generalizations are identified. Charts appended to 
the guide indicate specifically the way in which 
all goals are developed in the different units. Sug- 
gested teaching strategies based on the inquiry 
approach to teaching are included together with 
references to background papers on inquiry 
pags 3 The guide is concluded with descri 
tion ing the resource units to i 
courses. Re documents are: SO 005 452 
through SO 005 457. (SHM) 
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— East. Grade Nine. Resource Unit (Unit 
Vb. 

Minnesota Univ., Minneapolis. Project Social Stu- 
dies Curriculum Center. 

Spons Agency—Office of Education (DHEW), 
Washington, D.C. Div. of Elementary and 
Secon Research. 

Pub Date 6 

Note—21 Ip. 

EDRS Price MF-$0.65 HC-$9.87 

Descriptors—Activity Units, *Arabs, *Area Stu- 
dies, Curriculum Guides, Economics, Foreign 
Policy, Grade 8, Grade 9, Inquiry Training, 
*International Education, *Middle Eastern Stu- 
dies, Political Science, Resource Units, Secon- 
dary Grades, Sequential Programs, Skill 
Development, *Social Studies Units 

Identifiers—* Project Social Studies 
This resource unit, used either at the end of 

the 8th grade course or as an alternate course 

during non-election years in grade nine, provides 
an area study on the Middle East. Since emphasis 
in each of the five previous units designed for 
grade nine is on the American economic system 
and problems, this particular unit offers a con- 
trasting study of economic systems. The unit also 
touches upon foreign policy and problems facing 

America in the Middle East. Arranged in a for- 

mat similar to other Project Social Studies units, 

the unit is set upon a double page format to help 
teachers see the relationship between objectives, 
content, and teaching strategies and materials. 

(Author/SJM) 
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Poverty in the U.S.A. Grade Nine. Resource Unit 
(Unit V). Project Social Studies. 

Minnesota Univ., Minneapolis. Project Social Stu- 
dies Curriculum Center. 

Spons Agency—Office of Education (DHEW), 
Washington, D.C. Div. of Elementary and 
Secondary Research. 

Pub Date 68 

Note—113p. 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—Activity Units, Behavioral Objec- 
tives, Concept Teaching, Curriculum Guides, 
*Economic Disadvantagement, *Economic 
Education, Grade 9, Inquiry Training, Resource 
Units, Secondary Grades, *Social Studies Units, 
Social Systems, Socioeconomic Influences, 
Teaching Techniques 

Identifiers—Capitalism, *Project Social Studies 
This resource unit, intended for use in Grade 

Nine, is developed to explore the problem of 

poverty in the United States. The objectives state 

generalizations, skills, and attitudes which are to 
be attained by the student. A detailed course out- 
line sets forth guidelines vo learning activities 

and suggests appropriate teaching procedures. A 

three-part bibliography (General Works on 

Poverty, Characteristics of the Poor, and Pro- 

grams Dealing with Poverty) lists current materi- 

als for use with this unit of study. Related docu- 

ments are: SO 005 451 and SO 005 452; SO 005 

454 through SO 005 457. (SHM) 

SO 005 454 
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The American Economy. Grade Nine. Resource 
Unit (Unit II). Project Social Studies. 

Minnesota Univ., Minneapolis. Project Social Stu- 
dies Curriculum Center. 

Spons Agency—Office of Education (DHEW), 
Washington, D.C. Div. of Elementary and 

Research. 


Secondary 
Pub Date [67] 
Note—S4p. 
EDRS Price ae ane ie 
Descriptors—Activity Units, vioral Objec- 
tives, Concept Teaching, Curriculum Guides, 


*Economic Education, Educational Games, 
Grade 9, Inquiry Training, Instructional Materi- 
als, Resource Units, Grades, *Simu- 
lation, *Social Studies Units, Social Systems, 
Socioeconomic Influences, Teaching 
Techniques 
Identifiers—Capitalism, *Project Social Studies 
This resource unit for use in Grade Nine is 
designed to develop specific generalizations about 
the American market economy. The core of ac- 
tivities centers around a series of economic simu- 
lation games. The concepts and generalizations 
which are introduced in this unit are expanded 
upon and deve! more thoroughly in later 
units in this curriculum plan. Objectives which 
outline the desired concepts, generalizations, 
skills, and attitudes to be attained in the study are 
given and suggested teaching procedures are 
detailed. Information sources for use with the 
unit are noted. Three simulation games which 
focus on the competitive market and wage bar- 
gaining between farmers and laborers are in- 
cluded. Related documents are: SO 005 451 
through SO 005 453 and SO 005 455 through SO 
005 457. (SHM) 
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III). Project Social Studies. 
Minnesota Univ., Minneapolis. Project Social Stu- 
dies Curriculum Center. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. Div. of Elementary and 
Research. 
Pub Date 6 
Note—115p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—Activity Units, _*Agribusiness, 
Behavioral Objectives, Concept Teaching, Cur- 
riculum Guides, *Economic Education, *Far- 
mers, Grade 9, Inquiry Training, Marketing, 
Models, Problem Solving, Resource Units, 
Grades, *Sociai Studies Units, So- 
cial Systems, Socioeconomic Influences 
Identifiers—Capitalism, *Project Social Studies 
The materials in this resource unit for Grade 
Nine focus on farm problems as a case study for 
supply and demand analysis. The unit emphasizes 
a problem-solving approach. Students define the 
farm problems, set up and test hypotheses about 
causes of the problems, and investigate courses of 
action. An outline of the content of the unit 
precedes detailed guidelines for achieving 
specified learning objectives--attitudes, skills, and 
generalizations. A bibliography notes books and 
special references, pamphlets, periodicals, U.S. 
Government reports, and newspaper series on the 
subject of farm problems. The rationale for the 
development of this unit for supply and demand 
analysis is given in a background — by Darrell 
R. Lewis. Four basic market models are charac- 
terized and major analyti and topical ap- 
proaches to American farm problems are ex- 
plored. The r is concluded by an annotated 
bibliography resource materials and 
which illustrate market models and statistics on 
supply and demand. Related documents are SO 
005 451 th SO 005 454; SO 005 456; and 
SO 005 457. (SHM) 
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The Auto Industry. Grade Nine. Resource Unit 
(Unit IV). Project Social Studies. 

Minnesota Univ., Minneapolis. Project Social Stu- 
dies Curriculum Center. 

Spons Agency—Office of Education (DHEW), 
Washington, D.C. Div. of Elementary and 
Sec Research. 

Pub Date 6 

Note—79p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Activity Units, Behavioral Objec- 
tives, Concept Teaching, Consumer Education, 
Curriculum Guides, *Economic Education, 
Grade 9, *Industry, Inquiry Training, Manufac- 

ing Industry, Secondary Grades, *Social Stu- 
dies Units, Social Systems 

Identifiers—Auto Industry, Capitalism, *Project 
Social Studies 
Unit four of this curriculum plan for ninth 

grade social studies outlines a study of the au- 

tomobile industry in the United States. Objectives 
state the desired generalizations, skills, and at- 
titudes to be developed. A condensed outline of 
course content precedes expanded guidelines for 
peo procedures and suggested resource 
materials. A bibliography includes books, articles, 


SO 005 455 





and other related references. Appended are a 
questionnaire on autos, an exercise on purchasing 
an auto, and an excerpt from the President's 
statement to Congress on truth in lending. Re- 
lated documents are SO 005 451 through SO 005 
455 and SO 005 457. (SHM) 
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Our Affluent Society. Grade Nine. Resource Unit 
(Unit 1). Project Social Studies. 

Minnesota Univ., Minneapolis. Project Social Stu- 
dies Curriculum Center. 

Spons Agency—Office of Education (DHEW), 
Washington, D.C. Div. of Elementary and 
Secondary Research. 

Pub Date 67 

Note—68p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Activity Units, Behavioral Objec- 
tives, Concept Teaching, Curriculum Guides, 
*Economic Education, Grade 9, Inquiry Train- 
ing, Problem Solving, Resource Units, Seconda- 
ry Grades, *Social Studies Units, Social 
Systems, Socioeconomic Influences 

Identifiers— Capitalism, *Project Social Studies 
This unit is designed as an overview of the 

year’s course on economics and socio-economic 

problems. Pupils learn something about 
economics as a social science and the role of 
economists in helping people solve economic 
problems. They examine steps in problem solving 
and learn to distinguish between questions asking 
for explanation and prediction from those asking 
for normative or value decisions. The unit calls 
for a study of the concept of scarcity, and in- 
troduces pupils to some of the key questions 
which arise out of scarcity--what and how much 
should be produced; how it should be produced; 
how goods and services should be divided among 
people. Some time is spent considering ways in 
which economic goals differ in different societies 
and among different groups within American 
society. Objectives, content, teaching procedures, 
learning activities, and materials are outlined. 

Some of the broad skills toward which teaching is 

aimed are that the student: attacks problems in a 

rational manner; locates, gathers, organizes and 

analyzes information and draws conclusions; 
develops attitudes of skepticism toward conven- 
tional truths, and values objectivity in interpreta- 

tion of evidence. Related documents are SO 005 

541 through SO 005 456. (JLB) 
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Associated Schools Project in Education for Inter- 
national Understanding. List of Participating In- 
stitutions. (As of 31 August 1971). 
United Nations Educational, Scientific, and Cul- 
tural Organization, Paris (France). 
Pub Date [71] 
Note —72p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Directories, El 
—— Countries, , Guides, 
), sc 
Cao Education, Universities : 
Identifiers— Associated Schools Project 
This locational listing of schools in sixty-one 
member states of the UNESCO Associated 
Schools Project utilizes three languages: English, 
French, and Spanish. The member countries are 
listed in the forepart. The directory is arranged in 
three sections: |) Primary Schools, 2) Secondary 
Schools, and 3) Teacher-Training Institutes. 
Countries are listed alphabetically in each sec- 
tion; the countries’ educational coordinators are 
given; and the schools are listed with addresses. 
The Special Project Director or the Principal at 
each school is also included. (JMB) 
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Responsibilities of Social Studies to Our Changing 
Society. Conference Report. 

Allegheny County Schools, Pittsburgh, Pa. Inter- 
cultural Understanding Project. 

Pub Date May 69 

Note—101p.; Intercultural Understanding Project 
Conference Report (Pittsburgh, May 13, 14, 
15, 1969) 

EDRS Price MF-$0.65 HC-$6.58 

Descri Reports, Educational 
Improvement, Educational Objectives, 
*Relevance (Education), *Social Change, *So- 
cial Studies, Teacher Behavior, Teacher Educa- 
tion, Teaching Techniques, World Affairs 
This conference paper focuses attention on the 

changing role of social studies in our changing 
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society. Working groups comprised of teachers, 
administrators, curriculum supervisors, and 
professors met to exchange ideas on new pro- 
grams, attitudes and views of problems, and 
possible solutions to problems in the field of so- 
cial studies. The first part, the major portion of 
the document, contains addresses made by the 
conference speakers. The second part contains a 
compilation of the notes from small group ses- 
sions and is arranged into three reports. In the 
first report, the need for change, a definition of 
the new social studies, and recommendations for 
the direction of change are discussed under the 
topic, ‘The Changing Responsibility for a Chang- 
ing Society -- Why? What? For Whom?”. The 
next report considers ways of “Fulfilling the 
Responsibilities -- Content and Methodology,” 
and includes the relevancy of social studies con- 
tent and teaching strategies. The last report deals 
with ‘Fulfilling the Responsibility--Administrators 
and Teachers,” and is primarily concerned with 
implementing change in teacher behavior. 
(Author/SJM) 
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a and Description: Arts, Humanities, and 
ther Interdisciplinary Programs. Elementary, 
pil and Senior High Schools of the San 
Francisco Bay Area, 1971-1972. 
Alameda County School Dept., Hayward, Calif.; 
California Humanities Association. 
Pub Date 72 
Note—229p. 
EDRS Price MF-$0.65 HC-$9.87 
Descriptors—*Art Education, Course_ Descrip- 
tions, ‘Directories, El 
*Humanities, *Humanities 
Questionnaires, S dary Ed 
Identifiers— * Interdisciplinary 
Francisco Bay Area 
This directory is an attempt to identify arts and 
humanities programs and courses in the elemen- 
tary and secondary school of the San Francisco 
Bay Area as perceived by teachers and adminis- 
trators who have developed them. Questionnaires 
were distributed, and interpretation was left up to 
the person filling them out as to what constitutes 
the humanities, integrated arts, and other inter- 
disciplinary courses. Little editorial control was 
exerted on the reports, and, in most cases, infor- 
mation and descriptions were left in the words of 
the person who sent them in. The responses are 
arranged by county alphabetically: then 
alphabetically by educational level. Question- 
naires are one page in length, and request infor- 
mation about the type of course taught, its or- 
ganization, content, and activity emphasis, and 
major resources used. A brief narrative descrip- 
tion of the program or course is also included. 
(Author/OPH ) 
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Arkley, Alfred S. 

A Study of the Relationship of the Factors of Or- 

| Climates of Low Socio-Economic 

Status Elementary Schools to the Political 

Orientations of Fifth Grade Students. Final Re- 
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port. 

Michigan State Univ., East Lansing. 

Spons Agency—National Center for Educational 
Research and Development (DHEW/OE), 
Washington, D.C. Regional Research Program. 

Bureau No—BR-0-E-064 

Pub Date Jun 72 

Grant—OEG-5-70-0024-509 

Note—10Ip. 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—*Disadvantaged Youth, *Educa- 
tional Environment, *Educational Research, 
Grade 5, Models, Political Attitudes, * Political 
Socialization, Questionnaires, Racial Factors, 
Socioeconomic Influences, Student Attitudes, 
Student Behavior, *Student School Relation- 
ship, Student Teacher Relationship, Urban 
Schools 


This study proposed to determine how Sth 
grade students’ political orientations result from 
such social characteristics as their sex, age, socio- 
economic status and race, and secondly, how stu- 
dent political orientations are influenced by the 
organization of their school. Emphasis was upon 
examining the organizational climate in an effort 
to see if this climate reinforces a belief that these 
children are merely passive subjects, or if they 
are active participants in the American political 
system. One thousand twenty seven fifth-grade 
students from low socio-economic status elemen- 
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tary schools in urban districts filled out a civic 
education questionnaire which measured their 
orientation toward aspects of the American politi- 
cal system, political knowledge, and political 
behavior. Two hundred sixty-five teachers 
completed the Organizational Climate Descrip- 
tion Questionnaire (OCDQ). Control was in- 
troduced for the influence of student and teacher, 
sex, the race of interviewers and students, socio- 
economic status, and age of student. Findings in- 
dicate that the elementary school organizational 
climate has less relationship to student political 
behavior and orientations than the school’s racial 
composition. The climate factors Leadership In- 
itiation and Source of Social Cohesion were 
shown to relate to a teacher role model, and 
Sense of Organizational Attachment and Ad- 
ministrative Structure to a school role n odel. 
(SJM) 
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Collins, H. Thomas 

Problems and Opportunities in Improving Secon- 
dary Education About China. Service Center 
Paper on Asian Studies #5. 

Association for Asian Studies, Columbus, Ohio. 
Service Center for Teachers of Asian Studies. 
Spons Agency—Johnson, Johnson and Roy, Inc., 

Ann Arbor, Mich. 
Pub Date Dec 72 
Note—37p.; Presented at Wingspread Conference 
(Racine, Wisconsin, June 6-8, 1972) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Area Studies, ‘*Asian Studies, 
*Educational Improvement, ‘*Educational 
Problems, Inservice Education, Non Western 
Civilization, Preservice Education, Secondary 
Education, *Teacher Education 
Identifiers—*China 
The first part of the paper briefly reviews the 
teaching of area studies within the last genera- 
tion, noting that Chinese studies have markedly 
increased. The second part discusses forces 
operating on social studies teachers today which 
quite naturally relate to area studies. These in- 
clude calls for teachers to change their techniq 
from expository to inquiry teaching; the nu- 
merous arrays of kinds of materials from which 
teachers must choose; pressures to teach new 
content areas but lack of training to carry it out; 
and the number of emai societal changes now 
in progress. S probl facing cl 
teachers as they attempt to teach Chinese studies 
are identified. The major portion of the paper 
provides ten alternatives to typical suggestions on 
how to improve teaching about China. These al- 
ternatives differ from the usual suggestions in that 
they emphasize supplementing and/or using exist- 
ing resources rather than beginning anew, and 
make inservice and preservice training available 
locally. Alternatives focus on topics dealing with 
a survey of the field; exchanges and visits; 
developing a newsletter; resource centers; inser- 
vice and preservice training; activities at teachers 
meetings; evaluating teaching materials; preparing 
new teacher materials; and checking with 
teachers and students to verify what they wish to 
know about China. A di are included. ED 
065 402 is a related document. (SJM) 
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Forty Four Years a King. 

Minneapolis Public Schools, Minn. Dept. of Inter- 
group Education. 

Pub Date 7 Dec 72 

Note—54p.; Report of Task Force on Ethnic Stu- 
dies 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors— Activities, Black Community, Ele- 
mentary Grades, Human Dignity, Human Rela- 
tions, Instructional Materials, Negro Achieve- 
ment, Negro Attitudes, *Negro Leadership, 

Race Relations, Racial Attitudes, *Racial Dis- 

crimination, Racial Segregation, Racism, 

Secondary Grades, *Social Studies, Teaching 

Guides 
Identifiers—* King (Martin Luther Jr) 

This curriculum unit contains guidelines for 
Martin Luther King Jr. Day, January 15th. Items 
included in the guide are: a list of suggested ac- 
tivities, a short biography of Dr. King, excerpts 
from some of his speeches including the famous, 
“I Have A Dream” speech, a play, study 
questions, “A King’s Journey”, a game, and a 
story about King which shows some of the turn- 
ing points in his life. Several short bibliographies 
are included. (OPH) 
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Johnson, Sheila 
My Afro-American Workbook. 
Minneapolis Public Schools, Minn. Dept. of Inter- 
roup Education. 
Pub Date 72 
Note—90p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Activities, *African American Stu- 
dies, African History, Black Community, Ele- 
mentary Grades, Ethnic Studies, Grade 4, 
Grade 5, Human Dignity, Human Relations, In- 
structional Materials, Negro Achievement, 
*Negro History, Race Relations, Racial Dis- 
crimination, Racism, Slavery, *Social Studies, 
Workbooks 
This workbook is intended as a master for 
classroom use in grades 4 and 5. It is organized 
into 7 sections which cover: Africa, its geography 
and people; The Slave Trade; Slavery, which in- 
cludes stories about several famous slaves; The 
Civil War, an explanation of the causes and 
results, New York--Harlem, which contains a 3- 
part story, “Jerry Lives in Harlem”, Black Power, 
what it is; and Civil Rights, which includes brief 
reggae cord of famous black Americans. Drawings 
for coloring are included in the unit, as well as 
many thought and study questions. SO 005 537, 
“Forty Four Years a King,” is a related document 
in the series. (OPH) 
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SO 005 544 


Bibliography of Resources on the American Indian 
for Students and Teachers in the Elementary 
School. 


Minneapolis Public Schools, Minn. 
Spons Agency—Office of Economic Opportunity, 
Washington, D.C. 
Pub Date Feb 67 
Note—37p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*American Indian Culwre, *Amer- 
ican Indians, *Annotated Bibliographies, 
Anthropology, Art, Biographies, Elementary 
Grades, Ethnology, Legends, Music, Mytholo- 
gy, *Social Studies 
The American Indian is the subject of this 
bibliography and supplement. Recognizing the 
need for more skillful teaching about the Amer- 
ican Indian, the compiler of this bibliography 
used the following criteria for listing resources: 1) 
usefulness to the classroom teacher, either as 
background material for himself or as possible 
learning tools for children; 2) avoidance of 
stereotypes and derogatory images; 3) reasonable 
accuracy. Citations are included on Indians of the 
continental United States, Central and South 
America, and Alaska and Canada; specific topics 
include: biography, myths and legends, poetry, 
languages, arts, c , craft sources, music, fic- 
tion, teaching aids, religion, foods, illustrators of 
Indians, museums, periodicals. Each of the 
resources is coded to show the level for which it 
is most appropriate—primary, intermediate, adult, 
or elementary school. Additional material will be 
reviewed from time to time and supplementary 
lists will be issued. (Author) 


ED 074 006 
(Indian Poetry.) 
Minneapolis Public Schools, Minn. Dept. of Inter- 
group Education. 
Pub Date [72] 
Note—32p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*American Indian Cuiture, *Amer- 
ican Indians, Instructional Materials, *Poetry, 
*Social Studies 
Another in a series of Task Force on Ethnic 
Studies units, this document contains over 60 
poems of the American Indian. Other units in this 
series are SO 005 534 through SO 005 551. 
(OPH) 
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Odle, Sue 

The First Americans-Yesterday and Today. 

Minneapolis Public Schools, Minn. 

Pub Date 70 

Note—54p.; Report of a Special Task Force on 
Minority Cultures. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*American Indian Culture, *Amer- 
ican Indians, Cultural Education, Ethnology, 
Reading Materials, *Social Studies Units, 
Teaching Guides, Tribes 


SO 005 545 


This unit is designed with a basic goal of in- 
stilling better understanding of, and empathy for, 
the American Indian. The first section outlines 
understandings and attitudes along with sug- 
gestions for corresponding activities and 

This is followed by a Resource Manual 
that includes the following student readings: (1) 
Migration and Division of the Sioux; (2) The 
Beginnings of the Sioux; (3) Land of the 
Dacotahs; (4) These Were the Sioux; (5) The 
Ending Went On and On; (6) Attitudes and 
Values of American Indians; (7) Bac! ind of 
Sioux--U.S. Government Conflict in 1800's; (8) 
The Indian Has a Problem--The White Man; (9) 
Cultural Cleavage Between the Teton Sioux and 
Western Civilization; and, (10) The Plight of the 
American Indian. A brief glossary is included as 
well as several pages of study questions. Other 
documents in this series are SO 005 534 through 
SO 005 551. (OPH) 
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Teaching Guitar. A Curriculum Guide for a High 
School Elective in Music Education. 
New York State Education Dept., Albany. Bu- 
reau of Secondary Curriculum Development. 
Pub Date [71] 
Note—23p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Curriculum Guides, Folk Culture, 
Independent Study, ‘*Musical Instruments, 
*Music Appreciation, *Music Education, 
Resource Guides, Secondary Grades, Teaching 
Guides, Teaching Models 
Identifiers— *Guitar 
The material in this curriculum guide for a high 
school elective course may be used in a variety of 
curriculum designs--from a mini-elective to a full 
year course. Although it is obvious that none of 
the students will become expert guitarists in the 
time alloted, hopefully, through a program based 
on guided self-instruction and doing, they will: 
(1) learn to play guitar with enjoyment and at 
least minimum competence; (2) find a satisfying 
and acceptable means of personal expression; (3) 
develop an interest in music and/or musical per- 
formance; (4) widen both their musical and edu- 
cational horizons; (5) discover possible aptitudes 
for the creative and/or performing arts; (6) in- 
crease their ability to learn; and (7) undergo 
positive attitudinal and behavioral changes. In- 
cluded in the guide are sections which: (1) help 
the student to select the guitar most suited to his 
tastes; (2) explain the use of capos and picks, 
and; (3) show a suggested model for a course 
outline which includes tuning the guitar through 
the use of grand barre chords. Many photographs 
are used to demonstrate the use of correct hand 
positions and chord formations. An annotated list 
of instrumental materials, films, periodicals, and 
inexpensive folksong collections conclude this 
guide. A related document is ““A Teacher’s Guide 
to Folksinging” (SO 005 429). (OPH) 
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Martin, Marie 

Films on the Future: A Selective Listing. 

World Future Society, Washington, D. C. 

Pub Date 73 

Note—60p. 

Available from—World Future Society, P.O. Box 
30369 - Bethesda Branch, Washington, D.C. 
20014 ($3.00) 

Document Not Available from EDRS. 

Descriptors—Aerospace Technology, Annotated 
Bibliographies, *Audio Visual Aids, Automa- 
tion, Behavioral Sciences, Biochemistry, Busi- 
ness, Communications, Documentaries, Ecolo- 
gy, Education, Energy, *Films, Food, *Futures 
(of Society), Instructional Films, Media Selec- 
tion, Oceanology, Pollution, Science Fiction, 
*Social Change, Sociology, *Technological Ad- 
vancement, Technology, Transportation 
This annotated list of films focuses on fourteen 

subject areas: 1) Atomic Energy/Fuel/Power; 2) 

Automation/Computer/Data Processing; 3) 

Biochemical Research/Behavioral Sciences; 4) 

Communications/Transportation; 5) Concepts; 6) 

Ecology/Pollution/Weather Modification; 7) Edu- 

cation; 8) Food/Population Control; 9) 

Sciences; 10) Sociology/Future Life 

Styles; 11) Space/Space Sciences; 12) Technolo- 

gy/Business/Industry; 13) Urban Planning; and 

14) Science Fiction Films. Each entry contains 

the following information: Title, Year of Release, 

Rental Cost, Length of Film, Color or Black and 

White, Rental Source and Film Number, and a 





Brief Description of the Film. The range runs 
from full-length features to technical information 
films. (FDI) 
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Education Commission of the States, Denver, 
Colo. National Assessment of Educational 
Progress. 
Spons Agency—National Center for Educational 
Statistics (DHEW/OE), Washington, D.C. 
Bureau No—BR-8-0771 
Pub Date 73 
Grant—OEG-0-9-08077 1-2468 
Note—54p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Affective Objectives, *Citizenship, 
*Citizenship Responsibility, Civics, Cognitive 
Objectives, *Educational Accountability, *Edu- 
cational Objectives, Evaluation, Measurement 
Goals, Social Responsibility 
Identifiers— Assessment, *National Assessment of 
Educational Progress 
The revised educational objectives for citizen- 
ship are presented in this booklet. (The original 
nine objectives are listed in ED 033 871). Brief 
summaries of the history and goals of the Na- 
tional Assessment, the procedures for developing 
revised educational objectives, and the main 
changes in the citizenship objectives precede the 
outline of revised objectives. Revision, un- 
dertaken by the American Institutes for Research, 
implied — the necessary additions, deletions 
and changes for updating. Seven major revised 
objectives identified are: 1) show concern for the 
well-being and dignity of others; 2) support just 
law and the rights of all individuals; 3) know the 
main structure and functions of their govern- 
ments; 4) participate in democratic civic im- 
provement; 5) understand important world, na- 
tional, and local civic problems; 6) approach 
civic decisions rationally; and 7) help and respect 
their own families. Under each objective are 
listed several sub-objectives and a variety of 
behaviors appropriate for four target age levels; 
9, 13, 17, and adults. Appendices list staff and 
participants involved in revising the objectives. 
Related documents are: ED 049 112; ED 049 
113; ED 063 196; and ED 068 407. (SJM) 
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Dupuis, Mary M., Ed. Mitzel, Harold E., Ed. 

Sociology and the Study of Education. Report of a 
Conference for the NIE Planning Unit. 

National Inst. of Education (DHEW), Washing- 
ton, D.C. Planning Unit. 

Report No—R-C106 

Bureau No—BR-1-7059 

Pub Date 30 Jul 71 

Grant—OEG-0-7 1-3636(515) 

Note—7p.; Report of a Planning Conference for 
the NIE Planning Unit (Washington, D.C., July 
30-31, 1971) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Conference Reports, Educational 
Economics, *Educational Equality, *Educa- 
tional Improvement, Educational Philosophy, 
Educational Planning, Educational Problems, 
*Educational Quality, Educational Research, 
Educational Resources, *Educational Sociolo- 
ey. Foundations of Education, Intellectual 

isciplines, Social Sciences, *Sociology 

Identifiers—* National Institute of Education 
Among the explorations undertaken in the 

course of establishing the National Institute of 

Education (NIE) by the NIE Planning Unit was a 

set of eleven conferences of experts on educa- 

tional problems, methods, and content. Three of 
these conferences focused on the contributions 
that anthropology, psychology, and sociology 
might make to fulfillment of NIE goals. This 
report covers the conference of seven sociologists 
in mid-1971. Attention focused on the possible 
conflicts among the three basic goals posited for 

NIE--between equality, on the one hand, and 

uality and effecti , on the other. 

uality and resource effectiveness require dif- 
ferent kinds of education to meet the different 
needs and talents of individuals; but such dif- 
ferences cannot exist without accompanying con- 
notations of higher and lower, good and bad, 
prestige and stigma. Populist sentiment, in the 
name of equality, seems to call for leveling all 
education up, or down, to a common, undif- 
ferentiated, system. The group felt that sociolo- 
gists could be helpful in finding goals and strate- 








gies for achieving appropriate diversity while 
minimizing problems of status and stigma. Other 
problems addressed included questions about 
what makes an educational institution resilient, 
the relationships between size and other charac- 
teristics of educational institutions, and the 
characteristics of our educational system that 
make teachers feel weak and ineffective. Related 
documents are ED 047 167, SO 005 739, and SO 
005 740. (IM) 
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Dupuis, Mary M., Ed. Mitzel, Harold E., Ed. 
The Place of Psychology in a National Institute of 
rt of a Planning Conference for 
the NIE Plan Unit. 

National Inst. of Education (DHEW), Washing- 
ton, D.C. Planning Unit. 

Report No—R-Cl 

Bureau No—BR-1-7059 

Pub Date 22 Jul 71 

Grant—OEG-0-7 1-3636(515) 

Note—15p.; Report of a Planning Conference for 
the NIE Planning Unit (Princeton, New Jersey, 
July 22-23, 1971) 

Price MF-$0.65 HC-$3.29 

Descriptors—Conference Reports, Developmental 
Psychology, *Educational Equality, *Educa- 
tional Improvement, Educational Planning, 
Educational Problems, *Educational Psycholo- 

»  *Educational Quality, | Educational 

esearch, Educational Resources, Experimental 
Psychology, Foundations of Education, In- 
dividual Psychology, Intellectual Disciplines, 
Learning Theories, *Psychology, Social 
Sciences 

Identifiers— * National Institute of Education 
A group of psychologists met to consider and 

assess the potential contribution of psychology to 

educational research and development and, more 
specifically, to programs directed toward the 
problems of equality, quality, and efficiency in 
education. It is reported that the various fields of 
differential psychology, learning theory, develop- 
mental psychology, counseling and _ clinical 
psychology, and social and community psycholo- 
gy all need to be involved in any scientific attack 
on the three major problems in education men- 
tioned above. Each of the fields are briefly 
reviewed in light of suggestions on how each field 
can relevantly contribute toward solving educa- 
tional problems. Psychologists have much to offer 
NIE in the area of program evaluation and assess- 
ment, and experimental revision. The report also 
deals with the need for human resources and 
training of scientific personnel, teachers, and 
psychologists in a type of research that combines 
discipline and tasks, i.c., in which theory can be 
applied. Emphasizing that effective educational 
research needs to be interdisciplinary in ap- 
proach, suggestions are made for a series of 
meetings devoted to interdisci . aga aspects. Ar- 
guments, pro-and-con, for N tp sy of the 
training of behavioral scientists and after thoughts 
of several participants are summarized. Related 
documents are ED 047 167, SO 005 738 and SO 
005 740. (SJM) 
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Dupuis, Mary M., Ed. Mitzel, Harold E., Ed. 

The Place of Anthropology in a National Institute 
of Education. Report of a Planning Conference 
for the NIE Planning Unit. 

National Inst. of Education (DHEW), Washing- 
ton, D.C. Planning Unit. 

Report No—R-C10 

Bureau No—BR-1-7059 

Pub Date [73] 

Grant—OEG-0-7 1 -3636(515) 

Note-—-8p.; Report of a Planning Conference for 

Planning Unit 


Descriptors—* Anthropology, *Comparative Edu- 
cation, Conference Reports, Cross Cultural 
Studies, *Educational Anthropology, Educa- 
tional Development, *Educatio: Improve- 
ment, Educational Planning, Educational 
Problems, *Educational Research, Foundations 
of Education, Intellectual Disciplines, Social 
Sciences 

Identifiers— Ethno, , *National Institute of 
Education, Non’ Education 
The conference report recommends that NIE 


promote and rt e' ic studies of edu- 
cation in pam mga on and in those 
where western schooling is being introduced. 
Since the values of formal education are now in 


question and alternative systems are being sug- 
gested, it is offered that non-formal educational 
Processes be examined by anthropologists who 
can guide and carry out educational research. In- 
formal interviews, determination of the usages of 
langu: and behavior unique to the community, 
and other methods are advocated. By systemati- 
cally studying ethnographic materials we notice 
systems different from our own in which skills, 
knowledge, and values are transmitted without 
schools. It is also suggested that ethnographic 
research take place in the classroom to explore 
social interaction in the school systems, examin- 
ing the administrative structure and the relation- 
ship between school and community. Other topics 
briefly touched upon are: 1) a suggestion for a 
post-doctoral NIE fellowship; 2) a listing of spe- 
cial fields of anthropology most relevant to edu- 
cation; and 3) a need for the development of a 
cross-cultural data bank on education which 
would permit the cross-cultural testing of 
established ideas. Appendices list human relations 
area file member institutions and representatives 
who maintain ethnographic materials on societies. 
Related documents are ED 047 167, SO 005 438, 
and SO 005 739. (SJM) 
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Descriptors—Behavioral Objectives, Decision 
Making, *Educational Accountability, Educa- 
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tional Trends, *Evaluation Criteria, Inquiry 
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ing, Relevance (Education), *School Environ- 
ment, School Responsibility, *Social Studies 

Identifiers—* Assessment, Wisconsin 
The Public Law enacted in 1971 requires that 

fundamental subject matter areas taught in 

Wisconsin’s public schools be assessed. It is 

proposed in this paper that assessment of the 

State’s social studies programs needs to focus its 


* attention on the school environment, which edu- 


cators can and should control, change, and im- 
prove, rather than assessing student performance 
or on breaking social studies into component 
parts. In essence, evaluation procedures need to 
focus on the cultural environment; i.e. what the 
schools are doing to provide quality educational 
experiences and opportunities permitting examin- 
ing, questioning, and testing evidence and beliefs, 
which influence the thought and actions of stu- 
dents and which contribute to the social studies 
goal of increasing human understanding. When 
assessment focuses on academic achievement of 
students it only measures the circumstances of 
irth and social situation. Three questions 
describing the existing pattern of social studies 
experience are: 1) What opportunities are pro- 
vided by teachers to involve students in the ac- 
tion of problematic inquiry? 2) What is the role 
of student and teacher in social study? and 3) Do 
the methods and materials of social studies in- 
struction maintain the integrity of the social 
disciplines? (SJM) 
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An te Data Archive for the Russian Area 
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Louisiana State Univ., Baton Rouge. Russian 
Area Studies Center. 

Spons Agency—Institute of International Studies 
(DHEW/OE), Washington, D.C. 
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Descriptors—*Archives, *Area Studies, *Biogra- 
phies, Communism, *Data Bases, Governmen- 
tal Structure, Political Power, *Politics, Power 
Structure, Projects, Socioeconomic Background 

Identifiers—National Defense Education Act Title 
VI, NDEA, *Russia, USSR 
This final report announces the completion of a 

project, the purpose of which was to develop in 

coded machine retrievable form, a biographical 

data archive on the Soviet political elite, and in 

addition, to gather data on socio-economic and 

political factors in the Soviet Union and Eastern 
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Europe. The computer processed data is intended 
to help researchers uncover significant patterns 
within the elite Soviet structure (those who have 
been members of the Central Committee of the 
Communist Party of the Soviet Union). Methods 
define the elite, then collect data about them. 
Problems encountered included the lack of spe- 
cialists who are equipped to develop data 
sources, problems due to specialization, difficulty 
of collecting data because of the purging of 
political outcasts from official sources, and the 
unavailability of data on minor political figures. 
Project background information includes major 
sources for the bibliographical data. Appendices 
include 125 variables contained in a code book 
for Soviet political elite; a resume of instructions 
for users; and an information bulletin. The data 
file itself, held at the Russian Area Studies Center 
of Louisiana State University, is to be continu- 
ously updated. (SJM) 
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Northeastern Illinois Univ., Chicago. 
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Note—67p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Educational Innovation, Program 
Descriptions, *Rural Education, *Rural Urban 
Differences, *Student Teaching, *Teacher Edu- 
cation, *Urban Education 
Identifiers—*Distinguished Achievement Award 
Entry 
Northeastern Illinois University developed a 
student teaching program designed to prepare the 
student teacher to function in both an inner-city 
setting where children are less advantaged 
socioeconomically as well as in an outer-city 
setting where the children come from relatively 
higher socioeconomic backgrounds. The five 
major aspects of the program include cross as- 
signment, group counseling, seminars, other 
backup experiences, and duality workshops. 
(Budget considerations, personnel information, 
evaluation material, and related program material 
are presented.) (MJM) 
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Problems, and Prospects. 
Science Research Associates, Inc., Chicago, Ill. 
Pub Date 72 
Note—192p. 
Available from—Science Research Associates, 
Palo Alto, California 94304 ($3.95) 
Document Not Available from EDRS. 
Descriptors—Curriculum Design, *Educational 
Objectives, *Performance Based Teacher Edu- 
cation, Teacher Behavior, *Teacher Certifica- 
tion, *Teacher [Education Curriculum, 
*Teacher Evaluation 
This volume is an outgrowth of the 1971 con- 
ference on competency-based teacher education 
at the University of Houston. The authors deal 
with topics which concern the conference partici- 
pants. The topics include a) change and chal- 
lenge in teacher education, b) explicit objectives, 
c) curriculum design, d) evaluation of teaching 
behavior, ¢) consortia, f) implementation of 
teacher education programs, g) certification, and 
h) national lorities and commitments. 
Reference notes follow each topics. (BRB) 
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mental Development of a Model. Final 
State Univ. of New York, Fredonia. Teacher 
Education Research Center. 
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EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Demonstration Pr , Elemen- 
Education, *Laboratory Schools, 
Microteaching, *Teacher Behavior, *Teacher 
Education, *Teaching Skills 
Procedures for training undergraduates in basic 
teaching skills were developed over 7 semesters. 
The training involved six individual experimental 
programs of a semester’s duration and a follow- 
up study of the students in the Spring of 1970 
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program. The training has been given to 438 ele- 
mentary education majors. The purpose of the 
program was to make training a basic teaching in- 
teraction skills an effective and economical 
procedure in the preparation of elementary 
teachers. In each study, the students’ teaching 
behavior was analyzed specifically ragntog | to 
procedures developed and tested at the Far West 
Laboratory. The curriculum of skills selected for 
study and use in the program have been 
Minicourse I, Effective Questioning; Minicourse 
V, Tutoring in Elementary Mathematics; and 
Self-Guided Teaching Skills. Results indicated 
that the process appears to operate independently 
of the variables of supervisory attention, visual 
and written models, and large-group discussion as 
compared with independent study. In all experi- 
ments with the model, the behavioral changes in- 
duced — to be strong and positive; and 
with the follow-up study group, highly persistent 
through the period of student teaching. (A 25- 
item bibliography is included.) (Author/MJM) 
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D.C. 20402 ($.55) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Community Recreation Legisla- 
tion, *Federal Recreation Legislation, *Local 
Recreation Legislation, Program Administra- 
tion, Recreational Facilities, *Recreational Pro- 
grams, Recreation Finances, *State Recreation 

islation 

This booklet reports on outdoor recreation ac- 
tions taken at the federal, state, local, and private 
levels. The Land and Water Conservation Fund 
and the financing of outdoor recreation on all 
levels are discussed. New agencies, personnel, 
reorganizations, resolutions, and recommenda- 
tions for the organization and administration of 
outdoor recreation are described. The booklet 
also presents acquisition and developmental ac- 
tions taking piace on the federal, state, local, and 
private levels. Planning studies, conferences, 
research projects, new programs, training ses- 
sions, and technical aids for outdoor recreation 
are included. The booklet also contains cross 
references for significant action areas. (BRB) 
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Murphy, G. 

Status of the Teaching Force in Newfoundland. 

Pub Date 31 May 72 

Note—IIp.; Paper presented to Conference of 
Learned Societies--CAPE-CORE-CERA Mon- 
treal, Canada, May 31, 1972 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Educational Research, *Group 
Status, *Teacher Education, *Teacher Qualifi- 
cations, *Teaching Conditions, *Teaching Ex- 


perience 
Identifiers—Labrador, *Newfoundland 

This study obtained a general picture of the 
preparation, certification, experience, and posi- 
tions of teachers in Newfoundland and obtained 
other factual information relating to the nature of 
its teaching force. The report states that during 
the fall term 1971, a 59-item questionnaire was 
returned by 80 percent of the teachers employed 
in the school system of Newfoundland and 
Labrador. This preliminary report is based on two 
random samples of the total 4,964 questionnaire 
returns. Results of the samples covering an exten- 
sive range of topics are included. (MJM) 
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Pavlish, Alfred Kazen, David 

How Pontiac Teachers View Their Schools. 

Pontiac City School District, Mich. 

Spons Agency—Office of the Deputy Commis- 
sioner for School Systems (DHEW/OE), 
Washington, D.C. 

Pub Date 11 Aug 72 

Note—49p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Bus Transportation, Cultural Dif- 
ferences, Curriculum Development, *Integra- 
tion Effects, Racial Attitudes, *Racial Integra- 


tion, Research a. *School Integration, 

School Personnel, *Teacher Attitudes 

The purpose of this study was to examine the 
attitudes and opinions of certified school person- 
nel in Pontiac, Michigan after the school district 
of that city had unde approximately 9 
months of court ordered tion. The sur- 
vey instrument, a mail opinionnaire, used in this 
study was desi to gather attitude data con- 
cerning the following: (a) the desegregation plan 
and its effects, (b) student interracial and inter- 
personal relationships, (c) relationships between 
administrative and instructional staff, and (d) the 
adequacy of the present school curricula. Results 
of the study indicate that a difference of 
opinions, perceptions, and attitudes exists 
between black and white professionals in the 
Pontiac schools. (Appendixes include investiga- 
tion material.) (Author/MJM) 
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Knierim, Helen, Ed. Hobson, Barbara B., Ed. 

Outing Activities and Winter Guide. 

American Association for Health, Physical Edu- 
cation, and Recreation, Washington, D.C. Div. 
for Girls and Women's Sports. 

Pub Date 71 

Note—146p. 

Available from—American Association for 
Health, Physical Education, and Recreation, 
1201 Sixteenth St., N.W., Washington, D.C. 
20036 ($1.50) 

= MF-$0.65 HC Not Available from 
EDRS. 

Descriptors—*Athletic Activities, *Outdoor Edu- 
cation, *Physical Education, *Physical Recrea- 
tion Programs, *Recreational Activities 
This guide contains articles on outdoor recrea- 

tional activities and official winter sports rules for 

girls and women. The articles on outdoor activi- 
ties include the techniques, teaching, and or- 
ganization of camping, canoeing, competitive 
cycling, and riflery. Four pages of references on 
nature and outdoor activities are presented along 
with two pages of visual aids references. The arti- 
cles on winter sports contain official rules of and 
orientation to skiing and ice skating. References 

and visual aids are also listed for each sport. A 

section in the guide presents information about 

the Division for Girl’s and Women’s Sports and 
the services it offers to teachers. (BRB) 


ED 074 023 SP 006 071 
Evaluation of Training Program for Community 
College Educators of Academically Deprived 


ts. 
Hawaii Univ., Honolulu. School of Social Work. 
Spons Agency—Bureau of Higher Education (D- 
HEW/OE), Washington, D.C. Div. of Coll. 
Support. 
Pub Date [70] 
Note—65p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Academic Achievement, *Commu- 
nity Colleges, *Poverty Programs, Program 
Descriptions, *Teacher Education, *Teacher 
Programs, Teaching Experience 
This training program was designed to provide 
community college educators with a deeper un- 
derstanding of the nature of poverty and the 
manner in which poverty and deprivation affect 
the students’ ability to learn in the formal educa- 
tional system. The program was divided into 
three basic segments. The first two segments, 
conducted during the first 2 weeks of pro- 
gram, were classroom seminars. One section was 
devoted to deprivation and its effect on learning, 
and the second section was devoted to learning 
and teaching theory. The third segment was con- 
ducted during the third week of the program and 
involved an actual teaching situation in which 
trainees were divided into eight groups with three 
to five trainees in each group. Each group 
presented one lesson for the other trainees to ob- 
serve and evaluate. The teaching presentation 
was offered primarily to community college and 
college students. (Conclusions based on partially 
completed program evaluation are included. Ap- 
ixes contain related program material.) 
(Author/MJM) 
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in 
Pub Date 72 


ate 
Available from—Research Press Company, 2612 
oy Mattis Ave., Champaign, Illinois 61820 
($2.00) 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors— Annotated eee ap Si 
*Behavior Change, Counseling, *Family Coun- 
seling, Family Influence, *Marriage Counseling, 
*Mental Health, *Student Teacher Relationship 
The 241-item annotated bibliography provides 
a guide to current literature and films in the 
fields of mental health, education, counseling, 
and related areas. The bibliography contains arti- 
cles dealing with the application of behavior 
modification principles to parents, teachers, 
parents and teachers, special settings for children 
and youth, and marriage and family counseling. 
Thirty-three of the items give information on cur- 
rent films in the field of behavior modification, 
including availability, length, and price of the 
films. The peerage = contains an author 
and subject index. (BRB) 
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The Michigan Planning Study for Follow Through. 
Interim Report to U.S. Office of Education. 

Michigan State Dept. of Education, Lansing. 

Spons Agency—Bureau of Elementary and 
Secondary Education (DHEW/OE), Washing- 
ton, D.C. ; 


Pub Date 72 
Note—57p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Community Agencies (Public), 
*Followup Studies, *Grants, Program B t- 
ing, Program Development, Program Evalua- 
tion, *Resource Centers, *State Agencies 
This interim report, developed by the Michigan 
Department of Education, concerns the selection 
of local education agencies, community agencies, 
and resource centers for ‘Mini-Grants” for 
planning follow-through studies. The interim re- 
rt covers the general concept of the Michigan 
lanning Study, identification and selection of 
local projects, program sponsor pre-selection and 
involvement, replication of models and role of 
resource centers, state education agency adminis- 
tration, cost analysis and reduction, evaluation, 
state follow-through policy advisory committee, 
parent involvement guidelines, tentative calendar 
of events, objectives of the Michigan Planning 
Study for follow-through, and a list of respon- 
dents not proposed as applicant communities. 
—— are indicated but not included. 
( ) 
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Prototype of Institute for Training Teachers of 
aor My Low-Income Students. Director’s 
Ev. Report. 
Delgado Coll., New Orleans, La. 
Pub Date [71] 
Note—30p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—College Curriculum, *Economically 
Disadvan , Educationally Disadvan m 
Educati Problems, *Inservice Teacher Edu- 
cation, *Institutes (Training Programs), Lower 
Class Students, *Minority Groups, *Student 
Teacher Relationship 
An institute which provided sessions every 2 
weeks for teachers of socioeconomically deprived 
students was evaluated. The institute offered stu- 
dies in the physical, cultural, economic, and edu- 
cational backgrounds and problems of low-in- 
come and minority students; suggested solutions 
to these problems; examined the provision of 
compensatory work, methods of obtaining and 
developing instructional material, behavioral ob- 
jectives, interactional analysis of teaching by 
teachers and counselors, student participation in 
curriculum planning, and student evaluation of 
teachers and curriculum. This content was 
selected by the participants: 20 faculty members, 
five low-income and minority students, and four 
leaders from socioeconomically deprived commu- 
nities. The staff included instructors from various 
universities. Three evaluations of the institute 
were conducted. The first was an open discussion 
by participants on course content. The second 
and third were based on questionnaires about the 
strengths and weaknesses of the institute and 
recommendations for future programs. General 
satisfaction was e i ific conclusions 
were a) the director of the institute should be a 
full-time member of the Delgado pag rge b) in- 
structors should have an orientation to needs 
of Dalgado College; c) knowledge provided by 





the instructors was a major strength of the in- 
stitute; and d) guidance activities and peer coun- 
selors should be developed. (Appendixes include 
correspondence and evaluation questionnaires.) 
(BRB) 
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Turk, Frederick G. Rodgers, Mary C. 
Analysis and Synthesis of Teaching Methods. Sup- 


plement 1. 
District of Columbia Teachers Coll., Washington, 
Cc 


D.C. 

Pub Date 70 

Note—12p. 

Available from—Rodgers Research Teaching As- 
sociates, 3916 Commander Dr., Hyattsville, 
Maryland 20782 ($.50) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Debate, Discussion (Teaching 
Technique), Handicrafts, *Individualized In- 
struction, Sengeias Arts, *Open Education, 
*Small Group Instruction, *Teaching Methods, 
*Teaching Techniques 
This document presents a brief analysis and 

synthesis of seven teaching methods. These 
methods include the pedagogy of the oppressed 
(i.e., a critical analysis of the uses of power to 
control man’s behavior), the wardha scheme (i.e., 
craft-centered education), small-group methods, 
the open classroom approach, the British style 
debate, panel discussion and panel reporting, and 
individualized instruction. An 18-item bibliog- 
raphy is included. (MJM) 
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Note—184p.; Doctoral dissertation, University of 
North Carolina at Chapel Hill 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—* Biology Instruction, *Occupational 
Aspiration, *Performance Criteria, Research 
Projects, *Teacher Evaluation, *Teacher 
Qualifications, Values 
The purposes of this study were to identify the 
criteria that are used for evaluating the com- 
petencies of biology teachers, to determine the 
relative importance of these criteria, and to 
determine if the occupational status of judges af- 
fects the way they value specific criteria. The 
study group consisted of 220 selection committee 
members of the Outstanding Biology Teacher 
Award program of the National Association of 
Biology Teachers which was conducted in 46 
states in 1970. The general methods and instru- 
ments employed included a review of literature, a 
questionnaire, and analysis of questionnaire 
responses. Statistical analysis indicated no signifi- 
cant differences existed between ratings given to 
items when used for preselection and the ratings 
given to the same items when used for the final 
evaluation of candidates for the Outstanding 
Biology Teacher Award. Results also indicated 
that the occupational status of various judges 
does relate to the way they might value some 
criteria. Recommendations are suggested. An ex- 
tensive bibliography and appendixes of related 
material are included. (Author/MJM) 
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Huddle, Donald D. 
Supervision of Student Teachers: A New Concept. 
Note—27p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Curriculum Development, Educa- 
tional Innovation, Inservice Education, School 
Community C ration, *Student Teaching, 
*Supervisory M *Teacher Supervision 
This document describes changes in the tradi- 
tional methods of supervising student teachers. 
These changes are based on curricular innova- 
tions in schools and universities and the realloca- 
tion of currently available resources. Major 
changes include the employment of a Coordina- 
tor of Education Field Experiences whose prima- 
ty responsibility lies in the direction of curricular 
revision, the assignment of professors to spend 
blocks of time in the schools to act as resource 
personnel, the identification of a school employee 
who will act as a Student Teacher Instructional 
Leader, the development of inservice programs, 
and the development of a system of identifying 
and implementing mutual goals so that the 
schools and universities become a cooperztive 
team in teacher and pupil education. 
(Author/MJM) 
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Cook, Gordon M. 
Why Competency-Based Teacher Education. 
Pub Date Mar 73 
Note—16p.; Paper presented at National Associa- 
tion of Independent Schools Annual Con- 
ference, Washington, D.C. March 2, 1973 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Field Experience Programs, *In- 
dividualized Instruction, Opinions, ‘*Per- 
formance Based Teacher Education, *Program 
Planning, *Teacher Education 
This document reviews the competency-based 
teacher education movement (CBTE). The first 
portion discusses the definitions of CBTE. The 
second ‘portion reviews the basic elements of 
CBTE: individualized instruction, personalization 
of instruction, student involvement, effective 
a systems, and a field-centered ap- 
proach. Criticisms of CBTE are presented in ad- 
“uae _ statements about the need for CBTE. 
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O'Gorman, David E. 
of a Computerized Informa- 
‘eacher Education Centers in 


— Commission on Higher Education, 
io. 
Spons Agency—Martha Holden Jennings Founda- 
tion, Cleveland, Ohio. 
Pub Date Jul 72 
Note—39p.; Prepared as part of the Project to 
Stimulate Innovations in Teacher Education, a 
site project 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Computer Programs, *Information 
Centers, Information Storage, *Information 
Systems, *Program Descriptions, *Teacher 
Education 
This report describes an information system 
designed to aid individuals within the Greated 
Cleveland Teacher Education Centers. Three 
components of the system are specified: informa- 
tion gathering or input, a data bank, and reports. 
Following an overview of the teacher education 
centers and information system, the primary 
design of the information system is outlined. In- 
cluded in the outline are general systems flow, 
input forms, data bases, reports, and pre-imple- 
mentation activities. Implications for use in other 
——- and educational areas are included. 
(MJM) 
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Alvir, Howard P. 
How to Individualize Your Classroom Instruction 
by Using Performance Objectives. 
Pub Date 72 
Note—47p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Content Analysis, Course Descrip- 
tions, *Course Objectives, Individualized Cur- 
riculum, ‘*Individualized Instruction, *Per- 
formance Specifications, *Teacher Education 
This article attempts to show the teacher how 
to individualize the teaching experience by clari- 
fying daily instructional goals. Its purpose is to 
reevaluate the cognitive, psychomotor, affective, 
and performance objectives used by the class- 
room teacher. The first section emphasizes the 
use of performance objectives in the classroom 
situation. The second section presents five steps 
necessary to individualize a classroom course 
through performance objectives; the first three 
steps give a general view of the course direction 
while the remaining steps emphasize specific 
course objectives. The last two sections of the ar- 
ticle present examples of the lesson plan as used 
by teachers of an auto mechanics course and an 
advertising course. A critique of both examples is 
— Twelve tables of data are presented. 
(BRB) 
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Pub Date [72] 

Note—19p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Educational Improvement, *Educa- 
tional Needs, *Governance, *Leadership Quali- 
ties, *Leadership Training, *Schools of Educa- 
tion 
This document discusses the present status of 

schools of education and indicates the need for 
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improved leadership and governance. Problems 
creating these needs and possible solutions are 
suggested. (MJM) 
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The Scottish Council for Research in Education. 
Forty-Fourth Annual Report, 1971-72. 
Scottish Council for Research in Education. 
Pub Date Nov 72 
Note—77p. : 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Annual Reports, Budgets, *Educa- 
tional Finance, *Educational Programs, *Edu- 
cational Research, *Foreign Countries, Grants, 
Research Projects 
This booklet contains the annual report for 
1971-72 of the Scottish Council for Research in 
Education. The first section lists the officers, 
members, principle officials, and staff responsible 
for special projects. The second section presents 
reports from the various committees of the coun- 
cil, stressing the reconstruction of the council's 
membership. In discussing special projects of the 
council, the focus is on sponsored and grant- 
aided research. The report includes budgetary 
considerations in the grants and a financial ac- 
count of the council. The final section of the re- 
port presents reprints of journal articles written 
by a council member or related to a council pro- 
ject. The report also offers a list of research in 
education and educational psychology and the 
publications of the Scottish Council for Research 
in Education from 1930 to 1972. (BRB) 
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Student Teaching Cooperative Program. 
Castleton State Coll., Vt. Dept of Education. 
Pub Date 24 Nov 71 
Note—I5p.; Entry for the 1972 Distinguished 
Achievement Awards, American Association of 
Colleges for Teacher Education 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Cooperative Planning, Cooperative 
Programs, Individualized Instruction, ‘*Per- 
formance Based Teacher Education, *Preser- 
vice Education, Program Development, 
*Teachez Education Curriculum, *Team Ad- 
ministration 
Identifiers—*Distinguished Achievement Award 
Entry 
This cooperative-based, continuous teacher 
education program at Castleton State College, 
Vermont focuses on the team approach in educa- 
tion. The teams include a) a college faculty core 
team; b) an institutional team with representa- 
tives from state departments, institutions of 
higher education, school districts, school boards, 
and the community; c) a local team with college 
and public school faculty and college students; 
and d) a learning team with representatives from 
the public school faculty, resource faculty, col- 
lege students in preservice, and public school pu- 
pils. The objectives of the program stress in- 
dividualization and performance-based education. 
The instruction in the program includes a) 
professional courses in the public schools; b) 
microteaching and seminars; c) large group, smail 
group, and individualized instruction; and d) ex- 
perience in the integration of subject matter 
through media and laboratory approaches. (The 
personnel involved, budgets, evaluation 
procedures, and future trends are presented. The 
appendixes describe an early involvement 
gram, special education concentration, and priori- 
ty ratings.) (BRB) 
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Pub Date 23 Nov 71 

Note—65p.; Entry for the 1972 Distinguished 
Achievement Awards, American Association of 
ee for Teacher Education, Washington, 


D.C. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Educational Programs, *Educationai 
Theories, *Field Experience Programs, *Pro- 
gram Descriptions, *Student Teaching, 
‘Teacher Education 
Identifiers—*Distinguished Achievement Award 


Entry 

The Oklahoma City-Central State University 
Cooperative Program in Teacher Education is 
designed to provide student teachers preparing 
for middle school careers with a more realistic 
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opportunity to integrate educational theories of 
learning and behavior with day-to-day public 
school experiences. A maximum of 25 students 
spend a full semester in an Oklahoma City middle 
school where they complete their student 
teaching and three academic courses: Educational 
Psychology, Child and Adolescent Psychology, 
and Educational Tests and Measurements. The 
academic courses and student teaching are con- 
ducted by a team of two Central State University 
professors who spend approximately 4 hours each 
school day in the building, both spring and fall 
semesters, supervising the student teachers and 
teaching the courses. (Related program material 
and a reference bibliography are included.) 
(MJM) 
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Pre-Student Teaching Laboratory Experiences for 
Students Majoring in Physical Education and in 
Elementary Education. The Children’s Motor 
t e 
Wisconsin Univ., Stevens Point. Dept. of Health, 
Physical Education, and Recreation. 
Pub Date 17 Nov 71 
Note— 10p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Child Development, *Elementary 
Education, *Laboratory Training, *Motor 
Development, Perceptual Motor Coordination, 
*Physical Education, Physical Education Facili- 
ties, Preservice Education, *Teacher Educa- 
tion, Undergraduate Study 
Identifiers—*1972 Distinguished Achievement 
Award Entry 
This report of the 1972 Distinguished Achieve- 
ment Award Entry from the University of 
Wisconsin describes the Children’s Motor 
Development Program which is designed to give 
student teachers experience in elementary physi- 
cal education methods through volunteer labora- 
tory training. After a review of the development 
of the program, the following opportunities which 
the program provided are listed: (a) the study of 
gross motor patterns, motor development levels, 
fine motor skills, and perceptual motor develop- 
ment of preschool children; (b) the design of in- 
dividual programs to improve developmental 
progress of the child; and (c) the improvement of 
the child’s motor skills, knowledge of himself, 
and adjustment to the school’s environment are 
discussed. The relationship of this program to 
other university and community programs is 
stressed. (BRB) 
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Milwaukee Public Schools, Wis.; Wisconsin 
Univ., Whitewater. 
Pub Date [71] 
Note— 18p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Educational Innovation, *Environ- 
mental Education, Learning Activities, *Learn- 
ing Experience, *Outdoor Education, *Student 
Teaching, *Teacher Education 
Identifiers—* Distinguished Achievement Award 
Entry 
The College of Education at the University of 
Wisconsin-Whitewater and the Milwaukee Public 
Schools collaborated on a series of 2 1/2-day re- 
sident camp outdoor education programs. Three 
to five university students were assigned to a 
camp period and received pre-camp orientation 
by the program directors. The students taught, 
counseled, and supervised as the program 
required. Post-camp activities included class 
discussion regarding the merit of teaching 
methods observed and utilized, the characteristics 
and capabilities of children, expectations of cul- 
tural groups, outcomes of learning experiences, 
and camp organization and administration. 
(Evaluation materials are included.) (MJM) 
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[Teacher Preparation Program.] 

Immaculate Heart Coll., Los Angeles, Calif. 

Pub Date [71] 

Note—58p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Curriculum Development, Educa- 
tional Innovation, Individualized Curriculum, 
*Preservice Education, *Spiral Curriculum, 
*Teacher Education Curriculum, ‘*Teacher 
Programs 


a gaia Achievement Award 
ntry 

Immaculate Heart College, Los Angeles, 
California developed a self-initiated and self- 
directed curriculum in the Teacher Preparation 
Program. The curriculum was based on a spiral 
planning model. Emphasis was placed on continu- 
ous evaluation, exploration the learning ex- 
perience, development of experimental teacher 
training experiences in the public schools, prac- 
tice of various educational methodologies, stimu- 
lation of learning among students and faculty, 
and self-determination as the program's guiding 
principle. The basic elements in the accomplish- 
ment of these goals were a) early and cqntinuing 
observation and participation in learning situa- 
tions, in place of the usual student teaching 
period, and b) reflection and dialogue on values, 
content, and methods through student and faculty 
seminars. (Excerpts from the State Board of Edu- 
cation accreditation team are included in the re- 
port along with a copy of the budget. The appen- 
dixes include a journal article on the Teacher 
Preparation Program, a handbook from Immacu- 
late Heart College on the program, and a 
— design for the program.) 
(BRB) 
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Pub Date 1 Nov 71 
Note—35p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Curriculum Development, Educa- 

tional Innovation, *Preservice Education, *Pro- 

gram Descriptions, ‘*Student Teaching, 

*Teacher Education, *Teaching Experience 
Identifiers—*Distinguished Achievement Award 

Entry 

Mount Marty College developed a student 
teaching program in 1970 which lasted a full 
semester. The course work ordinarily taken in an 
8-week block during professional semester was 
integrated into the work of the full semester. 
Teacher education faculty and special methods 
faculty in the academic areas prepared individual 
learning packets to teach some of the theory to 
be learned. Student teachers met for full-day 
seminars on the college campus once a month 
and for a 3-day summary and evaluation at the 
end of the semester. Teacher education faculty 
and academic instructors of special methods 
visited the schools each week to confer with the 
student teachers and their cooperating teachers 
and to observe the work of the students. (Appen- 
dixes include related program materials.) 
(Author/MJM) 
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The Reorganized Teacher Education Program at 
the College of Emporia. 

Emporia Coll., Kans. 

Pub Date 18 Nov 71 

Note—28p.; Entry for the 1972 Distinguished 


and simulation. The personnel involved, the 
budget, and proposed evaluation procedures are 
discussed. The list of competencies and related 
courses, an index to learning packages, student 
self-assessment form, and evaluation forms are in- 
cluded. (BRB) 
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Kansas State Coll. of Pittsburg. 
Pub Date [71] 
Note—12p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Curriculum Enrichment, *Elementa- 
ry School Mathematics, *Elementary School 
Teachers, ‘*Inservice Teacher Education, 
*Mathematics Instruction, Teacher Education, 
*Teacher Programs 
Identifiers—*Distinguished Achievement Award 
Entry 
This elementary teacher education program 
was designed to improve the instruction of 
mathematics in Unified School District #250, 
Pittsburg, Kansas. The program was implemented 
by Kansas State College of Pittsburg and spon- 
sored by the National Science Foundation. The 
project consisted of three phases: a) a 6-weck 
summer institute designed to up-date the mathe- 
matical background of elementary school 
teachers, b) a fall semester in-service course 
designed to assist key personnel in implementing 
instructional improvement projects in the elemen- 
tary schools, and c) monthly in-service meetings 
for all elementary classroom teachers. Evaluation 
for the first phase of the project revealed profita- 
ble experiences by the participants. (Included in 
the report are procedures for future evaluation of 
the remaining two phases, the budget report from 
the National Science Foundation, and a discus- 
sion of the personnel involved in all three 
phases.) (BRB) 
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Wheeling Coll., W. Va. 

Pub Date [71] 

Note—134p. 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—*Master Teachers, *Performance 
Criteria, *Program Descriptions, School Com- 
munity Cooperation, ‘*Secondary School 
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Entry 

The secondary teacher preparation program at 
Wheeling College prepares students to become 
master teachers. The program emphasizes three 
themes: person, partnership, and performance. To 
develop the person, the education department 
helps the student to define beliefs, state goals, 
establish plans for reaching set goals, and evalu- 
ate progress. To develop partnership, the educa- 
tion department and a committed school share 
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Entry 
This report describes a reorganized teacher 
education program at the College of Emporia, 
Emporia, Kansas. The following objectives of the 
program are discussed: a) the elimination of cur- 
ricular nonessentials, b) the avoidance of duplica- 
tion of concepts covered in various courses, c) 
the provision of theory and concepts relative to 
the teaching experience in simulated situations, 
d) permission of faculty to function in their spe- 
cialized areas, and e) development of responsi- 
bility in students in the areas of acquisition and 
application of theories. Also noted are the con- 
texts in which these objectives were investigated: 
a) courses corresponding to a list of 43 com- 
petencies that instructors deemed valuable in 
teacher education; b) learning packages for each 
competency which consisted of behavioral objec- 
tives, bibliography, slide-illustrated tape iectures 
and other instructional media, and self-tests; c) 
seminars focusing on instructional objectives, en- 
tering behavior, instructional methodology, and 
performance assessment; and d) field experie 


r to establish a realistic professional en- 
vironment. The third theme, performance, pro- 
vides students with a framework so that they can 
compare their progress with behaviors and com- 
petencies of master teachers. The following re- 
lated program materials are included: an an- 
notated listing of these materials; “Design of a 
Secondary Teacher Training Program for Wheel- 
ing College;” “Student Teaching at Wheeling 
College;” “Secondary Teacher Preparation at 
Wheeling College: A Model Based upon Per- 
formance and Partnership,” ““The Function of a 
Principal in a School Used as an Education 
Center,” and Student Reaction to Education 
Semester. (Author/MJM) 
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This case study focuses on the role of the 
University of Wisconsin-Eau Claire (UW-EC) in 
a consortium effort to implement, maintain, and 
institutionalize individually guided education and 
the multi-unit elementary school (IGE/MUS-E). 
The framework for the study is based on the 
chronological academic involvement of UW-EC 
with the various facets of the program. Reference 
materials for the (IGE/MUS-E) program which 
are included are: “Individually Guided Education 
and the Multiunit Elementary School” by H. J. 
Klausmeier, M. Quilling, J. Sorenson, R. Way, 
and G. Glasrud; “‘The Development and Evalua- 
tion of the Multiunit Elementary School, 1966- 
1970 by Klausmeier, Quilling, and Sorenson; and 
extensive appendices on the consortium program, 
"A Wisconsin State-wide Model Program for 
Developing Leaders in Role Differentiated Ele- 
mentary Schools.‘ (MJM) 
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This paper describes an attempt to deal with 
the issue of dissatisfaction in the traditional ap- 
proach to doing research and evaluation at the 
Ford Training and Placement Program for profes- 
sional personnel in the inner-city schools of a 
large metropolitan area. The paper discusses a) 
the kinds of questions that need to be examined 
in this program, b) the rejection of traditional 
means for examining these questions, and c) the 
development of alternative research methods. 
The paper reports on the four phases in which 
the program was examined in the university and 
cooperating school settings: Phase I was a 
knowledge-seeking period; Phase II involved a 
restructuring of training experiences by using the 
focused preparation and coordinated preparation 
of participants; Phase III emphasized the restate- 
ment of goals in terms of programmatic objec- 
tives; and Phase IV involved testing and reevalua- 
tion, if necessary. An alternative research ap- 
proach is also presented. (BRB) 
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The value of four pre-training screening 
devices for predicting student teaching effective- 
ness was examined. The four activities were a) 
microteaching for 7 minutes, b) microteaching 
for 30 minutes, c) role playing using reality 
therapy, and d) values conflict discussion. These 
activities were administered to 52 undergraduates 
in the Brigham Y University Individualized 
Secondary Teacher Education Program. Follow- 
ing each activity, an evaluation of the participants 
was made. The predictive areas of evaluation in- 
cluded a) interaction of the participant with the 
students during the student teaching experience, 
b) interaction of the participant with other 
teachers during student teaching, and c) general 
teaching effectiveness of the participant during 
student teaching. Following the student teaching, 
an evaluation of the participants was made by 
their cooperating teachers. A comparison of the 
data revealed that the 7-minute microteaching 
was the most consistent predictor of student 
teaching success. The 30-minute session was the 
poorest predictor. The remaining activities 
proved to be irrelevant to the student teaching 
evaluation. (Ten references and one table of 
statistical data are included.) (BRB) 
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The aggregate level of teaching effectiveness in 
a school division can be improved over a 5-year 
period if attention is paid to the administrative 
decisions of teacher selection, assignment, 
development, and retention/release. A model has 
been constructed with four behavioral dimen- 
sions: warmth, indirectness, cognitive develop- 
ment, and enthusiasm. The empirical measure- 
ment of these dimensions allows predictive 
evaluation for teacher selection, formative 
evaluation for teacher development, and summa- 
tive evaluation for retention or release decisions. 
The area of teacher assignment can be improved 
by consultation and student selection; however, 
more constructive methods are in the develop- 
mental stage. (The report contains four pages of 
references.) (BRB) 
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This paper surveys research literature on 
teacher education in Canada and the United 
States in an attempt to describe and analyze the 
current situation and add some new directions to 
the field. In discussing the goals of teacher train- 
ing programs, it is concluded that these goals are 
dependent on the goals in education, i.e., learn- 
ing. Some external factors affecting the teacher 
training programs are reviewed; stressed is the 
cost of education, the demand for changes in ex- 
isting teaching practices, and skepticism regard- 
ing the relevance of years of training to com- 
petence in the classroom. A review of the litera- 
ture in Canada and the United States on current 
practices and the need for change in teacher edu- 
cation reveals parallels between the two coun- 
tries. Of the new directions discussed, the follow- 
ing programs are suggested: the new teacher as a 
change agent, team teaching and differentiated 
staffing, and teacher internship. The abstracts of 
30 documents on teacher education are included 
along with two pages of references. The appendix 
presents some policy statements of School 
Trustees Associations advocating changes in 
teacher training. (BRB) 
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sis 

In reviewing the development of competency- 
based teacher education, emphasis was placed on 
philosophical and psychological rationales and on 
systems analysis. The philosophical rationale 
stresses the acquisition of knowledge in teacher 
education programs. Competency-based teacher 
education programs broaden this scope to include 
the application of this knowledge to actual learn- 
ing situations. The psychological rationale stresses 
the manner in which individuals learn, as well as 
behavioral objectives. The concern for behavioral 
objectives provides the impetus to specify and 
measure specific learning outcomes. Systems 
analysis emphasizes the purpose, process, and 
components of teacher education. Competency- 
based teacher education programs also broaden 
this spectrum to include the necessity of evalua- 
tion in the program. Further research is needed. 
(Thirteen references are included in the paper.) 
(BRB) 
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The Teaching Situation Reaction Test (TSRT), 
a measure of secondary school teachers’ effec- 
tiveness, was adapted to the intermediate elemen- 
tary grades. The TSRT (Elementary Form) was 
administered to 210 volunteer teachers in the 
fourth, fifth, and sixth grades in Dayton, Ohio 
during January 1969. Two groups of teachers 
were formed for in-depth study--those scoring in 
the top 27 percent (High Group) and the bottom 
27 percent (Low Group) of the 180 teachers 
providing useable response sets. Each group con- 
tained 48 teachers. Teachers in the High Group 
were compared with teachers in the Low Group 
on 25 factors in four categories: personal, class- 
room, school environment, and performance. A 
one-way analysis of variance was made by com- 
puter, comparing the means of the two groups of 
teachers on all 25 factors. The F-test was applied 
to determine significant differences. Results in- 
dicated that teachers scoring high on the TRST 
and teachers scoring low represent different sam- 
ples of the population. Further conclusions are 
indicated. (A 9-item bibliography and related 
research material are included.) (Author/MJM) 
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This paper identifies the main findings, goals, 
and limitations of research related to teacher 
questioning behavior. It is based on a review of 
the literature and research conducted by the 
author who developed and utilized a multiple- 
category question classification system in 54 ele- 
mentary school classrooms. A number of limita- 
tions that have hampered past research efforts 
are identified: the importance of teacher variables 
affecting questioning behavior—age, background 
in the discipline under investigation, number of 
years teaching experience; adequate control of 
the content within which questions are asked; 
lack of utilization of model instructional strate- 
gies in the classification of questioning behavior; 
difficulty in the adequate sampling of teacher 
questioning behavior, use of unidimensional 
category system versus a multiple-category 
system; difficulty in the design of experimental 
studies involving analysis of questioning behavior; 
use of syntax versus context in the categorization 
of questions; and difficulty in generalizing from 
past research due to a lack of comparability of 
category systems and protocol determination 
within these systems. A 15-item bibliography is 
included. (Author/MJM) 
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A 24-item questi ire--Attitudes Toward the 

Teaching of English-was administered to 34 

cooperating teachers and their 34 student 
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teachers from the University of Kentucky. The 
questionnaire was administered to both groups as 
a pretest and to student teachers as a posttest. 
This study investigated the influence of cooperat- 
ing teachers toward the teaching of English. 
Results from the pre- and posttests were statisti- 
cally analyzed. It was found that cooperating 
conahions did influence the attitudes of student 
teachers toward the teaching of English. In this 
study, the influence was in the direction of a 

rogressive attitude toward the teaching of 
English. It is recommended that a careful se 
tion of cooperating teachers within teacher edu- 
cation programs be made. (Three tables of 
statistical data are presented along with a copy of 
the questionnaire.) (BRB) 
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A questionnaire was administered to 356 
teachers and administrators enrolled in graduate 
courses at Northern Illinois University. par- 
ticipants were divided into four age groups: 18- 
26, 27-33, 34-40, and over 40. The questionnaire 
investigated attitudes concerning the initiation of 
classroom discipline, effective methods for class- 
room discipline, and the effect of class structure 
on discipline. It was found that participants over 
40 years of age are more liberal in many views 
concerning discipline than participants under 27 
years of age. It was suggested that better class- 
room discipline will result from a) the principal’s 
support of the teacher's view of a reasonable 
classroom, b) parent-teacher conferences con- 
cerning children with discipline problems, c) the 
establishment of discipline rules in the first few 
days of class, and d) a variation of teaching 
methods in the maintenance of discipline. It was 
also found that class structure was not effective 
in — maintenance of classroom discipline. 
(BRB) 
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This study investigated selected problem areas 
in student teaching experienced by teachers of 
academic and nonacademic subjects. The Student 
Teacher Problems Inventory (STPI) was ad- 
ministered to 270 education student 
teachers in the last week of their student teaching 
experience. The mean scores for each of the 
problem areas were compared and an analysis of 
variance revealed significant differences in the 
scores. Results showed that language arts and so- 
cial science teachers consistently had more dif- 
ficulty in certain problem areas than industrial 
arts and physical education teachers. Mathe- 
matics and foreign language teachers sometimes 
experienced more difficulty than the 
nonacademic teachers. Specific problem areas 
were discussed. (The report includes the STPI 
and two tables of statistical data.) (Author/BRB) 
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The effect of the student teaching experience 
on self-concept was investigated. In the spring 
semester 1971-72, 260 students were enrolled in 
the student teaching courses in the College of 


Education, Louisiana State University (LSU). At 
the beginning and end of the semester, they were 
asked to respond to two Likert-type rating scales: 
self as a person and self as a teacher. By use of 
the usual weighting procedures associated with 
the Likert scale, it was possible to arrive at a self- 
concept score for each student at the beginning 
and at the end of his work as a student teacher. 
Changes were determined by finding the dif- 
ferences between pretest and posttest scores. 
Results indicate that positive changes occurred 
during the student teaching experience for 75 
percent of the participants, greater oe in self- 
concept occurred on the part of off-campus stu- 
dent teachers than was the case with those as- 
signed to the LSU laboratory school, and the 
mean self-concept changes of student teachers 
who worked in inner-city schools was in stark 
ees to the comparable measures as applied 

up working in suburban schools. (A 14- 
inom me liography is included.) (MJM) 
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This document provides abstracts of papers 
prepared by the staff of the Manitoba Association 
of School Trustees for circulation to the trustees. 
The papers fall into three main categories: staff 
utilization, policy analyses of administrative and 
financial matters, and relations between laymen 
and professionals. Topics of the occasional papers 
cover pupil-teacher ratios, community involve- 
ment, teacher retirement, large school systems, 
differentiated staffing, accountability, policy mak- 
ing, the role of the school administrator, educa- 
tional finance, educational data processing, 
teacher turnover, and the improvement of 
teacher education. Miscellaneous papers cover 
school district reorganization in Canada, a ra- 
tionale for differentiated staffing, organizational 
effectiveness in education, and a study of the 
political socialization of the young. (MJM) 
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This paper describes methods to assess the im- 

pact on students of a teacher using skills learned 
in a training p' . Three designs for assessing 
the effects of teacher training materials are 
presented: time series design, equivalent time- 
samples design, and posttest-only control group 
design. Data obtained by classroom teachers 
while using the designs are included. Some of the 
considerations when selecting appropriate 
research and evaluation designs are discussed in 
addition to the problems of analyzing data from 
the designs. An eight-item bibliography is in- 
cluded. (Author/MJM) 
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Following a brief description of population 
control in the last 10 years, this paper outlines a 
Five Year Plan for population education. Four 
prerequisites to the Plan are presented: a) tradi- 
tional aj hes must be accommodated or 
peseeh go ye new subject matter must be in- 
troduced at the exper.e of current content, c) 
value spheres must be included, and d) personnel 
must be developed to train teachers and teacher 
educators in this field. The development of the 
Plan is reported as including the introduction of 
courses into urban, suburban, rural, and ghetto 
schools; introduction of in-service courses into 
pry colleges and technical institutions; 

and proposed emphasis on in-state programs. A 
10-item annotated bibliography on 2 rapes 
education ends the narrative portion of the re- 
port. Appendix I presents a 12-page bibliography; 
Appendix Il, a multidisciplinary approach to 
population education; Appendix III, a strategy for 
population education with discussions on needs, 
current status, general strategy, and tasks. Notes 
on curriculum design, program development, 
learning resources, academic programs, research, 
one — of the strategy are also included. 
( ) 
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A Behavior Modification Program was imple- 

mented in four classes of a normal public school. 

These four classes encompassed 93 children rang- 

ing in age from 7 to 14 years. Included in the 

project was a second grade, a third grade, a sixth 
grade, and a seventh grade. The primary focus of 
the program in the second, sixth, and seventh 
grades was upon increasing the academic per- 
formance of the children through a variety of 
methods, including the use of student tutors and 
points for correct work. In the third grade the 
primary focus was upon control of extremely high 

rates of disorderly behavior through the use of a 

home-based management system. The results 

revealed that in each of the three classes where 
academic performance was the primary variable, 

Statistically significant differences were obtained 

on the Metropolitan Achievement Tests when 

compared to control groups. Further, all classes 
increased in number of academic levels passed. 

Additional experiments indicated that a) it was 

the point reinforcement system which controlled 

the children’s rate of academic performance, b) 

student tutors led to increased levels and 

academic performance when compared to periods 
when no tutors were present, and c) the 
academic performance of the tutors was 
facilitated by the process of teaching other chil- 
dren. A_ two-item bibliography is_ included. 
(Author) 
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This document presents two stages of a three- 

stage model i with teacher education 

problems in Asia. The third stage of the model, 

“Implementation,” is not discussed since it 

requires field work experience and feedback. 

Stage I, “Understanding the Problem,” concerns 

the specifications and objectives of teacher edu- 





cation, problems impending the achievement of 
objectives, and the securement of data relevant to 
the improvement of teacher education. Stage Il 
discusses the models of strategies and structures 
to achieve target specification and objectives and 
to overcome problems. Emphasis is placed on 
broad as well as specific strategies and structures. 
(A 39-item bibliography is included.) (MJM) 
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A one-day in-service workshop was held for 

elementary and middle school teachers in Jeffer- 

son Parish, Louisiana. Each workshop consisted 
of large-group presentations followed by small- 

group discussions by participants, who were di- 

vided into nine groups. Presentations concerned 

techniques to aid motivation among multicultural 
and multiracial groups, sociological implications 
of desegregation, discipline and communica- 
tions in desegregated schools. The small-group 
sessions were evaluated by the consultants while 
large-group sessions were evaluated by partici- 
pants. (Appendixes include related program 
material.) (MJM) 
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The Experimental Teacher Education Program 
(ETEP) was a cooperative effort between the 
University of Northern Colorado and the Denver 
Public Schools. The program modified three 
major areas of teacher education: a) general edu- 
cation, b) student teaching experiences, and c) 
methods courses. The general education course 
requirements emphasized an interdisciplinary ap- 
proach; faculty members in six distinct disciplines 
collaborated in planning and team teaching a 
variety of courses. Field experiences were begun 
in the first quarter of freshman year and con- 
tinued through the sophomore year. Teaching ex- 
perience took place in rural, suburban, and inner- 
city schools from kindergarten to grade 12. The 
standard methods courses were replaced by a 
professional year in which students prepared in- 
structional portfolios in their major field of in- 
terest. (Budget considerations and personnel in- 
volved in P are discussed. A manual on 
ETEP is included in Appendix A, publicity arti- 
cles in Appendix B, and teacher competency 
forms in Appendix C.) (BRB) 
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En 
Spanien CITE (Cooperative Investment in 

Teacher Education) provided student teachers 

with a closer and more informal type of supervi- 

sion, while at the same time furnishing their critic 

teachers with consyltant services to deal with 

their unique instructional and _ curricular 

problems. A classroom teacher was designated he 

the school administration and the university s 


as a clinical professor responsible for the student 
teachers in his building. A university professor 
was assigned to the building as a consultant. 
Orientation meetings were planned for the class- 
room teachers. Throughout the year a series of 
assessments were effected by the leadership team 
to analyze and remedy problems associated with 
the ration. These assessments became the 
basis for the strategies which were used for the 
development of a series of in-service meetings. 
The program has not been in operation long 
enough to be evaluated; however, there does 
seem to be an indication of strong support amo’ 
the teachers and student teachers. (Appendixes 
& B include related program material.) 
(Author/MJM) 
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This study was designed to provide the teacher 
trainers at State University College, Fredonia, 
New York with information to identify the actual 
criteria upon which student teachers were being 
evaluated and to provide a basis for altering ‘the 
evaluation process so that it would measure more 
validly the degree to which objectives of the field 
experience program were attained. A random 
sampling of Student Teaching Evaluation Forms 
of elementary education graduates was analyzed 
in terms of their relationship to marks, recom- 
mendations, and job success. Pearson’s Product 
Moment Correlation was used to indicate the 
strength of association between the evaluative 
criteria of instructional traits, human relation- 
ships, classroom management, and personal traits 
to the variables of gi , recommendations, and 
job success. Results showed that the Student 
Teaching Evaluation Forms had little external or 
internal validity. (A copy of the form is in- 
cluded.) (BRB) 
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The University of Wyoming elementary teacher 
education program, Professional Semester I, is 
designed to relate college theory to classroom 
practice. Two instructors and three 
university school teachers work with students in 
4-hour blocks 4 days a week. The students study 
basic teaching methods relating to the four edu- 
cative p ication, _learning, 
roblem solving, and evaluation—for 2 of the 4 
rs. The remainder of the time students ob- 
serve and participate in learning activities in cur- 
ricular areas involving the processes in grades 1, 
3, and 5. Flexible ccheduing within the 4-hour 
block enables students to observe activities both 
morning and afternoon. (Related program materi- 
als are present in the text and in the appendixes.) 
(MJM) 
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fimental Model for Teacher Education 

niversity of Washington is designed to 

serve as an elemen teacher education labora- 
tory for twelve experienced teacher participants, 
nine post-doctoral and three pre-doctoral partici- 
pants. The laborat applies experience and 
training of the project's participants to the train- 
ing of 19 prospective teachers (interns) and 16 
P tive clinical associates (cooperating 
teachers). The emphases of the project are: a) 
performance criteria, b) a field-based —— c) 
a tighter relationship between educati theory 
and classroom practice, and d) more intensive 
classroom experience. The personne! involved in 
the project and the replication of instructional 
services add to the budget expenses. The pro- 
ject’s implementation of new trends aid in the im- 
provement of teacher education. Experienced 
teacher participants are chiefly responsible for in- 
tern evaluation. Charts describing the organiza- 
tion of the project and the teaching competency 
model are presented along with tasks and criteria 
for classroom management. (BRB) 
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The purposes of this study were to determine 

whether fourth grade social studies teachers ver- 
bally interacted differently with pupils as a func- 
tion of differential expectations of pupil achieve- 
ment and to determine whether fourth grade so- 
cial studies teachers verbally interacted dif- 
ferently with boys and girls. Data were collected 
using the Brophy-Good dyadic observation 
system. Results revealed that teachers differ sig- 
nificantly in their teaching behavior with respect 
to high- and low-expectation pupils. However, 
teachers did not discriminate differentially 
between boys and girls. The findings of the study 
suggest that teachers probably do communicate 
differential performance expectations to different 
pupils through their classroom behavior, and the 
nature of this differential treatment is such as to 
encourage the pupils to respond in ways which 
would confirm teacher expectancies. (A 20-item 
bibliography is included.) (Author) 


SP 006 304 


Pp. 

EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Classroom Environment, 

Discipline, Elementary School Students, *In- 

dividual Power, *Leadership Styles, Power 

Structure, *Social Behavior, Social Environ- 

ment, *Teacher Behavior 

A study of teacher leadership styles and class- 
room climates in 75 elementary school class- 
rooms showed that teacher task and expressive 
orientations powerfully influenced classroom 
morale. Teacher authoritarianism had no effect, 
calling into question interpretations of previous 
studies of teacher leadership. Teacher power 
orientation showed strong negative relationships 
to Pia influences and peer group centrality. 
With classroom climates typed according to 





morale, peer influence, and peer group centrality, 
combinations of teacher leadership modes--based 
on task and —. and power orientations-- 


were strong on classroom climates. 
Teachers legitimated their power through 
as tahoe onngetontion of peoee Tonia, 
the students. Non-legitimati er leads to 
alienated or rebellious ae Ch 14-item 
bibliography and ndixes of related research 
material are incl -) (Author) 
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This study assessed the environment children 
experience, rather than their academic achieve- 
ment or personal adjustment. Measures of child 
activity were related to type of school, architec- 
ture, size of teaching team, a measure of teacher 
attitude, and other variables. A new instrument 
was developed for scoring the activities children 
were engaged in, the groups children worked in, 
and the amount children moved. An original 
questionnaire measured teacher and principal “- 
control orientation” in order to determine 
respondents’ beliefs about formal control of chil- 
dren. A sample of 22 collegiate teams in 11 
open-space schools and 11 teachers in 7 schools 
with self-contained classrooms was observed. 
Results indicated that structure, as well as ideolo- 
gy, has major effects on the child’s environment 
in elementary school; in particular, children in 
open-space schools were much more active than 
those in self-contained classrooms. (A 46-item 
bibliography and appendixes, with related 
research material, are included.) (Author/MJM) 
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This research determined the viability of three 
alternative teaching designs which encouraged 
student involvement and inquiry activity: a) 
teacher-guided, b) group-planned, and c) in- 
dividually oriented. Each of the three designs was 
assigned to two sections of an educational 
psychology course. The remaining two sections 
served as a control group. The variables studied 
were involvement behavior, evaluative attitude 
toward the course, course impact, and inquiry 
resolution skill. These variables were measured 
by the Involvement Behavior Questionnaire 
(IBQ), Course Description (CD), Inquiry Fluency 
Task (IFT), and Inquiry Resolution Task (IRT). 
Results indicated that all three designs were via- 
ble alternative teaching methods. Students in the 
experimental group were consistently superior to 
the control groups in terms of the variables mea- 
sured. Minor advantages and disadvantages were 
uncovered for each design; however, the in- 
dividually oriented design had the most impres- 
sive results. (The — present the f 
CD, IFT, and IRT. Fourteen tables of data are 
also included.) (Author/BRB) 
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Summaries are provided for 16 measures of 
school-based attitudes. All of the instruments are 
paper a ral pomge self-report inventories. Some 
are designed for children 4-8 years of age; others 
are for students in grades 12-14. Each of the in- 
struments is presented in the following format: 
Title, Description, Subjects, Response Mode, 
Scoring, and Comments. The 16 measures are: 
Survey of Study Habits and Attitudes; School In- 
terest Inventory; The Student Opinion Poll I; 
School Morale Scale; Measures of School and 
Learning Attitudes; Attitudes Toward Education; 
Polittle Sentence Completion Test; Pictographic 
Self Rating Scale; Children’s Attitudinal Range 
Indicator; When Do I Smile?; Attitude Toward 
Any School Subject; Attitude Instrument to Eval- 
uate Student Attitudes Toward Science and 
Scientists; Inventory of Reading Attitude; A 
Childhood Attitude Inventory for Problem Solv- 
ing; Mathematics Attitude Scale; and A Semantic 
Differential for Measuring Attitudes of Elementa- 
ry School Children toward Mathematics. Fifteen 
references are provided. (DB) 
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Some suggestions and ideas for initiating a 
statewide educational assessment program are 
provided. Guiding principles for an assessment 
should be: (1) to specify and define educational 
goals in terms of measurable outcomes; (2) to in- 
volve various publics extensively; (3) to use mea- 
surement instruments having face and content 
validity; (4) to include noncognitive student 
behaviors; (5) to present the results in a form un- 
derstandable by those outside the professional 
education community; and (6) to view assessment 
not as an end but as a means of providing useful 
information to decision makers. The objectives of 
the initial statewide assessment program should 
be: (1) to collect student performance data that 
can provide a status report on the quality of edu- 
cation in those goal areas identified as having 
high priority; (2) to introduce the concept of as- 
sessment and its usefulness as a source of infor- 
mation for both decision makers and concerned 
parents o} yers; (3) to provide a starti 
point whereby “those "managing the statewide ef- 
fort may gain useful experience in — the 
program; and (4) to develop a me of data 
ysis that can illustrate the variability of per- 
formance due to individual diffe among 
students and to the social context in which they 
live. Essential components of the asscasment 
should include the p for an y,com- 
mittee and for selecting its members, conducting 
meetings to inform citizens and school personnel 
of the nature, scope, and methodology of the 
gram, data collection materials, data 
procedures, and reporting strategies. 
{Author/DB) 
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An attempt is made to define and measure 
pupil control “behavior.” In order to measure 
pupil control behavior, an instrument called the 
Pupil Control Behavior (PCB) Form was 
developed and tested. The 31 custodial and 34 
humanistic items were randomized, and the initial 
version of the PCB Form was administered in 20 
schools in Illinois (13 secondary and 7 elementa- 
ry). A total of 2,815 usable PCB Forms were col- 
lected, representing student descriptions of 129 
of the 130 teachers who participated in the in- 
vestigation. The mean class size for the sample 
was 21 students. A one-way analysis of variance 
was applied to each of the questionnaire items. 
All of the items survived the analysis of variance 
test; the final PCB Form retained 20 of the 
original 65 items, 12 being positive to the hu- 
manistic end of the control continuum and 8 
characterizing the custodial extreme. The 
theoretical range of the scale is from 20 to 100; 
the higher the score, the more custodial the 
behavior. A one-way analysis of variance in- 
dicated that the scale differentiates among sub- 
jects while clustering within subjects. A reliability 
analysis of the form yielded a coefficient of .92 as 
estimated by Cronbach's alpha. To test the 
general hypothesis that there would be a positive 
relationship between custodialism in educators’ 
pupil control ideology and custodialism in their 
pupil control behavior, data were drawn from 43 
schools (14 elementary, 16 junior highs, and 13 
high schools). Students described the pupil con- 
trol behavior of their teacher, counselor, an 
principal; teachers, counselors, and principals 
completed the Pupil Control Ideology Form and a 
personal data sheet. The general hypothesis was 
supported. (DB) 
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The impact which program evaluation and sub- 
sequent short-term in-service education efforts 
had upon the curricular programs of two 
distinctly different school settings was assessed. In 
addition, the appropriateness: of the Kunkel- 
McElhinney model of curriculum evaluation, as 
perceived by professional school personnel, was 
examined and assessed. The study data were col- 
lected from written reports, structured interviews, 
and questionnaires, The evaluation process util- 
ized by George Peabody College for Teachers 
requires that identification and presentation of 
findings, implications, and recommendations be 
conducted on a team basis. The acceptance or re- 
jection of data, a finding, an implication, or a 
recommendation is the prerogative of the profes- 
sional personnel whose program is being evalu- 
ated. In-service education based on program 
evaluation requires the involvement and commit- 
ment on the part of the professional school per- 
sonnel. Data are presented on the program 
evaluation of two schools: Lipscomb Elementary 
School, Williamson County, Tennessee, and 
Highland Heights Junior High School, Nashville, 
Tennessee. As a result of the evaluations, it was 
concluded that: (1) the Kunkel-McElhinney 
model is an effective instrument for collecting 
data and accurately describing the teaching-learn- 
ing situation of a given school; a majority of the 
teachers found it appropriate and of good quality; 
(2) program evaluation can lend both structure 
— meaning to an ensuing in-service education 
rogram based on its findings and recommenda- 
oan sage (3) participation in a program evalus- 
tion enhances the possibility of teacher involve- 
ment in and commitment to desirable curricular 


change. (DB) 
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The potential of the Rasch model to develop 
scores, on a ratio scale, suitable for interin- 
dividual comparisons, from intact groups with 
disparate distribution characteristics was in- 
vestigated. The specific problems studied were: 
(1) the effects of skewed test score distributions 
on the ability parameter of the Rasch measure- 
ment model; (2) the effects of group size on the 
ability parameter of the Rasch measurement 
model; (3) the interactive effects of skewed test 
score distributions and group size on the ability 
parameter of the Rasch measurement model; and 
(4) the effects of skew and total group size on 
the standard errors of estimate of item log easi- 
ness estimates. The data for the study in the form 
of item responses were randomly selected from 
120,000 students who participated in the Florida 
State-Wide Testing Program in September 1971. 
The 90-item mathematics test was selected. Thir- 
ty-five raw score distributions characterized by 
seven levels of skew and five group sizes were 
constructed. Group responses were submitted to 
a computer program which estimated the model’s 
parameters according to a maximum likelihood 
procedure. Results of the study indicated that the 
estimates derived from the Rasch measurement 
model were not independent of the group used to 
produce them. Differences were minimal in the 
middle score range, but large in low and high 
score range. Eleven tables present the study data. 
(Author/DB) 
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The Cassette Review Program (CRP), 
developed by The American College of Life Un- 
derwriters, is organized into 10 sections cor- 
nding to the 10 courses of the American 
College C.L.U. diploma . It includes both 
audio tapes and noe e formative evalua- 
tion of the CRP carried out in 1971 resulted in a 
restructuring of both the tapes and notebooks, as 
well as the clarification of selected content 
material. A summative evaluation of CRP courses 
2 and 4 was carried out in 1972.. The evaluation 
was conducted using a design called ‘‘Separate 
Sample Pretest Posttest,”’ to ascertain the effects 
of the two courses on student performance. Stu- 
dents, classified as self-studying or classroom, 
were selected at random to participate in the stu- 
dy. In total, 16 teachers and 368 students took 
part in the evaluation. A multiple-choice test was 
used to measure student knowledge of the CRP 
material, and two of the four tga of students 
also received a questionnaire to obtain data on 
the amount and type of use of the CRP, as well 
as on the technical aspects of the program. The 
test results were subjected to an analysis of vari- 
ance with an unweighted-means solution. The 
results indicated that students who utilized CRP, 
in a self-studying or classroom mode, did signifi- 
cantly better than students who did not use CRP. 


The evaluation points up the significance of the 
CRP as an instructional device with technical ex- 
cellence. The questionnaire replies indicated a 
favorable attitude among the users of the CRP. It 
is recommended that the tests used in the evalua- 
bo _ incorporated as part of the CRP package. 
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The harmonic mean and Kramer (1956) 

unequal n forms of the Tukey multiple com- 
parison statistic were investigated for Monte 
Carlo Type I and Type Il errors under conditions 
of assumption violations. The two major 
questions concerning the sensitivity of multiple 
comparison statistics for different types of pair- 
wise contrasts and the affect of increasing the 
number of treatment levels are discussed. Neither 
procedure consistently out-performs the other; 
the choice of test depends upon the population 
condition(s) and the pattern of unequal cell 
frequencies. (Author) 
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Inventory 
A new form of the Purdue Elementary Problem 
Solving Inventory which presents real-life 
problem situations as three-dimensional models is 
described and developmental data is presented. 
Second and fourth graders in an advantaged and 
a disadvantaged school were given either the 
model version or the original slide version of the 
Inventory. The model version was found to be an 
internally consistent, equivalent form of the 
original posi ny 8 The KR-20 for the combined 
sample was .64 for both the model and the slide 
versions. Also, a coefficient of equivalence for 
students taking both forms of the Inventory was 
-73. (Author) 
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tional Assessment of Educational Progress 
The Montgomery County Public Schools 
system in Maryland has initiated a demonstration 
Project which will administer the released writing 
exercises from the National Assessment of Educa- 
tional Progress to a random sample of students 
aged 13 and 17. This project will be unique in 
terms of the application of NAEP exercises in a 
local school district. The objectives of the project 
pertain to developing the capability of selecting a 
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random and representative sample of students, 
the preparation of test booklets and manuals 
using criterion-referenced tests, the training of 
examiners, the training of scorers, the develop- 
pony of data processing capability for these tests, 
pee ay aye g reports for the professional staff 

the public. (Author) 
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This study was undertaken to examine the rela- 
tionship between self-reported and pre-post mea- 
sures of academic growth. Self-reported and pre- 
post meusures were obtained in three areas, sim- 
ple cognitive, complex cognitive and attitudinal. 
The subjects were 162 graduate students enrolled 
in six different graduate courses. Partial correla- 
tions relating self-reported measures of growth to 
post test performance on measures of achieve- 
ment (simple and complex cognitive) and at- 
titude, controlling for pre-test performance, in- 
dicated that self-reported measures of academic 
growth were primarily related to growth in at- 
titudes toward the subject matter of a course. 
(Author) 
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The two purposes of this investigation were to 
study the effects of variance heterogeneity on 
three selected multiple comparison procedures 
and to determine if either of two nonstandard 
methods would be superior to the conventional 
methods based on mean square within. The three 
procedures studied were the Wholly Significant 
Difference Test (WSD), The “S” test, and a sim- 
ple multiple “t” test (MTT) procedure. The in- 
vestigation was a computer simulation consisting 
of 1000 experiments with four independent sam- 
ples of five data points. Six pairwise contrasts 
were considered. The four variance conditions 
(VC) constituted one factor of the design. Each 
of the six contrasts were tested using three 
methods. The three methods constituted a second 
factor in the two-factor design with VC crossed 
with method. Results are tabulated and discussed. 
(DB) 
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A random sample of 225 grade one children 

were given the Canadian Cognitive Abilities Test 

(CCAT) on two occasions within seven months. 

During the second administration the WISC was 

also administered. KR-20 reliabilities of the 

CCAT for the two administrations were respec- 

tively .83 and .74. The test-retest reliability was 

-75. The correlation coefficient of the WISC IQ’s 

and the CCAT second administration 1Q’s was 

.63. The efficiency and effectiveness indices of 

the CCAT were also obtained. A factor analysis 

of the WISC and CCAT subtests indicated that 
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the two instruments measured different con- 
structs. Other useful item data were also ob- 
tained. (Author) 
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Newman, Murray A. Baily, Bruce E. 
A Compilation of Preschool Children’s Word 
Frequency Counts. 
Pub Date [71] 
Note—19p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Data Collection, Kindergarten, 
*Preschool Children, Statistical Data, Tables 
(Data), —— Skills, *Word Frequency, 
*Word Lists 
This study contains a rank-ordered listing of 
1,000 most frequently occurring words accom- 
panied by the percentage and cumulative per- 
centage of language production accounted for by 
individual words and groups of words. The data 
are based on eight preschool word frequency 
counts ranging in date of appearance from 1928 
to 1971. One of the advantages of this list is that 
it yields a more reliable frequency scaling based 
on a total number of almost 2 million words; at 
the same time the data are presented in such a 
way that studies considered not suitable for a par- 
ticular use may be omitted. (Author) 
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Pub Date Feb 73 
Note—9p.; Paper presented at the American 

Educational Research Association’s Annual 

a New Orleans, Louisiana, February 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Comparative Analysis, *Educational 

Research, Higher Education, ‘*Interaction 

Process Analysis, *Self Concept Tests, *Stu- 

dent Teachers, Verbal Communication 
Identifiers—*Flanders Interaction Analysis 

In comparing the pretest-posttest scores of stu- 
dent teachers, it was discovered that the group 
which had been exposed to the Flanders Interac- 
tion Analysis significantly increased their self- 
concept scores, whereas the control group not so 
treated did not. This result occurred whether the 
instrument measured self concept of the in- 
dividual or self concept as a prospective teacher. 
The E group was also significantly higher than 
the C group on the posttest. It was concluded 
that, perhaps because of an increased awareness 
of the verbal interaction in the classroom and im- 
proved interpersonal climate, an increased self- 
image occurred. (Author) 
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Pub Date [72] 
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Descriptors—*Analysis of Variance, Biblio- 
graphic Citations, *Data Analysis, *Educational 
Research, *Research ee Research 
Reviews (Publications), Statistical Data 
Many researchers assume that unequal cell 
frequencies in analysis of variance (ANOVA) 
designs result from poor planning. However, 
there are several valid reasons why one might 
have to analyze an unequal-n data matrix. The 
present study reviewed four categories of 
methods for treating unequal-n matrices by 
ANOVA: (a) unaltered data (least-squares solu- 
tion and unweighted means solution); (b) data 
substitution (grand mean method, cell mean 
method, Winer method, Snedecor-Cochran 
method); (c) data deletion, and (d) data cluster- 
ing (unreplicated cell mean method, unreplicated 
random data clustering method, replicated ran- 
dom data clustering method). The methods were 
compared empirically and theoretical problems 
with each were discussed. (Author) 
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Item Analysis, *Research Problems, Scoring, 
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Identifiers—*Concept Attainment Abilities Pro- 
ject 
Four problems of data summary and analysis in 

the Concept Attainment Abilities Project are 
discussed. The problems are: (1) scoring and 

item analysis for items that exist in a completely 

crossed design; (2) determining the factorial 

structure of such item sets; (3) reducing the bat- 

tery of 56 cognitive abilities tests administered in 

1970 to approximately 30 tests; and (4) identify- 

ing relationships between the battery of concept 

attainment measures and the battery of cognitive 

abilities tests. (DB) 


ED 074 087 


of ae of Kindergarten Children. 
Pub Date Feb 73 


Note—19p.; Paper presented at the annual meet- 
ing of the American Educational Research As- 
=— New Orleans, Louisiana, February 
1973 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Dimensional Preference, ‘*Dis- 
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*Response Mode, Stimulus Behavior, Technical 
Reports, Transfer of Training, *Visual Mea- 
sures 

Identifiers—*Scaling Techniques 
The effect of dimensional training on the mode 

of response of kindergarten children to two- 
dimensional stimulus materials was investigated 
by Kruskal-Shepard scaling and Procrustes rota- 
tion procedures. Twenty-two kindergarten chil- 
dren were used as Ss. The stimuli consisted of 
five cardboard rectangles varying on two dimen- 
sions of colour and size. From the five stimuli, 
ten triads were formed and presented to the Ss 
for similarity judgments. After training, the 
procedure was repeated. In the pre-training stage 
it was found that Ss were not dimensionalizing 
fully whilst in the post-training stage difficulties 
of interpretation resulted owning to what ap- 
peared to be individual styles. (Author) 
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Identifiers—*Purdue Elementary Problem Solving 
Inventory 
The purposes of the present investigation was 
to factor analyze the results of the administration 
of the Purdue Elementary Problem Solving Inven- 
tory to 361 second-graders. The Inventory was 
designed to assess twelve distinct skills involved 
in human problem solving. Tetrachoric intercor- 
relations were generated from the item scores 
and a principal axis factor solution with varimax 
and then oblique rotations was computed. Six 
psychologically interpretable factors emerged, ac- 
counting for emg ny Bla 32 percent of the 
total variance. lactors corresponded to 
six of the hypothesized twelve skills involved in 
the test. Items representative of these factors ap- 
peared to assess the ability to sense that a 
problem exists, define the problem specifically, 
notice details, see implications, make remote as- 
sociations, and select the best solution to a 
problem. (Author) 
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Descriptors—*Abstracts, *Conference Reports, 
*Educational Research, Speeches, Symposia, 
Technical Reports 
Abstracts of papers and symposia accepted for 
presentation at the 1973 AERA Annual Meeting 
comprise this volume. Also included are a divi- 
sional program listing, topic index, indices of in- 
dividual paper titles and symposia session titles, 
and author index. Abstracts appear in the 
chronological order of presentation consistent 
with the listing of sessions in the program. (KM) 
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Identifiers—*COMPASS Battery 
The COMPASS (Comprehensive Personal As- 
sessment System) Test Battery used in personal- 
ized teacher education programs at the University 
of Texas (Austin) is described. The battery con- 
tains seven instruments, four of which provide 
data that can be used by computer programs to 
generate verbal-graphic summary reports. The 
seven instruments are: Biographical Information 
Form, Adjective Self Description, Self-Report In- 
ventory, Concerns of Teachers, Directed Imagina- 
tion, One-Word Sentence Completion, and Stu- 
dent Evaluation of Teaching. Student reactions to 
the Adjective Self-Description instrument verbal- 
graphic summary reports were as follows: about 
80% felt that the reports were easy to un- 
derstand, interesting, and informative; 85% said 
they would like detailed interpretation of the 
results; but less than half felt that the reports 
helped them in self-discovery. Preference as to 
mode of feedback showed that students who were 
sensitizers preferred the personal interview, 
whereas the repressers preferred feedback by 
mail. Since the report generators are not designed 
to produce documents that can be given directly 
to students, the important benefits are believed to 
depend on individual interpretation and_ in- 
terchange with a professional counselor. The 
compiled normative data, in particular, those 
relating to the sentence completion instrument, 
have been found to be invaluable for trainin 
counselors of students in teacher education. (DB 
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dies, Technical Reports 
Identifiers—N 

Two objectives guided the present study: (1) to 
provide a suitable” test for the hypothesis rho=0, 
and (2) to establish a means by which general 
users of R can set confidence intervals on rho. 
The first objective was approached by testing 
several possible solutions similar to the procedure 
followed by Forsyth. The second objective was 

pursued via a combination of a general analytical 
peer (Mood and Graybill, 1963) together 
with computer simulation techniques and a curve 
fitting technique (Usew, 1970). Procedures for 





achieving both objectives required the use of R 
distributions. The method used to obtain the 

R distributions and the two procedures 
and their results are described. (Author/DB) 
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Responses to questionnaires administered to 
10,000 senior high school students to ascertain 
their feelings of alienation as related to their 
schools are presented. The questionnaire items 
concerned: School as an Institution, The School 
as Teacher, Authority--Autonomy, and Parental 
Interest in School. The findings that resulted from 
the questionnaire returns included the following: 
(1) over half of the students either saw little rela- 
tionship between what they learn in school and 
life outside school or find school experience con- 
tradictory to out-of-school learning; (2) two stu- 
dents in five stated they were working below their 
ability in school; they missed one or more days of 
school because they did not want to come; they 
saw teachers doing the planning and telling stu- 
dents what to do; and they did not remember a 
teacher compliment; (3) one student in three 
judged school content as missing the important 
community problems; (4) one student in four saw 
school regulations as too strict, and believed that 
someone or something prevents him from achiev- 
px Sapte (5) one in five had no pride in any 
experience; saw school content missing the 
important problems of the country; would like to 
stay away from school on many days; was 
dissatisfied with his treatment by teachers; had 
trouble pleasing teachers; and never talked with 
his parents regarding school or school work; (6) 
one in six found school no aid in answering per- 
sonal problems and questions; (7) one in seven 
did not know what value his parents placed on 
school learning; and (8) one in 14 would quit 
school if possible. (For questionnaire, see TM 
002 456.) (DB) 
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i *Questionnaires, 
. *Student 
*Student 


garding school-related alienation from 10,000 
senior high school students is provided. The 
questionnaire is comprised of 23 questions for 
which 3 or more replies are possible. Data are re- 
ported at the Ist Quartile, Median, 3rd Quartile, 
and the er (For related document, see TM 
002 455.) ) 


TM 002 457 


Evaluation 

Pub Date Feb 73 

Note—14p.; Paper presented at the annual meet- 
ing of the American Educational Research As- 
— New Orleans, Louisiana, February 


EDRS Price MF-$0.65 HC-$3.29 
*Decision Making, *Educational 
Administration, *Evaluation Techniques, Infor- 
*M Neos formation S ge nase 

anagement In’ ms, 

Evaluation, Research Needs, Technical Reports 
The sequence that the decisions of school 
management follow is discussed. This sequence 


follows four major steps: procedural, con- 
tinuance, dissemination, and reallocation. Each of 
these steps is directly related to: (1) planned in- 
structional activities, (2) on-going program and 
administrative practices, and (3) ove: ig con- 
ditions between newly implemented existing 
programs. To assist school management in 
developing, implementing, and sustaining instruc- 
tional programs that have merit, research and 
evaluation units are responsible for providing 
data that are essential to no decisions re- 
garding instructional programs. It is suggested 
that the best method for ascertaining what (and 
when) the decision mechanism and control 
system of a school system are would be to docu- 
ment those operational steps that encompass the 
development and implementation of an instruc- 
tional program. (DB) 
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Results obtained by the Kudar-Richardson for- 
mula (20) —. for use with R-KW scoring are 
compared with three other reliability formulas. 
Based on parallel tests administered at the same 
sitting the KR (20) estimates are compared with 

mate-form correlations and with odd-even 

correlations adjusted by the Spearman-Brown 
prophecy formula. Comparisons are also made 
between KR (20) estimates and alternate-form 
correlations obtained for tests administered after 
intervals of six to ten months. All the results justi- 
fy the use of the Kuder-Richardson procedure 
with tests that show no more than moderate 
speededness. (Author) 
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Identifiers—lowa Project, *lowa Tests of Basic 
Skills, Madison Project 
Py projects that have exp!ored the feasibility 
d verbal score reports for 
pol sgn peg vec pmgndlan ery The 
first, the Madison Project, designed, produced, 
and evaluated computer-generated testing reports 
that were useful to teachers and informative to 
parents. The reports, which were narrative in for- 
mat, were structured as follows: the first five 
paragraphs described the pupil’s performance on 
the lowa Tests of Basic Skills as a whole and on 
each of the sub-tests; then, lists of specific areas 
were printed for which the pupil was diagnosed 
as either proficient or deficient. The teacher re- 
port was very similar to the parent report with 
the addition of imbedded percentile ranks. A 
pnateorngg report for the teacher was also 
generated. is report discussed the class as a 
whole and concluded with specific suggestions to 
the teacher for improving class performance in 
which their performance was weakest. Narrative 
testing reports were generated for a random half 
of 52 fourth-grade classes in 17 schools. The 
greatest shortcoming of these reports was the 
absence of a pupil report. In the second proj 
The lowa Project, which developed a model for 
narrative reporting system for the fifth-grade inal 
lowa Tests of Basic Skills, the most im t 
from the Madison Project were: (1) the 
addition of a pupil report; (2) the inclusion of 
growth statements; and (3) the use of three alter- 
native levels of the parent and pupil reports-- 
levels that are based on overall pupil per- 
formance on the test battery. Examples of the 
Se Pee Saeeee mages Sam Mp ewe peace 
are provided. (DB) 
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Validity 
=e Childrens Personality Question- 


The | IPAT Children’s Personality Questionnaire 
was administered to two samples of white, mid- 
dle-class, suburban school children. Both samples 
were divided into well-adjusted and maladjusted 

roups on the basis of teacher ratings. The 
CPQ Neuroticism score and the teacher ratings of 
adjustment status yielded biserial correlations of 
-12 and .22, while the biserial correlations of 
teacher ratings and IQ scores were -.52 and -.50, 
with higher IQ scores being associated with 
healthier (but numerically lower) teacher ratings. 
The findings were discussed in terms of the prac- 
tical implications for the screening of school chil- 
dren for emotional dysfunction and in terms of 
the implications for the validity of the CPQ Neu- 
roticism index. (Author) 
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Colorado State Dept. of Education, Denver. 
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Teacher Responsibility 
Educational accountability is defined as “a 
condition of being accountable for the results. . . 
achieved in the elementary and secondary 
schools.” Goals are basic to the accountability 
process. The effectiveness and efficiency of edu- 
cation are basically the responsibility of educa- 
tors. The manner through which human and 
material resources are provided to support hao 
tion is the responsibility of public grou ne gg 
ment between the parties is essen possibly 
a written contract detailing objectives 
and responsibilities. School boards are accounta- 
ble to the public for the selection of educational 
goals. Administrators and other district personnel 
are accountable to the school boards for main- 
ini Feng, on os for meeting 
pon Teacher accountabilit 
can be Pened a p> nae teaching ability and ef- 
fort put forth or by pupil outcomes. 
Progress can be measured with a number of in- 
dices revealing the impact of schools upon the 
of students. The basic indices are school 
age pupil information, data on graduates, institu- 
tional information, and community information. 
The public is demanding proof that its educa- 
tional system is doing what it is supposed to do. 
Colorado’s Educational Accountability Act 
requires an accountability program in every dis- 
trict and emphasizes cost effectiveness. Colorado 
is the administering State for seven States in- 
volved in the Cooperative Accountability Project 
to stud’ mong assistance with accountabili- 
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The development and evaluation of a system 

for designing instructional plans and resource pat- 
terns for those plans are described. Development 
of the system, which was in three stages, was 
based on the p that deci concerning 
efficient allocation of resources and the use of 
resources for effective instruction cannot realisti- 
cally be made in isolation of one another. Brief 
descriptions of the conceptual and procedural 
stages of development are given, but the focus is 
on the first formative evaluation and revision of 
the system. The initial version of the unit design 
component subjected to formative evaluation and 
revision consisted of eight steps: (1) setting the 
frame of reference for planning and checking 
planning materials; (2) selecting and sequencing 
objectives; (3) assigning objectives to domains of 
learning; (4) selecting instructional procedures; 
(5) formulating an instructional strategy; (6) al- 
locating resources; (7) delivering plans to ad- 
ministrative and clerical personnel for costing; 
and (8) removing constraints regarding imple- 
mentation of the instructional strategy. Teachers 
performed these eight steps, and their efforts and 
resulting plans were analyzed to determine 
whether the procedures were effective and all ob- 
jectives were met. Revisions were made in the 
procedures based on the analysis. (KM) 
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This paper describes an effort to implement a 
cost-effectiveness program using systems analysis 
in an elementary school district, the Rio Linda 
Union School District in California. The systems 
design cycle employed has three phases, policy- 
making evaluation, and action-implementation. 
During the first phase, the general philosophy or 
mission of the organization is described, the goals 
and objectives are established, their priorities are 
ordered, and the alternative programs to meet 
those goals and objectives are generated. During 
the second phase, the relative worth of the vari- 
ous alternatives is determined, and the objectives’ 
attributes and their measures of effectiveness are 
established. During the third phase, the programs 
to be implemented are chosen from among the 
alternatives, put into effect, evaluated, and the 
results fed back into the next planning cycle. 
Problems in communication with teachers and 
coordinators and in overcoming resentment of 
the approach are discussed. One of the major 
successes of these efforts to implement cost-effec- 
tiveness and program budgeting in this school dis- 
trict is that the goals and objectives of the educa- 
tion process are defined clearly at all levels. 
Systematic planning and evaluation of costs and 
effectiveness also brings about greater dialog 
among the parties involved and more concern for 
planning program alternatives. (KM) 
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Identifiers— Developmental Test of Visual Motor 
Integration, Frostig Developmental Test of 
Visual Perception, Peabody Individual Achieve- 
ment Test, Primary Mental Abilities Test, 
Word Form Configuration Test 
Aptitude-treatment interaction research is 

designed to identify significant disordinal interac- 
tions between personological variables and alter- 
native instructional programs. This study was 
designed to investigate the efficacy of the ap- 
titude treatment interaction design to research 
seeking to identify differential educational payoff 
of alternative educational programming based on 
aptitude information. Four aptitude measures 
were administered to five first grade classes. Fol- 
lowing pretesting, curricular interventions were 
instituted for six months. Class I received word- 
form configuration training. Class II received 
visual-perceptual training. Class III received lan- 
guage-conceptual training. Class IV served as a 
Hawthorne Group in which a resource teacher 
provided on-going emotional support to the regu- 
lar teacher. Class V received no specific curricu- 
lar intervention. Following the intervention phase, 
six measures were administered as post-tests. 
Analyses of variance revealed no significant ap- 
titude-treatment interaction in any case. Factors 
believed to have contributed to the failure to 
produce significant disordinal interactions in- 
clude: (1) non-normal distributions on the ap- 
titude measures; (2) an inability to identify 
discernably different groups on the basis of the 
aptitude measures; (3) non-parallelism of pretest 
regression lines; and (4) low reliability for the ap- 
titude and post-test measures. (KM) 
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Evaluation of ongoing educational programs 
must necessarily differ from the basic research 
design; it must change to meet the changes of the 
program and its environment. Over the three 
years of the operation of the Philadelphia “Let’s 
Be Amigos” bilingual program, the kinds of data 
generated in the program evaluation have evolved 
in response to the demands of project manage- 
ment, community and intra-school-system rela- 
tions and the Office of Education. The evaluation 
of process aspects and product aspects of the 
program have evolved in opposite directions: (1) 
evaluation of the pupil performance program out- 
comes has tended to evolve from informal, 
criterion-referent approaches to more rigorous 
experimental designs; and (2) evaluation of 
processes has tended to evolve from formal 
methods (observational checklists, forced-choice 
questionnaires) to less rigorous methods (open- 
ended questionnaires, interviews, etc.). In the 
first operational years, assessment of pupils’ read- 
ing was primarily criterion-referent, involving a 
word-calling test. The assessment of reading skills 
was modified after first-year evaluation, first 
passing through a phase in which an attempt was 
made to prepare materials-derived, criterion- 
referent tests to assess more complex skills, and 
from there to standardized tests. Evaluation of 
curriculum development has evolved from use of 
a formal checklist to use of an interview structure 
with open-ended questions. (KM) 
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Descriptors—*Certification, Higher Education, 
Medical Education, “Nursing, ‘*Personality 
Tests, *Predictive Ability (Testing), Predictor 
Variables, Psyc! Characteristics, 
Speeches, *Success Factors, Technical Reports 
Identifiers—Personal Preference Schedule 
A study was conducted to determine whether 
six personality variables, presently used in admis- 
sions decisions by a nursing school, were effective 
predictors of success on the State Board Ex- 
amination (SBE), the nursing licensing examina- 
tion. The personality variables were measured by 
subtests of the Personal Preference Schedule of 
the Psychological Corporation Examination for 
Schools of t, orderliness, 
persistence, congeniality, altruism and tful- 
ness. Ss were two classes of nursing students in 
1968 and 1969 (N=7). Ss were given the PPS 
prior to entering the nursing school. The SBE, 
taken after completion of the 24-month program, 
was a composite score of five subtests—-medical, 
surgical, obstetrical, pediatric and psychiatric 
nursing. Pearson product-moment coefficients of 
correlation were computed for each predictor 
variable with the criterion and with each other 
predictor variable. The scales apparently have lit- 
tle value in predicting success on the SBE, but 
the small sample size should be considered in in- 
terpretation. It is recommended that other per- 
sonality measures be studied as predictors. (KM) 
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ing of the American Educational Research As- 
= New Orleans, Louisiana, February 
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Descriptors—Decision Making, *Evaluation 
Criteria, *Evaluation Methods, Literature 
Reviews, *Methodology, Research Needs, 
Speeches 
Defining the purpose of evaluation as “to pro- 
vide data for decision making,” a me 
for educational evaluation was developed. The 
criteria of efficiency, completeness and focus (on 
the decision maker’s priorities) were used. The 
elements of the methodology are: (1) negotiation 
of the contract; (2) design of the evaluation; and 
(3) implementation of the evaluation design-- 
measurement, reporting the data, evaluation of 
the evaluation, redesign of evaluation. Among the 
advantages of this methodology are that it sug- 
gests a practical approach to developing addi- 
tional methodology and to revising existing 
methodology that does not work and that it pro- 
vides criteria for evaluating its own effectiveness. 
(KM) 
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ports 
Identifiers—*Tennessee Self Concept Scale 

A study was conducted to determine: (1) the 
extent to which changes of self-report scores 
(between pretest and post-test) on a measure of 
defensiveness were related to changes of self-re- 
port scores (between pretest and post-test) on a 
measure of self-concept; and (2) if changes of 
self-report scores on a measure of defensiveness 
as covariates would significantly adjust changes of 
self-report scores on a measure of self-concept. 
The Tennessee Self-Concept Scale was used; the 
(openness to) “self-criticism scale was used as 
the measure of defensiveness, and the " "total posi- 
tive‘ score was used as the measure of self-con- 
cept. Data were drawn from treatment and con- 
trol groups of Navajo boarding school adolescents 
(the treatment group i i 


an extent significantly greater than zero with 
changes in self-concept scores in both groups. 
Analysis of variance revealed that: (1) scores 





from the treatment group changed significantly 
more in the defensive direction than in the con- 
trol group; and (2) the mean score change for 
self-concept in the treatment group was not sig- 
nificantly different from the mean change in the 
control group. The extent of increase in defen- 
siveness scores tended to cancel out the change 
in self-concept scores. (KM) 
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Speeches, Statistical Analysis, Technical Re- 
rts, Test Interpretation, *Weighted Scores 
actor loadings, used directly or as the basis of 
binary values, are not appropriate as weights to 
produce component scores from a rotated solu- 
tion. A series of examples showing the results of 
an incorrect measurement of components is 
given. Several correlation matrices were taken 
from books on factor analysis and multivariate 
analysis. Each matrix was submitted to a principal 
components decomposition, and those vectors 
whose roots were greater than 1.0 were then 
rotated according to the normalized varimax 
criterion. Following this, several matrices were 
calculated. A clear pattern resulted. Components 
supposedly orthogonal to each other often come 
out highly correlated. In addition, factor loadings 
that are small in the rotated principal com- 
ye gee structure are often moderate to large in 


TM 002 469 


zh and R/zk. Thus, the researcher who in- 
terprets and names components finds that his 
scores have a completely different meaning than 
he anticipates. Any use of these scores in further 
analysis will result in a serious distortion of con- 
clusions. (Author/KM) 
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Technical Reports 
A study was conducted to test the hypothesis 
that Ss from disadvantaged homes have poorly 
developed “abstract” thinking skills and that their 
thought can be characterized as more “concrete” 
or relational. Four forms of a problem-solving in- 
ventory were developed which differed in mode 
of presentation. The original form consisted of 
real-life problem situations portrayed in cartoon 
form and shown to Ss as slides with an accom- 
panying answer book and audio of item 
stems and directions. The additional forms were: 
(1) a picture-book form with drawings in the 
answer book and no slides; (2) a form in which 
pictures were described in a short paragraph and 
substituted for the pictures in the answer book; 
and (3) a form in which 3-D full-color models 
based on the drawings were used. Ss were 410 
second and fourth graders from two schools en- 
rolling a large proportion of disadvantaged and 
advantaged children, respectively. Ss were ran- 
domly assigned to the test forms. Analyses of 
variance were computed to determine the effects 
of socioeconomic status, , sex, and testin 
mode upon performance. No significant sex dif- 
ferences were found. Best performance from chil- 
dren, both second and fourth graders, disad- 
vantaged and advantaged, was obtained on the 
middle forms of the test, not on the most abstract 
or most concrete forms. It is suggested that the 
lack of support of the hypothesis may have 
resulted from a lack of manipulative material on 
the concrete tests and too much irrelevant infor- 
mation in the test content. (KM) 
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Identifiers—Purdue Elementary Problem Solving 
Inventory 
This paper describes and evaluates a new ab- 
stract form of the Purdue Elemen Problem- 
prey Inventory. The new test parallels a shor- 
tened form of the original Inventory, but presents 
ser verbally rather than through slides. 
oth forms were given to advantaged and disad- 
vantaged second- and fourth-graders. For the 
total sample, the slide version has a KR-20 of .64 
and the abstract version, .72. Test-retest reliabili- 
ties of .69 and .70 were obtained for advantaged 
students on the slide and on the abstract form, 
respectively. The new test seems promising from 
the standpoint of reliability combined with ease 
of administration. (Author) 
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A number of documents will be produced over 
the next two years in the seven States involved in 
the Cooperative Accountability Project to assist 
local school districts and State education agencies 
in performing their duties more effectively: 
legislative enactments in accountability from 
Wisconsin; criterion standards from Florida; ac- 
countability models, including the elements, logi- 
cal practices, needed resources, and methods to 
be used, from Minnesota; role expectations of 
participants in an accountability system from 
Colorado; performance indicators from Oregon; 
reporting procedures that have been field-tested 
in Michigan will be available by June 1973. All of 
these components will be combined to provide a 
comprehensive accountability system for use by 
State agencies and !ocal school districts across 
the nation. (Author/KM) 
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A survey test in mathematics was administered 
to all pupils (N=5,557) in grade 6 of Vancouver 
schools. The three parts of the test--computation, 
concepts, and problems, were given in separate 
sessions. The same test was given in 1969. The 
median scores in 1972 for the three subtests and 
for total score were somewhat lower than those 
in 1969. A larger number of students had perfect 
scores in 1972 than in 1969. Students above the 
90th percentile performed slightly better than did 
their counterparts in 1969. Students in both years 
rformed least well on the concepts subtest. 
re norms and ranges of scores corresponding 
to letter grades are vided. (For related docu- 
ment, see TM 002 474.) (KM) 
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Descriptors—*Achievement Tests, *Grade 6, 
Group Tests, Mathematical Applications, 


Mathematical Concepts, *Mathematics, *Tests, 
Timed Tests 
The three parts of Vancouver's survey test in 


Pp concepts, and 
problems--for grade 6 are presented. The parts 
contain 36, 24, and 12 items respectively. (For 
related document, see TM 002 473.) (KM) 
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Identifiers—Canada, * Vancouver 
The Cooperative Primary Tests were ad- 
ministered to 4,966 pupils in grade 2 of Van- 
couver schools in !972 and results were com- 
pared with those of students in grade 2 in 1969. 
The battery included s:x tests. Scores on the first, 
a practice test, were not recorded. The listening, 
word analysis, and reading tests were used for 
this survey. Use of the mathematics and writing 
skills tests was optional. Local norms and the 
ranges of scores corresponding to letter grades 
are given. The median scores on the three tests 
are below those obtained in 1969, but they com- 
pare favorably with the national norms supplied 
by the publisher. The 1972 scores are below 
those of 1969 at all percentile levels, most 
noticeably near the lower limits. Students per- 
formed best in word analysis and least well in 
listening skills. (KM) 
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*Grade 3, Student Testing, *Test Results, 
Timed Tests 
Identifiers—British Columbia, * Vancouver 
Results of a survey test in arithmetic, ad- 
ministered to all 5,118, year 3 pupils of Van- 
couver schools during the week of May 29-June 
2, 1972, are summarized and compared with 
those of 1969. The two parts of the test--Number 
Work and Problems--were given in separate ses- 
sions. Three tables present the test results data. 
The data show that the subtest scores in 1972 
were generally lower than those of 1969 at all 
percentile levels, but most noticeably near the 
lower limits. As in 1969, pupils had a slightly 
higher percentage on “Problems” than on “- 
Number Work.” (For a copy of the test, see TM 
002 477.) (DB) 
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A copy of the “Survey Test in Arithmetic-- 
Grade 3,” used in the Vancouver schools, is pro- 
vided. Part 1, Number Work, contains 48 items 
to be completed in 30 minutes; and Part 2, 
Problems, contains 6 items to be completed in 20 
minutes. (For related document, see TM 002 
476.) (DB) 
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Descriptors—*Comparative Testing, Educational 
Research, *Grade 5, *Reading Tests, *Student 
Testing, *Test Results 

Identifiers— British Columbia, *Vancouver 
Results of the administration in 1971 of the 

Gates-MacGinitie Reading Test, Survey D, Form 

IM, to 5,480 fifth grade pupils of Vancouver 

schools are reported and compared with results 

obtained with the same test administered in 1968. 

The test results, which are presented in four ta- 

bles, indicate that the 1971 students performed 

slightly better in “‘Speed and Accuracy” than did 

the 1968 students, but were still below the 
blisher’s norm; and the 1971 students per- 

formed below that of the 1968 students in “- 

Vocabulary,” “Comprehension,” and “Total 

Score.” (DB) 
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Project, Vancouver 
Student replies to 6 of the 14 questions on the 
Student Census Project questionnaire, ad- 
ministered to 23,060 c s in 2,376 schools in 
Vancouver in 1971, are presented. These replies 
relate to where the student and his parents were 
born; what school they attended on June 1, 1970; 
hours of TV watched during the week; books 
read per month; and most important single reason 
for attending school. An appendix provides a 
copy of the complete questionnaire; see TM 002 
480. (DB) 
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Identifiers—British Columbia, *Student Census 
Project, Vancouver 
The questionnaire used in the 1971 Student 

Census Project is provided. The 14 items of the 

questionnaire are intended to elicit personal 

background information, and to obtain data con- 

cerning reading, television viewing, part-time 

work, school attended prior to 1971, and most 

important reason for cep school. (For re- 

lated document, see TM 002 479.) (DB) 
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In January 1972, pores on remedial 
reading were sent to all remedial reading teachers 
in Vancouver public schools. Also, letters were 
sent to the principals of those schools in which 
remedial reading programs were operating. They 
were asked to record their comments, criticisms, 
and commendations of remedial reading activi- 
ties. Many teachers and principals noted that 
there was insufficient remedial reading teacher 
time and thought more should be allotted. The 
most common suggestion was that each school 
should have a full-time remedial reading teacher. 
The Reading Center was considered too small 
and too distant from most schools. General 
satisfaction with the program was expressed by 
both teachers and principals, but many ; 
that not enough was bein ores done. Many felt 
the emphasis on remedial reading waa be “ 
the primary level. The lack of — or 
ment needed were mentioned. value of the 
individual attention which the program permits 
the child was stressed by teachers and principals. 
(Author/DB) 
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Descriptors—*Achievement Tests, Educational 
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shi 
Identifiers—*City School, Coopersmith Self 
Esteem Inventory, Metropolitan Achievement 
Tests, School Sentiment Index, Vancouver 
City Schcol, an experimental school run by the 
Vancouver School Board, completed its first year 
of operation in 1972. It offers a flexible alterna- 
tive to other available school programs for ap- 
proximately 100 students in Grades 5 to 10. The 
Coopersmith Self-Esteem Inventory was ad- 
ministered to students in January and again in 
May 1972. A comparison of the pre- and post- 
test results revealed no statistically significant dif- 
ferences. A School Sentiment Index was given to 
the students in May to assess their attitudes 
towards several aspects of school. The attitudes 
of City School students were above average in all 
areas except “Learning,” in which they had an 
average rating. Achievement tests in English and 
mathematics were given to all students in May. 
Students in Grades 5 to 9 had the Metropolitan 
Achievement Tests, while the Grade 10 students 
had the Gates-MacGinitie Reading Tests and the 
Beattie Test of Mathematical Fundamentals for 
Grades 7 to 12. The results for City School stu- 
dents were average or higher than the norms on 
all subtests, at every grate level, except for the 
language subtest at Grade 8 and the Beattie 
Mathematics Test at Grade 10. The scores ob- 
tained by Grade 6 students on a survey test in 
mathematics were below average com with 
scores of students in grade 6 in other Vancouver 
schools. Questionnaires were completed by 85 
students, 58 parents, and 6 ts of students 
who withdrew from the schoo prior to May. Both 
parents and students liked many aspects of the 
school, but felt some changes were required. (For 
related documents, see TM 002 483-486.) 
(Author/DB) 
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Identifiers— *City School, Vancouver 
A summary of responses by 85 students to the 
Student Questionnaire used in evaluating the City 


School of Vancouver is provided. The question- 
naire contains 24 items, most of which are 
designed to elicit the students’ attitudes about the 
school’s ram. (For related documents, see 
TM 002 482, 484-486.) (DB) 
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Identifiers—*City School, Vancouver 

Questionnaire ed at i of $8 (67.4%) parents 
of students enrolled at City School, Vancouver, 
as well as responses of 6 parents whose children 
had withdrawn from the school prior to May 
1972, are summarized. The questionnaire is made 
up of 20 questions and | ‘“‘comments” section. 
(For related documents, see TM 002 482-483, 
485-486.) (DB) 
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Identifiers—City School, *School Sentiment In- 
dex, Vancouver 
This “School Sentiment Index--Intermediate 

Level” is comprised of 75 statements that the stu- 

dent is instructed to mark as either “true” or 

“untrue.” The student does not sign the 

completed index. (For related documents, see 

TM 002 482-484, 486.) (DB) 
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titudes, *Student School Relationship 
Identifiers—City School, *School Sentiment In- 
dex, Vancouver 
“School Sentiment Index 
Level” contains 83 statements to which the stu- 
dent either strongly agrees, agrees, disagrees, or 
strongly disagrees. (For related documents, see 
TM 002 482-485.) (DB) 
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The alternate program at McBride School was 
an organizational and curricular modification that 
offered optional activities, community recreation, 
semestering of some subjects, and unstructured 
time. It involved four intermediate grade classes. 
Questionnaires were distributed to students who 
were enrolled in the alternate program and to 
their parents. In addition, the School Sentiment 
Index (Intermediate Level) was administered to 
cutee te bem So shesete. one ees Fer 
grams. The Gates-MacGinitie Reading Tests were 
given to alternate program classes in Grades 4, 5, 
and 7 in the early Fall of 1971 and again in the 
a of 1972. Results of the evaluation showed 

ag ool was general support for the alternate 
tine from the parents and from students en- 
rolled in it. The results of the standardized tests 
indicated that in reading skills, the Grade 4 and 
Grade 7 students both made substantial gains. 
The Grade 5 students sustained a loss; and the 
Grade 6 arithmetic scores were average or above 
in comparison with other Vancouver students. 
There were essentially no differences in attitudes 
towards school between students in the alternate 
and those in the regular program. The 
only significant difference was in respect to 
“School Social Structure and Climate,” with the 
alternate program students showing more positive 
feelings. re was some friction and jealousy 
among students because of the alternate program, 
and a communication problem existed between 
members of the staff and parents regarding the 
alternate program. (For slated documents, see 
TM 002 488, 489.) (DB) 
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Identifiers -* McBride School, Vancouver 
Students’ answers to a questionnaire related to 

their participation in an alternate program at Mc- 

Bride School in Vancouver are summarized. The 

students (28 girls and 25 boys) represented a 

class of 144 students in the alternate programs in 
ades 4 through 7. (For related documents, see 

002 487, 489.) (DB) 
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Columbia). Dost. of of Planning and Evaluation. 

Re No—RR- 

Pub Date Jul 72, 

Note—5p. 

—S from—Not available separately; see TM 

487 
Document Not Available from EDRS. 
diate Grades, *Parent Reac- 

tion, con Evaluation, *Questionnaires, 


Statistical 
Identifiers. * McBride School, Vancouver 
Questionnaire responses of 71 parents of 80 
students enrolled in an alternate program at pms 
Bride School, Vancouver, are summarized. 
related documents, see TM 002 487, 488.) (DB) 
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Fincher, Cameron 

The Advantageous Uses of Part-Whole Correla- 
tions for the Reduction of Standardized Test 


Batteries. 

Pub Date 26 Feb 73 

Note—12p.; Paper presented at annual meeting 
of the Natl. Council on Measurement in Educa- 
tion, AERA (New Orleans, La., Feb. 25-March 





r 


Descriptors—*Achievement Tests, *College En- 
trance Examinations, Computer Programs, 
Educational Research, *Predictive Validity, 
Somat. *Standardized Tests, Testing, *Test 


eliability 
Identifiers—GAT, *General Achievement Tests 


To find an acceptable way of reducing testing 
time without altering the administrative use of ad- 
missions tests, a study was conducted to test the 
prediction that scores on subtests of the General 
Achievement Tests (GAT) in Social Studies, 
Natural Sciences, and Mathematics could be used 
to predict the total test score. All answer sheets 
for 1000 subjects (250 male and 250 female) 
who had previously taken the tests were rescored 
for part scores on the two sections of each test. 
Pearson product-moment coefficients of correla- 
tion were then computed by sex for the two sub- 
tests and the total score on each of the three 
GAT tests. Regression equations were then 
derived from the correlations and used for the 
prediction of total scores made by subjects in the 
cross-validation sample. Correlations were then 
run between the predicted total scores and ob- 
tained scores previously recorded. Results showed 
that none of the original part-whole correlations 
exceeded +.95. The study findings resulted in 
discontinuance of the complete GAT tests at a 
four-year urban college. Each college applicant 
took only the 15-minute subtests on the three 
tests, and a total score in scale-form was pre- 
dicted thereby for use ir: the admissions process. 
This reduced the testing time for the GAT from 
120 to 45 minutes. The conversion of subscores 
into predicted total scores was part of the com- 
puter-scoring operations for the admissions test 
battery. It is concluded that the disadvantages of 
reduced reliability were offset by the advantages 
of reduced testing time. (DB) 
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Bergsten, Jane Williams 
iV 
Achievement Test Ba 
Pub Date Feb 73 
Note—8p.; Paper presented at annual meeting of 
the American Educational Research Associa- 
tion (New Orleans, Louisiana, February 25- 
March 1, 1973) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Achievement Tests, *Cluster Anal- 
ysis, Grade 4, *Grade Equivalent Scores, 
*Norms, Speeches, Technical Reports, *Test 
Results 
Identifiers—*lowa Tests of Basic Skills 
Using the grade equivalent composite scores on 
the lowa Tests of ic Skills of lowa fourth 
grade public school pupils who took the tests in 
January 1970, a study was made to determine the 
relative precision with which an estimate could 
be made of the individual percentile norms from 
different types of cluster sample designs. Five 
scores ranging from the 14th to the 93rd percen- 
tiles were selected, and the proportions below 
these five scores became the proportions to be 
estimated. The variances of the estimates of these 
five proportions were computed for over 20 dif- 
ferent sample designs; results from seven sample 
designs are presented. Using the error variances 
that were computed for each of the seven sample 
designs, the ratio of the error variance based on a 
cluster sample to the error variance based on a 
simple random sample of pupils was determined. 
(DB) 
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Program. 

Pub Date 27 Feb 73 

Note—22p.; Paper presented at annual meeting 
of the American Educational Research As- 
sociation (New Orleans, Louisiana, February 
25-March 1, 1973) 

EDRS Price MF-$0.65 HC-$3.29 

a> age met ter Tests, Educational 

ity, *Educational Status Comparison, 

Grade 4, Grade 12, Individualized Instruction, 
Mathematics, Speeches, *State Surveys, *Stu- 
dent Testing, Tables (Data), *Test Construc- 
tion, Test Results 

Identifiers—*New Jersey Educational Assessment 


Program 
The New ee Educational Assessment Pro- 


gram, « to provide useful information to 
ed decision-makers at a variety of levels, 
is discussed as to a number of its characteristics. 
These characteristics are: oases 
range , Outcome goals, and process g' 

Test velopment-fourth grade reading and 
mathematics and twelfth grade reading and 
mathematics; Test Administration—to all fourth 
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and twelfth grade public school students in New 
Jersey; Test Results and Their Use--fourth grade 
mathematics test scores. Five tabies provide test 
data for the Grade 4 mathematics test for a ficti- 
tious school district: Table | provides information 
about five items clustered under the heading “- 
Problem Solving”; Tables 2 and 3 provide infor- 
mation that permits the fictitious district to com- 
pare its results to those of the state as a whole 
and to Local Education Agencies (LEA's) serving 
communities with similar socioeconomic status, 
Table 4 provides information about the LEA, and 
Table 5 represents a group of 47 districts that 
have a similar configuration of “hard-to-change” 
variables, such as SES, educational level of 
parents, etc. (DB) 
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Hammond, Peirce Quinn, Harry 
An Evaluation of the (pesstine al PE Early Child- 
hood Education Network. 
Pub Date 26 Feb 73 
Note—8p.; Paper presented at annual meeting of 
the American Educational Research Associa- 
tion (New Orleans, Louisiana, February 25- 
March 1, 1973) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Early Childhood Education, *In- 
formation Dissemination, *Parent Participation, 
*Program Evaluation, *School Community Pro- 
grams, Speeches 
Identifiers—*Comprehensive Early Childhood 
Education Network 
The Comprehensive Early Childhood Educa- 
tion Network is designed to encourage increased 
community support and influence in schools by 
providing information about existing early child- 
hood programs to community members and 
school staffs. Information dissemination, observa- 
tion of ongoing programs, and project monitoring 
are planned and supervised by individual District 
Advisory Councils. Evaluation of district objec- 
tives, evaluator’s observations, interviews, and 
monitoring reports show that most information is 
disseminated, community training in planning and 
observation is needed, there are parent turnover 
problems, plans are followed, and increased 


I invol t exists. (Author) 
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Buchmiller, Archie A. 
lucational Accountability: Characteristics of 
ive Mandates for State Assessment. 
Pub Date 27 Feb 73 
Note—14p.; Paper presented at annual meeting 
of the American Educational Research As- 
sociation (New Orleans, Louisiana, February 
25-March 1, 1973) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Academic Standards, Curriculum 
Evaluation, *Educational Accountability, *Edu- 
cational Legislation, ‘*Evaluation Criteria, 
Speeches, *State Legislation, Testing Programs 
Legislation enacted to attain educational ac- 
countability is discussed. At present, 23 states 
have such enactments. The major kinds of ac- 
countability enacted in each of these states are 
one or more of the following: PPBS, MIS, 
Uniform Accounting, Testing, Evaluation of 
Professional Employees, and Performance Con- 
tracting. The three most frequently specified 
systems are state testing or assessment, evaluation 
of professional employees, and PPBS. The legisla- 
tion enacted so far most frequently emphasizes 
educational purposes or goals and points to the 
general direction of the public’s expectations for 
accountability. Beyond goals and objectives, 
legislation is likely to be either prescriptively 
specific or general enough to permit wide latitude 
by which goals may be fulfilled. Thirteen states 
require measuring the level of pupil performance 
by some form of state testing or assessment. Most 
of the assessment legislation states an intent to 
evaluate the effectiveness of school programs and 
curriculum. The most common reasons for adop- 
tion of state assessment programs are the im- 
provement of pupil performance, evaluation of 
educational programs, and the identification of 
performance levels in relationship to educational 
needs. States are more frequently turning to 
goals-and-objectives-based state assessment 
models. This permits the measurement of student 
performance with criterion-referenced instru- 
ments. A model act for a comprehensive state 
ed assessment and accountability pro- 
gram is provided. (DB) 
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Jaeger, Richard M. 
An Evaluation of Sampling Designs for School 
Testing Programs. 
Pub Date Feb 73 
Note—5p.; Paper presented at annual meetings of 
the Natl. Council on Measurement in Educa- 
tion and AERA (New Orleans, La., Feb. 25- 
March 1, 1973) 
EDRS Price MF-$0. 65 HC-$3.29 
Descriptors—*Educational Accountability, *Pro- 
gram Evaluation, *Sampling, Speeches, *Test- 
ing Programs, *Test Results 
While school systems most often use achieve- 
ment test results for individual appraisals, increas- 
ing attention to program evaluation and ac- 
countability requires that test results be used for 
institutional appraisals as well. When institutional 
test results are desired--that is, results for schools 
or school districts--not all pupils need be tested. 
Two alternative testing program designs are 
proposed, for situations where individual test 
results are desired for some subject areas or 
grades, and institutional results are desired for 
others. Seventeen alternative finite-population 
sampling procedures can be used with these 
designs. The efficiency of each procedure is eval- 
uated using data from a medium-sized school dis- 
trict, and relative efficiencies are derived. Some 
sampling procedures are found to yield accepta- 
ble precision for estimation of district-mean 
achievement with a sampling fraction of only five 
percent. (Author) 
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Moy, Mabel L. Y. Barcikowski, Robert S. 
Item Sampling: Optimum Number of People and 
Items. 
Pub Date Feb 73 
Note—28p.; Paper presented at annual meeting 
of the National Council on Measurement in 
Education, AERA (New Orleans, La., February 
25-March 1, 1973) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Evaluation Techniques, *Item 
Sampling, *Sampling, Speeches, *Standard 
Error of Measurement, Statistical Studies, Ta- 
bles (Data), *Tests 
Identifiers— Monte Carlo Methods 
Using a computer-based Monte Carlo approach 
to generate item responses, the results of this 
study indicate that, when item discrimination in- 
dices are considered, item-examinee sampling 
procedures having the same number of observa- 
tions have different standard errors in estimating 
both test mean and test variance. With certain 
types of tests, a single item-examinee sampling 
plan would not yield optimal, i.e., smallest stan- 
dard error, estimates of both mu and sigma 
squared. That is, one sampling plan would be 
needed to optimally estimate mu and another to 
optimally estimate sigma squared. In addition, it 
was found that single exhaustion of the item set 
was sufficient for estimating both mu and sigma 
squared. (Author) 
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McNamara, Thomas 
Follow Through Evaluation in Philadelphia. The 
Moderate Realist Philosophical Position as the 
Base for Educational Evaluation. 
Pub Date Feb 73 
Note—28p.; Paper presented at annual meeting 
of the American Educational Research As- 
sociation (New Orleans, Louisiana, February 
25-March 1, 1973) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Compensatory Education  Pro- 
grams, *Educational Psychology, *Evaluation 
Criteria, ‘*Evaluation Methods, *Program 
Evaluation, Speeches 
Identifiers— Philadelphia, 
Through 
The regular malaise that manifests itself in the 
educational evaluation community regarding its 
methodology, its results, its identity, could well 
be caused by the difference between its 
philosophical assumptions and those of its clients. 
Educational evaluation has inherited the positivist 
philosophical tradition through ties to American 
psychology. Its clients almost invariably hold the 
convictions of the philosophy of common sense, 
which is fundamentally opposed to posivitism’s 
reduction of persons to “its”. The moderate 
realist philosophical position is not reductionistic 
in this way. It is open to all methods of scientific 
investigation, both those approved and disap- 
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proved by the rigorous scientific tradition. 
(Author) 
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Williams, Cynthia L. 

SS Ee ee as Esti- 
mated by ANOVA Procedures, for Fluency 
Tests of Creativity. 

Pub Date Feb 73 

Note—31p.; Paper presented at annual meeting 
of the National Council on Measurement in 
Education, AERA (New Orleans, Louisiana, 
February 25-March 1, 1973) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Analysis of Variance, *Evaluation 
Criteria, ‘Examiners, *Scoring Formulas, 
Speeches, *Test Results, *Training Techniques, 
Volunteer Training 

Identifiers—* Divergent Production Battery 
Each test in the Divergent Production battery 

requires the examinee to produce a response. 
Since these responses must be evaluated, the fac- 
tor of rater judgment influences the reliability of 
scores. The problem of scoring reliability is one 
which pervades the literature on creativity 
research, where either low estimates or no esti- 
mates have been reported when tests from the 
battery are used. The purpose of this study was to 
develop a training program for raters of some 
Divergent Production fluency factor tests and to 
evaluate this program. An experimental design 
was generated for the evaluation and the scoring 
reliability was estimated through analysis of vari- 
ance procedures. General principles for training 
raters and for analyzing the results of the design 
will be discussed. (Author) 
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Westbury, lan Korbelik, John 
tion of a Goal-Focused 
gram in Social Work. 

Spons Agency—National Center for Educational 
Research and Development (DHEW/OE), 
Washington, D.C. 

Pub Date Feb 73 

Note—S5Op.; Paper presented at annual meetings 
of Council on Social Work Education and 
American Educational Research Association, 
February 1973 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Curriculum Development, *Cur- 
riculum Evaluation, *Educational Objectives, 
*Social Work, Speeches, *Summative Evalua- 
tion 
Results from an evaluation study of a new 

masters’ program in social work are described. 
The paper focuses upon the interaction between 
program goals that are conceived in terms of (1) 
the need to train social work students in three 
methods of social work, and (2) the need to 
prepare students who could address the problems 
of disorganized urban communities, and the five- 
year process of operationalizing these goals. The 
program had only mixed success in realizing its 
aims. (Author/DB) 
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Reinhard, Diane L. 
Methodology Development for Advocate Team Use 
for Input Evaluation. 
Pub Date 27 Feb 73 
Note—1I7p.; Paper presented at annual meeting 
of the American Educational Research As- 
sociation (New Orleans, Louisiana, February 
25-March 1, 1973) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Advisory Committees, *Case Stu- 
dies, Data Analysis, Data Collection, *Evalua- 
tion Methods, *Manuals, *Methods Research, 
Speeches 
Identifiers—* Advocate Team, Input Evaluation 
Methodology for input evaluation, as defined 
by Daniel L. Stufflebeam, is relatively nonex- 
istent. Advocate teams have recently become a 
popular means of generating and assessing alter- 
native strategies for a set of objectives. This study 
was undertaken to develop and_ evaluate 
methodology for advocate team use in input 
evaluation. Steps taken included conducting a se- 
ries of four case studies where advocate teams 
were used, development of a conceptualization 
and exemplary operationized procedures for ad- 
vocate team use, and an evaluation of the 
proposed methodology through written critiques 
and empirical application. The methodology was 
revised, based on the evaluation results. (Author) 
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Pub Date Feb 73 
Note—I1p.; Paper presented at annual meeting 
of the American Educational Research As- 
sociation (New Orleans, Louisiana, February 
25-March 1, 1973) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Correlation, *Predictive Validity, 
Speeches, *Statistical Studies, *Testing 
Identifiers—* Decision Theory Approach 
An index that reflects the accuracy of selection 
associated with a predictive validity of “r” is 
presented. Based on Sheppard’s thoerem on 
median dichotomies, it is a measure of improve- 
ment over chance assignment to “accept” (or 
“reject”’). Because the index is a measure of the 
accuracy of this assignment, rather than of varia- 
tion from prediction throughout the distribution, 
the index is deemed to be a more appropriate 
measure than r —— or indices based on r 
uared when of testing is selection 
a placement. (author IDB) x 
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McLean, Leslie D. Keeton, Anne 
Multivariate Analysis of Repeated Measures with 
a Design on the Measures and a Design on the 
Subjects--An Example. 
Pub Date 28 Feb 73 
Note—14p.; Paper presented at annual meeting 
the American Educational Research As- 
sociation (New Orleans, Louisiana, February 
25-March 1, 1973) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Analysis of Covariance, * Analysis 
of Variance, *Factor Analysis, Factor Struc- 
ture, Speeches, Statistical Analysis, Tables 
(Data), Technical Reports, Test Interpretation 
An exact multivariate analysis for troublesome 
repeated measures designs has been described by 
Bock and programmed by Finn. The method is 
applied to digit span from an actual experiment 
involving first-grade pupils in an inner-city school 
and a suburban school in Canada. The repeated 
measures are first transformed by an orthogonal 
matrix derived from the design on the measures; 
the resulting new variables are treated as depen- 
dent variables in the multivariate analysis of vari- 
ance employing the design on the subjects. In this 
example, Bock’s method yielded more significant 
results compared to conventional approximate 
analyses. Covariates may be used. (Author) 
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Kleinke, David J. 
Further Studies of Linear Prediction Following 
Matrix Sampling. 
Pub Date Feb 73 
Note—8p.; Paper presented to joint session of 
American Educational Research Association 
and National Council on Measurement in Edu- 
on (New Orleans, La., Feb. 25-March 1, 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Item Sampling, *Norms, *Predictive 
Measurement, ee *Scores, Speeches, 
Technical Reports, True Scores 
In a post mortem study, it is demonstrated that 
linear prediction is as effective as computing a 
negative hyper-geometric distribution for estimat- 
ing test norms following matrix sampling from a 
total test with a highly skewed score distribution, 
provided the same prediction coefficient is used 
for all examinee groups. It is also demonstrated 
empirically and algebraically that using a coeffi- 
cient unique to each examinee group produces 
distributions of predicted total-test scores with 
“insufficient” variance. Implications for measure- 
ment practice and statistical theory are discussed. 
(Authors) 
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Categories 

Pub Date “en 73 

Note—16p.; t presented at annual meeting 
of Pith ucational Research Association 
(New Orleans, Louisiana, February 25-March 
1, 1973) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Ability _ Identification, 
Diagnosis, *Discriminant Analysis, Elementary 
School Students, Language Handicaps, *Learn- 
ing Disabilities, Perceptual Motor Coordina- 


*Clinical 





tion, *Predictor Variables, Speeches, Technical 

Reports 
Identifiers—Bender Visual Motor Gestalt Test, 

Wechsler Intelligence Scale for Children 

While the WISC and Bender-Gestalt are widely 
used for differential diagnosis, there is a need for 
empirically determined criteria for classification. 
Multivariate techniques seem especially promising 
in classification problems. This study determined 
the extent to which such an approach can classify 
children into rational, a priori categories of learn- 
ing disorder. Two discriminant functions were ob- 
tained and found to be highly significant. Six pre- 
dictors within each function were identified as 
optimum. The efficiency of the functions in pre- 
dicting criterion group status was demonstrated. 
Educational implications are discussed. (Author) 
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Innes, Thomas C. Cormier, William H. 

The Prediction of Achievement rere gl noe 
from Non-School Factors Through C 


Scaling. 
Pub Date 26 Feb 73 
Note—31p.; Paper presented at annual meeting 
of the American Educational Research As- 
sociation (New Orleans, Louisiana, February 
25-March 1, 1973) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Academic Achievement, Achieve- 
ment Tests, *Internal Scaling, Item Analysis, 
Performance Factors, *Prediction, *Predictor 
Variables, Questionnaires, Scores, Speeches, 
Standardized Tests, *Student Characteristics, 
Tables (Data), Technical Reports 
Identifiers— Metropolitan Achievement Test 
The adequacy of using a combination of 
criterion-scaled non-school variables to predict 
achievement score means of schools is discussed. 
Non-school data gathered on eighth-grade stu- 
dents were criterion-scaled, using the total score 
of the Metropolitan Achievement Test. Eight 
non-school category scores and actual achieve- 
ment scores of selected schools were intercorre- 
lated. A stepwise regression analysis yielded a 
multiple correlation of .949 between predicted 
and actual scores. Further steps, including a quasi 
cross-validation study, confirmed the feasibility of 
the method. Results suggested that the technique 
could lead to a satisfactory accountability model, 
could direct educators to focus efforts on non- 
school variables, and could justify concentration 
on neglected goals. (For related document, see 
TM 002 508.) (Author) 
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Innes, Thomas C. Cormier, William H. 

The Non-School Factor Questionnaire. 

Pub Date 26 Feb 73 

Note—6p.; Part of paper presented at annual 
meeting of the American Educational Research 
Association (New Orleans, Louisiana, February 
26, 1973) 

Available from—Not available separately; see TM 
002 507 

Document Not Available from EDRS. 

Descriptors—Family Life, Bag > ox Choice 
Tests, Parental Background, *Questionnaires, 
Race, School Demography, *Socioeconomic 
Background, Socioeconomic Status, *Student 
Attitudes, *Student Characteristics 
The Non-School Factor Questionnaire contains 

41 multiple-choice items seeking information 

about students’ parents, race, family life, living 

conditions, socioeconomic status, attitudes 

toward education and success, and other demo- 

| oe eed factors. (For related document, see TM 

507.) (KM) 


ED 074 144 TM 002 509 

Sewell, Alan F. Dornseif, Allan W. 

Controlied Multivariate Evaluation of Open and 
Traditional Education at the Junior High School 
Level. Preliminary Report. 

Spons Agency—Spencer Foundation, Chicago, Il. 

Pub Date Feb 73 


Note—13p.; Paper presented at annual meeting 
of the American Educational Research As- 
sociation (New Orleans, Louisiana, February 
25-March 1, 1973) 


EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Academic Achievement, Grade 7, 
Grade 8, *Open Education, *Pro Evalua- 
tion, Social Development, Spee Student 
Adjustment, Student Attitudes, Technical Re- 
ports, *Traditional Schools 


A year-long study to evaluate the relative edu- 
cational outcomes of open and traditional educa- 
tion is being conducted at the O. W. Huth Upper 
Grade Center, Matteson, Illinois. Midpoint 
analyses and evaluations of the study are 
presented. The open me group includes 140 ran- 
domly assigned 7th- and 8th- graders in a single, 
specially constructed classroom. An _ equal 
number of randomly assigned control students 
pursue the traditional departmental program. The 
opea plan teachers follow an interdisciplinary 
curriculum. Pretest, midpoint, and posttest mea- 
sures are presented in four areas: academic 
achievement, personal growth, social develop- 
ment, and attitudes. (Author) 
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Loue, William E., 111 And Others 

A Formative Evaluation of “Individualized 
Science,” an Innovative Instructional System. 

Research for Better Schools, Inc., Philadelphia, 


Pa. 
Pub Date Feb 73 
Note—32p.; Paper presented at annual meeting 
of the American Educational Research As- 
sociation (New Orleans, Louisiana, February 
25-March 1, 1973) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors— Diagnostic Tests, *Formative 
Evaluation, *Individualized Programs, Instruc- 
tional Innovation, ‘*Program Evaluation, 
*Science Education, Science Programs, Tables 
(Data), Technical Reports 
A study is being conducted to evaluate and 
revise an innovative science program which was 
field tested in three schools representative of ur- 
ban, rural, and suburban populations. The objec- 
tives of the study are to assess the program’s ac- 
tual performance of its stated objectives and to 
inform the program developer of inherent 
strengths and weaknesses. A phase of the evalua- 
tion design is the examination of the Placement 
Tests. These were administered on a prepost basis 
for analysis. Results to date have been utilized in 
program revision and have provided evidence to 
support the need for formative evaluation of in- 
novative instructional systems. (For related docu- 
ment, see TM 002 511.) (Author) 
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Loue, William E., lil 

“Individualized Science” Field Test Findings and 
Recommendations, the Hooke Unit. Appendix A. 

Research for Better Schools, Inc., Philadelphia, 


Pa. 
Pub Date Jun 72 
Note—18p.; Part of paper presented at annual 
meeting of the American Educational Research 
Association (New Orleans, Louisiana, February 
25-March 1, 1973) 
Available from—Not available separately; see TM 
002 510 
Document Not Available from EDRS. 
Descriptors—*Course Evaluation, *Field Studies, 
Formative Evaluation, ‘*Individualized Pro- 
grams, Instructional Innovation, Science Educa- 
tion, *Science Units, Technical Reports 
This informal report contains the findings and 
recommendations resulting from the field test of 
the Hooke Unit of the “Individualized Science” 
program. Data were collected from three schools. 
Because of an unusual number of weaknesses 
ranging from formal inconsistencies to manipula- 
tive deficiencies, it was concluded that the Hooke 
Unit is somewhat inadequate and incomplete for 
field test purposes. (For related document, see 
TM 002 510.) (KM) 
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Item Selection for Criterion-Referenced Tests. 

Pub Date Feb 73 

Note—16p.; Paper presented at annual meeting 
of the American Educational Research As- 
sociation (New Orleans, Louisiana, February 
25-March 1, 1973) 

EDRS Price ; ME-$0.65 ay ne 

Descriptors—*Criterion Referen ests, Diag- 
nostic Tests, Educational Objectives, *Item 
Analysix. Post Testing, Pretesting, Speeches, 
Tables (Data), Technical pana *Test Con- 
struction, Test Validity 

Identifiers—-California Achievement _Tests, 


ayy eth ope J Inventory 
The characteristics of criterion 
referenced test items and sets of items are 


described. A two-stage item tryout and item 
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selection procedure are also described. The paper 
presents the results of using the procedure as 
compared with traditional item selection 
procedures used in selecting items for norm 
referenced tests. It was found that the items 
selected from the same item pool by the two 
procedures differ markedly. A rationale for these 
differences is presented and recommendations for 
appropriate uses of the two kinds of instruments 
are given. (Author) 
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Tam, Peter T.K. And Others 

An Empirical Comparison of Two Path Coefficient 
Estimates. 


Florida State Univ., Tallahassee. Coll. of Educa- 


tion. 
Pub Date Feb 73 
Note—27p.; Paper presented at annual meeting 
of the American Educational Research As- 
sociation (New Orleans, Louisiana, February 
25-March 1, 1973) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Comparative Analysis, ‘*Critical 
Path Method, Models, Prediction, Sampling, 
Speeches, Tables (Data), Technical Reports 
Since the development of causal path analysis 
by Wright, both the standardized and unstan- 
dardized procedures in path coefficient estimates 
have been advocated in the related literature, but 
the superiority of one technique over the other 
has not been demonstrated empirically or mathe- 
matically. In this study, the sampling properties of 
both coefficient estimates in a chain prediction 
model are compared under known conditions by 
Monte Carlo methods at systematically selected 
parameter points which include sample size and 
Var(E-sub-one, E-sub-two). The implications, in- 
terpretation, and problems of both methods are 
discussed with reference to the evaluation of 
learning hierarchies. (Author) 
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Assessment of Selected Innovative Educational 
Practices by Professional Educators. An Ab- 
stract of i? a oer yes Research Project 
between the Mississippi School Study Council 
and the Bureau of Educational Research at Mis- 
sissippi State University. 

Mississippi School Study Council, Hattiesburg.; 
Mississippi State Univ., State College. Bureau 
of Educational Research. 

Pub Date Oct 72 

Note—17p.; Paper presented at annual meeting 
of the American Educational Research As- 
sociation (New Orleans, Louisiana, February 
25-March 1, 1973) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Administrator Attitudes, Educa- 
tional Innovation, Flexible Scheduling, In- 
dividualized Instruction, Nongraded — 
Open Plan Schools, Speeches, *Surveys, 
(Data), *Teacher Attitudes, Team Teaching, 
Technical Reports 
Elementary, middle, and high school teachers 

and principals indicated their amount of agree- 

ment or disagreement as to the educational effec- 
tiveness of the innovative practices of non- 
gradedness, team teaching, flexible scheduling, in- 
dividualized instruction, and open space class- 
rooms. Significantly higher mean scores were ob- 
tained by elementary and middle school teachers 
experienced with the innovations than those inex- 
perienced on all practices except individualized 
instruction. Significantly higher scores were ob- 
tained by experienced high school teachers than 
by inexperienced teachers on team teaching, flex- 
ible scheduling, and behavioral objectives. Ex- 

perienced teac ers and experienced principals did 

not differ significantly on any innovation. Signifi- 

cant differences were determined by t-tests. 

(Author) 
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EDRS Price MF-$0.65 HC-$3.29 

iptors—*Effective Teaching, *Performance 

Tests, *Psychometrics, —-- Speeches, 
Teacher Evaluation, Technical Reports, Test- 
ing, Test Reliability, Test Validity 
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Teaching performance tests are measures 
which assess a teacher's ability to accomplish 
prespecified instructional objectives. Although 
possessing much face validity, little psychometric 
information is available about such assessment 
devices. Three separate studies were conducted 
to provide information about the validity, relia- 
bility, administration, and scoring of performance 
tests of teaching effectiveness. (Author) 
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Pub Date Feb 73 


Note—16p.; Paper presented at annual meeting 
of the American Educational Research As- 
sociation (New Orleans, Louisiana, February 
25-March 1, 1973) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Oral Reading, Predictor Variables, 
Pronunciation, *Readability, *Reading Com- 
rehension, *Reading Research, Reading 

. *Reading Tests, Silent Reading, 
Speeches, Syllables, Technical Reports 

Prose passages read aloud or silently were 

rated for pronounceability and comprehensibility. 

The relationships of text-derived readability in- 

dices to reading rate, comprehensibility ratings 

and comprehension test scores were explored. 

Reading rate in syllables per minute was unre- 

lated to readability. The high correlation between 

rate in words per minute and readability was at- 
tributable to the syllable-rate constancy. Con- 
sequently, syllable rate appears to be the more 
prudent measure for research relating readability 
to rate. Comprehensibility ratings and com- 
oer gene scores were moderately corre- 
ted with the readability indices. This finding un- 
derscores the need to isolate additional text- 
derived predictors of readability. (Author) 
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Note—27p.; Paper presented at annual meeting 
of the American Educational Research As- 
sociation (New Orleans, Louisiana, February 
25-March 1, 1973) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Algorithms, Computational Lin- 
guistics, *Computer Programs, Grading, Lan- 
e Patterns, ‘*Programing Languages, 
eadability, Reading Speed, Speeches, *Struc- 
tural Analysis, Tables (Data), Technical Re- 
rts, Test Bias, *Written Language 
sing string-manipulation algorithms, FOR- 
TRAN computer programs were designed for 
analysis of written material. The programs mea- 
sure length of a text and its complexity in terms 
of the average length of words and sentences, 
map the occurrences of keywords or phrases, cal- 
culate word frequency distribution and certain in- 
dicators of style. Trials of the programs, in stu- 
dies of readability and reading rate, in aiding edi- 
tors, in grading essays, and in identifying sources 
of response bias in multiple choice tests, demon- 
strate the potential applications of these al- 
gorithms in educational research and the useful- 
ness of augmenting FORTRAN’s computational 
facilities with character-processing capability. 
(Author) 
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Pub Date Feb 73 

Note—17p.; Paper presented at annual meeting 
of the American Educational Research As- 
sociation (New Orleans, Louisiana, February 
25-March 1, 1973) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Academic Achievement, Achieve- 
ment Tests, Cognitive Ability, *Elementary 
Grades, Low Achievement Factors, Multiple 
Regression Analysis, Predictive Ability (Test- 
ing), *Predictor Variables, Sex Differences, 
Speeches, Student Characteristics, Technical 
Reports 
While many studies have predicted elementary 

school achievement, few have investigated both 

cognitive and biographical predictors simultane- 

ously in a multiple regression format. The present 

study used both types of variables in predicting 

achievement over a 20 month span. Criterion 


variables consisted of Stanford Achievement Test 
subscores, and a composite Stanford score, col- 
lected at the end of the first grade. Shrunken R’s 
ranged from .60 to .76. Sex of student was the 
only biographical variable which consistently en- 
tered optimum prediction batteries. Implications 
for “‘sex” as a moderator variable and preventive 
programs for predicted low achievers are 
discussed. (Author) 
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Descriptors—Computer Assisted Instruction, 
*Criterion Referenced Tests, Elementary 
Grades, *Mathematics Instruction, ‘*Per- 
formance Contracts, *Pro; Evaluation, 
Speeches, Teacher Attitudes, Technical Re- 
ports, Testing Programs 
Criterion referenced testing has received con- 
siderable theoretical, but only limited practical, 
application. Grand Forks School District has 
developed mathematics criterion referenced tests 
for grades three to nine. The tests are keyed to a 
hierarchical set of approximately 50 performance 
objectives and 40 individualized contracts per 
grade level. These tests were administered on a 
pre-post basis during 1971-72. This study was 
designed to consider the following three con- 
cerns: (1) adoption experiences when using 
criterion referenced testing, (2) research conclu- 
sions as a byproduct of this testing, and (3) at- 
titudes of classroom teachers to this method as 
compared to nationally formed tests. Data for the 
second concern indicate different orders and 
gtade levels at which students learn specific skills 
in various schools. (Author) 
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1973 


EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Cluster Analysis, *Factor Analysis, 

*Factor Structure, Speeches, Statistical Analy- 

sis, Tables (Data), Technical Reports 

In this methodological paper two indices are 
developed: a complexity index and an interpreta- 
tion index. The complexity index is a positive 
number indicating on the average how many fac- 
tors are used to explain each variable in a factor 
solution. The interpretation index will be positive 
ranging from zero to unity; unity representing a 
perfect independent cluster solution and zero 
representing the poorest factor solution in terms 
of complexity. Through empirical application to 
the classic 24 psychological variables it is demon- 
strated that the indices may be computed by 
hand and are easily interpreted providing a basis 
for comparing different factor solutions. (Author) 
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Descriptors—*Cluster Analysis, *Comparative 
Analysis, *Factor Analysis, Factor Structure, 
Models, Research Methodology, Speeches, 
Statistical Analysis, Technical Reports 
A very general model for the computation of 

independent cluster solutions in factor analysis is 

presented. The model is discussed as being either 
orthogonal or oblique. Furthermore, it is demon- 
strated that for every orthogonal independent 
cluster solution there is an oblique analog. Using 
three illustrative examples, certain generalities 
are made with respect to the class of independent 
cluster solutions which are generated by the 
orthomax criterion. A procedure is presented for 
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comparing the simple structure of an orthogonal 
independent cluster solution with the simple 
structure of its oblique analog. (Author) 
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EDRS Price MF-$6.65 HC-$9.87 
Descriptors—*Ability Grouping, *Educational 
Opportunities, Integration Litigation, *Integra- 
tion Methods, Integration Plans, Racial 
Balance, Racial Discrimination, *School In- 
tegration, Student Grouping, Student Lag ool 
tation, *Teacher Employment, Transfer 
grams, Urban Schools 
Identifiers—Civil Rights Act of 1964 Title IV 
The Program for Educational nity, an 
institute based at the University of Michigan and 
established by the Office of Education pursuant 
to Title IV of the 1964 Civil Rights Act, is 
designed to assist school districts in the process 
of desegregation. The Program annually conducts 
a series of conferences. The Conference on 
Developments in School Desegregation and the 
Law, held May 17-19, 1972, was designed to pro- 
vide an overview of developing educational and 
legal principles. The fe i papers are 
presented in this document: ‘Unconstitutional 
yg) ve and court ordered desegregation,” J. 
H. ery; “Racial imbalance and State 
desegregation standards,” R. Lyons; ‘“‘Drawing up 
desegregation plans: the steps, data and resources 
required,” C. Glatt; “Busing and metropolitan 
desegregation,” J. H. Flannery; ‘Voluntary vs. in- 
voluntary desegregation,” J. Cochran; “Assisting 
equal educational opportunity,” C. B. Vergon; “‘- 
Hiring and retaining minority personnel; legal and 
practical analysis of permissible practi "A. J. 
and J. Luck; “Integrating the 
desegregated school,” N. Sullivan; “Achieving ef- 
fective desegregation: a handbook,” A. Smith, A. 
Downs, and M. L. Lachman; “Ability grouping: 
status, impact, and alternatives,” W. G. Findley; 
and, “Discipline in desegregated schools,” L. 
Bobbitt. (gM) 
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the Desegregation Process. 
Michigan Univ., Ann Arbor. School of Education. 
Spons Agency—Office of Education (DHEW), 
Washington, D.C. 
Pub Date Jun 72 
Note—113p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Administrator Role, Community 
Control, Integration Effects, *Minority Group 
Teachers, ‘*Personnel Directors, Racial 
Balance, *School Integration, School Person- 
nel, Teacher Education, Teacher Em; 
*Teacher Evaluation, Teacher 
Teacher Promotion 
Identifiers—Civil Rights Act of 1964 Title IV 
The Program for Educational Opportunity, an 
institute based at the University of Michigan and 
established by the Office of Education pursuant 


of desegregation. The Program annually conducts 
a series of conferences. The Conference on The 
Personnel Director in the Desegregation 

held June 19-21, 1972, was designed to explore 
the role of the personnel director in developing 
and implementing administrative policies and 
regulations as they relate to the recruitment and 
placement of minority personnel. This document 
presents the fe i “What does 





minority personnel,” U. Byas; ‘‘Once hired, then 
what? Problems encountered by new minority 
teachers,” K. A. Flynn; “Placement, transfers, 
promotions, and equal retention,” F. C. Leonard; 
“Teacher training and the minority student: need 
for more effective preparation for working with 
integrated staffs,” J. J. Bellon; and “Special 
Areas of Concern for Evaluating Minority Per- 
sonnel,” J. Hill. (JM) 
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Descriptors—*Biculturalism, Cultural Factors, 
Cultural Pluralism, *Curriculum Development, 
Educational Administration, *Educational 
Change, Ethnic Studies, Individual Develop- 
ment, *Integrated Curriculum, School Integra- 
tion, School Role, Student Participation, 
*Teacher Role 
Identifiers—Civil Rights Act of 1964 Title IV 
The Program for Educational Opportunity, 
based at the University of Michigan and 
established by the Office of Education pursuant 
to Title IV of the 1964 Civil Rights Act, is an in- 
stitute designed to assist school districts in the 
process of desegregation. The Program annually 
conducts a series of conferences; The Conference 
on Multi-Ethnic Curriculum and the Changing 
Role of the teacher, held July 10-13, 1972, was 
designed to explore concepts of multi-ethnicity 
and its implications for developing curricula and 
modifying the role of the teacher to respond to 
changing needs. The following papers are 
presented in this document: “Exploring concepts 
of multi-ethnicity,” G. Gay; “The multi-ethnic 
curriculum--a_ mini approach for a maxi 
problem?” R. C. Gonzalez; “‘White students and a 
multi-ethnic curriculum,” A. F. Citron; “Shared 
decision making, limitations and possibilities,” R. 
Edmonds; “‘The role of the school in curriculum 


development,” A. D. Loving, Sr.; “‘Human growth 
and development,” S. Cooper; “Integrating ethnic 
content into the curriculum,” O. McConner; “‘- 
Guidelines for integrating multi-ethnic content 
into the curriculum: communication skills and 
reading,” M.C. Williams; and, “Heritage of the 
American people: a social studies presentation,” 


K. Partlow. [Three pages of photographic illustra- 
tions have been deleted from the document due 
to poor reproducibility. ] (JM) 
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Washington, D.C. 
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EDRS Price MF-$0.65 HC-$3.29 

Descriptors— Administrative Problems, Adminis- 
trator Attitudes, *Administrator Role, Commu- 


some key ideas regarding the educational steps to 
be taken to insure meaningful involvement by 
young om in the American scene, by F. C. 
Leonard; “The student: what he or she brings to 
a desegregated setting,” J. S. Favors; and, “Staff 
development: a tool for improving instructional 
programs in a desegregated setting,” H. L. Pear- 
son. (JM) 
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United Nations Educational, Scientific, and Cul- 
tural Organization, Paris (France). 
Pub Date 15 Sep 72 
Note—273p. 
EDRS Price MF-$0.65 HC-$9.87 
Descriptors—Admission (School), Educational 
Objectives, *Educational rtunities, Ele- 
mentary Education, Equal Education, Higher 
Education, Minority Groups, ‘*Racial Dis- 
crimination, Secondary Education, *Sex Dis- 
crimination, *Social Discrimination, Surveys, 
Teacher Education 
Identifiers—* UNESCO 
This document contains the Report of the 
Committee which studied the reports by Member 
States on the implementation of the Convention 
and Recommendation against Discrimination in 
Education. The document analyzes the 41 reports 
transmitted by Member States, 27 of which are 
parties to the Convention up to January 15, 
1972. This report is in three parts with five an- 
nexes. The first part is an introduction. Part Il 
consists of an overall analysis of the replies 
received. It is, in turn, subdivided into four chap- 
ters which correspond to the four sections of the 
second questionnaire. The third part of this te- 
port consists of the Committee’s general conclu- 
sions and contains its recommendations. Finally, 
Annexes A and B to the report contain the text 
of the Convention and Recommendation respec- 
tively. Annex C contains summaries of the replies 
received from various countries. Annex D con- 
tains a summary of replies to the first question- 
naire from Austria, Jamaica, and Pakistan, which 
it has not hitherto been possible to submit to the 
General Conference. Annex E consists of statisti- 
cal tables. [The text of Annexes A and B is in 
French, Spanish, and Russian, in addition to En- 
glish.}] (Author/JM) 
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Descriptors—Academic Performance, *College 
Integration, Communication Problems, Con- 
flict, Educational Background, Financial 
Problems, *Negro Colleges, *Negro Students, 
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nity Attitudes, *Discipline Problems, Individual 
Development, Paraprofessional School Person- 
nel, Principals, Pupil Personnel Services, *Ra- 
cial Attitudes, *Scheduling, *School Integra- 
tion, Student Attitudes, Student Participation 
Identifiers—California 
The Program for Educational Opportunity, an 
institute based at the University of Michigan and 
established by the Office of Education pursuant 
to Title IV of the 1964 Civil Rights Act, is 
designed to assist school districts in the process 
of desegregation. The Program annually conducts 
a series of conferences. The Conference on the 
Role of the Principal in the Desegregation 
Process, held August 9 and 10, 1972, was 
designed to afford insight into the ways in which 
principals can effectively deal with the problems 
of establishing programs and procedures that will 
provide for quality education in desegregated 
schools. The follo'.‘ng documents are presented 
in this report: “Efficient use of administrative 
time,” C. Van Vorhees; “Discipline?” an ex- 
amination of the concept of discipline and its 
educational implications, by F. C. Leonard; “The 
i vce tole in discipline and desegregation,” 
. F. Pollack; “Involvement,” a presentation of 


*Student Problems, Study Habits 

The purpose of this study was to determine 
whether black students attending predominantly 
white colleges attributed their mic difficul- 
ties to different sources and saw themselves as 
having a different set of problems than their 
black counterparts in predominantly black col- 
leges. Subjects were asked to rate possible 
sources of academic problems on 12 five-point 
scales. The total of 289 students was divided 
between 195 black students in four predomi- 
nantly black universities and 94 black students in 
five predominantly white liberal arts colleges. 
There were 98 males and 97 females in the black 
schools, and 51 males and 43 females in the 
white schools. Males attending predominantly 
black colleges were more inclined to attribute 
their academic difficulties to their own poor 
study habits and to worry over financial 
problems, and less likely than those attending 
predominantly white colleges to blame their dif- 
ficulties on defects in their a Students at- 
tendi inantly white ges were more 
Sake ts nee eotenanie with other students and 
inadequate high school preparation as sources of 
academic di Ities. Female students were 
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inclined to view social and communication 

problems as contributing most importantly to 

their academic difficulties, while males more 

frequently reported being distracted by financial 

arses or experiencing academic difficulties 
cause of poor study habits. (Author/JM) 
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Descriptors—Disadvantaged Youth, Economically 
Disadvantaged, *Elementary School Teachers, 
*Individual Characteristics, Learning Processes, 
*Open Education, *Personality Assessment, 
Student Teacher Relationship, Teacher At- 
titudes, Teacher Characteristics, Teacher 
Qualifications, Test Construction, Test Validity, 
*Traditional Schools 
Identifiers—Barth Scale 
The major purpose of this study was to in- 
vestigate selected personality characteristics of 
high and low rated, open and traditional class- 
room teachers who teach economically disad- 
vantaged primary school children. A second pur- 
pose of the study was to investigate the assump- 
tions which high and low rated, open and tradi- 
tional teachers of the poor hold about open edu- 
cation. The Edwards Personal Preference 
Schedule, the Thurstone Temperament Schedule, 
and the Barth Scale were administered to 30 
open and 30 traditional primary grade teachers, 
each rated by a supervisor as high or low in 
teaching ability. The high, open group contained 
15 teachers; the low open section included 15; 
teachers in the high traditional subdivision num- 
bered 15, while the low traditional category also 
included 15 teachers. The results demonstrated 
no significant personality differences between 
high and low rated open and traditional teachers. 
Open teachers, however, appear to emphasize in- 
tuitive judgment when assessing a child’s work. In 
contrast, traditional teachers are more likely to 
rely on objective tests to determine what the 
child has learned. Whereas open teachers tend to 
believe that learning occurs through exploration, 
unthreatened by adults, traditional teachers are 
likely to feel that a child learns best when 
knowledge is transmitted by the teacher to the 
child. (Author/JM) 
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Pub Date Feb 73 
Note—40p.; Paper presented at the American 
Educational Research Association annual meet- 
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EDRS Price MF-$0.65 HC-$3.29 
Descriptors—* Anxiety, Caucasian Students, *Ele- 
mentary School Students, Fear, Negro Stu- 
dents, Perception, *Racial Differences, *Sex 
Differences, *Social Differences, 
Socioeconomic Status, Student Characteristics, 
Urban Environment, Urban Youth 
Identifiers—General Anxiety Questionnaire, 
Pennsylvania 
The purposes of the study reported in this 
document were to investigate the relationship 
between children’s manifest anxiety and their per- 
ceptions of negative environmental stimuli, and to 
determine the effects of socioeconomic status 
(SES) and race on both of these variables. The 
hypotheses tested concerned: (a) the degree of 
anxiety manifested by children from different 
SES, race, and sex groups; (b) the frequency of 
negative environmental stimuli perceived by chil- 
dren from different SES, race, and sex gzoups; 
and (c) the relationship between degree of anx- 
iety manifested and frequency of negative en- 
vironmental stimuli. Additional data were col- 
lected concerning the quality of negative environ- 
mental stimuli perceived by children from each 
group. The instrument used to measure anxiety 
was the General Anxiety Questionnaire, which in- 
corporates items from the Children’s Manifest 
Anxiety Scale and the General Anxiety Scale for 
Children. All subjects were sixth pupils 
from four Philadelphia schools. h school 
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represented one of four SES-racial combinations: 
lower SES black, lower SES white, middle SES 
black, and middle SES white. Three hundred and 
fifty-one pupils--three classes from each school-- 
participated in the study. The instruments were 
administered to an entire class at one sitting. [Ta- 
bles following the text of this paper are only mar- 
ginally legible.) (Author/JM) 
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Social Status, Student Attitudes 

Identifiers— Maryland 
The research reported in this document studies 

how status characteristics of adults and children 

affect adults’ ability to raise a child's expectations 
for his own performance at school-like tasks. This 
paper focuses upon racial characteristics of both 
adults and children. The experimental procedure 
is as follows. An adult works with one child 
selected from a four-child group following a 
prescribed pattern to raise that child’s expecta- 
tions. The experiments reported here involve chil- 
dren in mixed race groups, two black children 
and two white children per group, with either 
black or white experimenters. Children in second, 
third, and fourth s who attended an in- 
tegrated school in Baltimore served as subjects. 
Middle-class young adult women, some black and 
some white, served as experimenters. When the 
race of the experimenter matches the race of the 
treated child, significant increases in the expecta- 
tions of the treated child occur. But when race of 
the experimenter differs from that of the treated 
child, significant increases occur for black chil- 
dren interacting with white adults, but not for 
white children interacting with black adults. 

These effects for children in  racially-mixed 

groups disagree with earlier work on single-race 

groups. (Author/JM) 
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identifiers— Virginia 
The major objective of the study was to pro- 

vide children with social skill training through: 

(1) individual opportunities for children to ex- 

amine and adopt more productive alternatives to 

the satisfaction of their needs; (2) small group 

tunities for children to discuss and learn the 
differential consequences of cognitive, affective, 
and social behaviors; and, (3) classroom opportu- 
nities for children to explore the dynamics of 
classroom life and learn the techniques of effec- 
tive interaction with others. The study was con- 
ducted in an urban elementary school in Virginia, 

housing approximately 400 children and 14 

teachers, grades one to six. The racial balance of 

the elementary school population was 60 percent 
black and 40 percent white. The majority of the 
children were from lower or lower-middle class 
backgrounds, 54 percent and 42 percent, respec- 
tively. Two elementary school counselors in- 
terpreted the social skill training two days per 

week during the period from October, 1971-- 

April, 1972. The counselor's time utilization was 

documented by a log of their activities. To evalu- 

ate the effectiveness of the counselors’ interven- 
tion, a Personal Competence Inventory was ad- 


ministered to children in grades three to six in 
October, 1971 and March, 1972. The Inventory 
included two tests: Peer Acceptance Index, and 
Self Perceptions Index. The teachers also rated 
their pupils. (Author/JM) 
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Available from—David McKay & Co., Inc., 750 
Third Ave., New York, N.Y. 10017 ($3.95) 
Document Not Available from EDRS. 
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The contents of this book are organized in 
three parts. Part one, “Some personal ex- 
periences,” includes four chapters dealing with 
the author’s own education: in a segregated 
school in the South, in Northern ghetto schools, 
in black and white universities, and his continuing 
education as a teacher in black and white col- 
leges. Part two, “Black students in white col- 
leges,” comprises chapters discussing “basic 
problems and basic myths,” “the mythical 'mid- 
dle class’,” ‘tests and ‘relevance’,’’ and “pres- 
sures, tactics--and results.” Part three, ‘Special 
problems and special myths,” includes three 
chapters dealing with, respectively, the public 
schools, the black colleges, and race and intel- 
ligence. Part four, “Summing up,” which details 
the author’s conclusions and proposals, advocates 
two new kinds of institutions: a pre-college train- 
ing center and a special institute for advanced 
study. The former would overlap both the high 
school’s work and the work of special remedial 
and compensatory programs in college. The latter 
would be dedicated to intellectual excellence for 
black people. (JM) 
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The Detroit College Opportunity Program, 

funded under Title I of the 1965 Elementary 

Secondary Education Act, is designed to provide 

remedial support, instructional assistance, 

academic stimulation, and personal, educational 
and vocational counseling for selected eligible 
students so that their chances to become success- 
ful college students will be enhanced. Ninety per- 
cent of the students enrolled in the Bre ary will 
be accepted into the Project One Hundred pro- 
gram, if they wish to attend the University of 

Detroit following graduation from high school. 

The program identifies students in Class A and 

Class B roit Public Schools located in Title I 

areas that are desirous of obtaining a college edu- 

cation. In the 1971-72 program, project staff con- 
sisted of a coordinator, secretary, two counselors 
and eight instructors. The summer program staff 
operated with two less instructors. The goal of 
the summer program was to provide participants 
with incentive to aspire to a college program. The 
program devoted time to providing vocational 
and educational information, as well as individual 
and group counseling. The 39-week academic 
year program was designed to continue the ef- 


forts of the concentrated six-week session in 
which incoming twelfth graders were initiated. 
(Author/JM) 
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This report is a continuing analysis of the 
achievement of ethnic minority children who are 
bused for integration, and of other children at- 
tending the schools receiving bused pupils. The 
findings reported here are limited to children in 
the primary grades. The achievement of kin- 
dergarten and first grade bused and “receiving” 
pupils has increased steadily and significantly. 
The average achievement of second grade bused 
pupils has shown no general trend while the 
general achievement of second grade receiving 
pupils has increased. The average achievement of 
third grade bused and receiving pupils has 
decreased. The achievement of average and low 
achieving second and third grade bused pupils 
has decreased, indicating that the instructional 
programs have not met their needs. The achieve- 
ment of high achieving second and third grade 
bused pupils who have been able to enter the “- 
mainstream” of the receiving schools has foi- 
lowed the same general trends as the average 
achievement of the receiving pupils. There have 
usually been significant correlations between the 
achievement of bused and receiving pupils at- 
tending different schools at the kindergarten, 
first, and second grade levels. This indicates that 
both bused and receiving pupils benefit from the 
instructional improvements. Overall, the gap 
between bused and receiving pupils has narrowed 
only slightly. (Author/JM) 
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is paper argues that social demands on the 
educational system have changed dramatically in 
the course of the past few years. A more affluent 
American society is now demanding that educa- 
tion provide a medium where excellence can be 
attained by the most able students and a certain 
minimum level of competence is attained by stu- 
dents who are less academically inclined or less 
gifted. No longer can the system afford to act 
merely as a sorting device, certificating the 
better-motivated and academically inclined 
Americans. We are making a major financial 
sacrifice to extend years of schooling to the 
majority of the ion and we want assurance 
that these additional expenditures will pay off in 
increased performance for those who are forced 
to attend school longer. There is now an almost 
universal demand for a drastic reduction in the 
number of semi-illiterates and for general mastery 
of simple mathematics. What is not too clear is 
how to meet these goals. Different groups in our 
society have placed demands on the schools 
which are not only overlapping, but sometimes 
inconsistent. Most often, the schocls have been 
asked to perform those functions which the fami- 





ly was least capable of providing. Such diverse 
expectations not only influence the programs of 
different educational institutions which cater to 
groups with different socio-economic composi- 
tions, but give rise to strident attacks on the 
system. (Author/JM) 
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These reports on school integration in 
Pasadena (California), | Tampa-Hillsborough 
(Florida), Charlotte-Mecklenburg and Winston- 
Salem/Forsyth (North Carolina), and Pontiac 
(Michigan) are based on interviews and material 
gathered by Commission on Civil Rights staff 
members from January 10, 1972, through March 
29, 1972. In each school district staff members 
interviewed the superintendent, board members, 
principals, teachers, and students at elementary 
and junior and senior high schools, as well as 
parents of school children. In addition, class- 
rooms were visited and students were observed in 
daily school activities. The particular schools 
were selected with the assistance of the superin- 
tendent to provide a cross section of experience 
with integration. Likewise, attempts were made to 
select for interview teachers, pupils, parents, and 
board members in such a way as to obtain as 
wide a range of opinions as possible on school in- 
tegration. Interviews were also conducted with 
black and white community leaders or organiza- 
tions spokesmen with differing viewpoints on 
school integration. Information obtained through 
interviews was supplemented by data in court 
decisions dealing with school desegregation in 
each district, the desegregation plan for each dis- 
trict, and statistical and background materials 
provided by school officials of each city. 
(Author/JM) 
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This collection of essays about intelligence 
stems from the revived nature-nurture con- 
troversy about the origins of mental abilities, led 
notably by Arthur Jensen, whose article in 1969 
created a furore in the U.S.A., and more lately by 
H. J. Eysenck in Britain. In planning this book, 
an attempt has been made to step back from the 
debate itself and look at the concepts which un- 
derlie it. This involves a close examination of the 
key ideas as well as some of the implications of 
the evidence for our complex, heterogeneous 
society. After an opening chapter by Liam Hud- 
son which sets the stage and provides the histori- 
cal background, the book is divided into three 
parts. The first is psychological and deals with the 
nature of intelligence, its development, and rela- 
tionship to school progress. The second part is 
the domain of the biologi who discuss the 
genetics of IQ and intelligence, and the in- 
terpretation of race differences in these capaci- 
ties. Then, attention is turned to development 
and a consideration of environmental influences 
on brain growth. In the final part, the scope is 
broadened to look at the social world, both as the 
context for the development of intelligence, and 
as the context for the debate about race dif- 


ferences. The concluding chapter draws together 
the major threads of the argument and discusses 
some of the educational implications, particularly 
those for compensatory education. (Author/JM) 
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After several years of pressure from black com- 
munity organizations and their white allies, in 
December 1968 the Richmond Unified School 
District school board set in motion plans to in- 
tegrate all its elementary schools. The plans 
necessitated some two-way busing. Four months 
later the proponents of that plan were soundly 
defeated by the electorate, and the newly elected 
school board, composed entirely of anti-busing 
conservatives rescinded the plan in favor of a 
voluntary open enrollment scheme. Even while 
acknowledging that America’s racial fears and 
hostilities stood at the center of the controversy, 
the outcome was puzzling. Specifically, answers 
were sought to such questions as: What were the 
weaknesses in the moderate-liberal coalition that 
facilitated such a complete ouster from power? 
Where were the critical junctures at which they 
either acted incorrectly or failed to act at all, 
thereby contributing to their failure to retain 
power and to integrate the elementary schools i 
the district? What were the ambivalences and 
strains, the structural and ideological sources of 
their failure? On the other side: what were the 
stren, that enabled the conservatives to mobil- 
ize what formerly had been a relatively apathetic 
constituency? What accounted for the politics of 
rage so evident in this struggle? What, in sub- 
stance, gave the “silent” majority its voice? 
(Author/JM) 
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This book is organized in four parts. Part one, 
“The Colonia! Era,” includes the following es- 
says: “The treatment of the Indians in Plymouth 
Colony,” D. Bushnell; “The dynamics of unop- 
italism,” S. Elkins; “Benjamin Franklin 
and the Pennsylvania Germans,” G. Weaver; and 
“Frontier society,” J. Leyburn. Part two, “The 
Young Republic,” includes such essays as: “Indi- 
an removal and land allotment: the civilized 
tribes and Jacksonian justice,” M. Young; “The 
black worker,” W. E. B. Du Bois; “When Amer- 
ica was the land of Canaan,” (an essay concern- 
5. seen immigrants) G. Stephenson; 
a attempt to found a new Germany in Mis- 
souri,” J. Hawgood; and, “The development of 
group consciousness,” (an essay concerning Irish 
immigrants) O. Handlin. Part three, “The Indus- 
trial Transformation,” includes such essays as: 
“An Indian’s view of Indian affairs,” J. Young; 
“The new slavery in the South—an autobiog- 
raphy,” A Georgia Negro Peon; “Quebec to ‘Lit- 
tle Canada’: The coming of the French Canadians 
to New England in the Nineteenth century,” I. 
Podea; ‘“‘Jews in America,” The Editors of For- 
tune; “The Polish-American community,” W. 
Thomas and F. Znaniecki; and “White communi- 
ty and ‘Yellow Peril,” F. Matthews. Part four, 
“Ethnic minorities in contemporary America,” in- 


Document Resumes 119. 


cludes five essays. A coda to this volume is the 
essay: “American Negro and Immigrant Ex- 
— similarities. and differences,” J. Appel. 
(JM) 
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The contents of this book are organized in 

seven chapters. Chapter one introduces this book 

as a study of the Italians in America--their cul- 
tural characteristics before migrating to the 

United States; their reasons for coming; the in- 

stitutions they developed upon arrival; their 

problems of adjustment to the new society; their 
aspirations; their achievements. Chapter two 
focuses on the characteristics of the Italians who 
migrated to the United States and the reasons for 
their immigration. Chapter three discusses ‘‘Pat- 
terns of settlement.” Chapter four focuses on the 
changes that have taken place in social institu- 
tions like the family and religion and have played 

a crucial role in the Italians’ experiences in the 

U.S. Chapter five discusses another aspect of the 

assimilation process: the manner in which Italians 

as a group relate to other groups. Such 
phenomena as social acceptance or rejection, in- 
terethnic competition for jobs and space, inter- 
marriage, and certain “pathological” responses, 
like crime, are analyzed. Chapter six, “Assimila- 
tion and Achievement,” evaluates the degree to 
which Italians have adapted to American society 
and culture by their achievements with respect to 
education, jobs, and income. Chapter seven, “*- 

Conclusion,” summarily discusses “processes of 

assimilation” and “responses to immigration.” 

(Author/JM) 
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On December 19, 1966, the General Assembly 

of the United Nations adopted a resolution deal- 

ing with racial discrimination and public policy 
sponsored by the United Nations Institute for 

Training and Research (UNITAR). The title of 

this resolution was “Guidelines for a Study of the 

Effectiveness of Policies and Measures Against 

Racial Discrimination.” This study was to be 

done in several nations, and the Institute of Race 

Relations at the University of Denver was as- 

signed by UNITAR the task of research in the 

U.S. This study will necessitate a monumental un- 

dertaking involving conceptualization, theory, and 

research. The pu of this book are therefore 
rather limited are to be taken as preliminary 
or exploratory: (1) to develop a theoretical per- 
spective on the nature of discrimination and ra- 
cial discrimination in particular; (2) to clarify the 
relationship of racial discrimination to such other 
concepts as racism, P graeme and segregation; 

(3) ta, summarize patter..s of racial dis- 

crimination against black Americans from 1619 

to World War Il; (4) to attempt to ascertain the 

extent to change in the patterns of racial dis- 

crimination and inequality between World War Il 

and the present; (5) to attempt to ascertain what 

factors have produced these changes; and, (6) to 
itemize areas and problems for further research. 

(Author/JM) 
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This book is an attempt to help fill the tremen- 
dous gap that presently exists between teachers’ 
will to become more skillful with multicultural 
student populations and the as-yet short supply of 
the quality materials they urgently need in order 
to do so. Its organizing principle is that, inasmuch 
as America is an immense living laboratory for 
interaction among diverse peoples, it ought to be 
possible to assemble a book that mirrors this plu- 
rality--in a way that will sensitize present and fu- 
ture teachers to the needs and the opportunities 
created by cultural pluralism in the classroom. 
Essays have been selected which provide informa- 
tion, realism, and insight. They are arranged 
under five headings corresponding to America’s 
leading ethnic minorities: black, Puerto Rican, 
Mexican-American, American Indian, and Asian- 
American. It has been especially sought to 
present material which is pragmatically based 
rather than purely descriptive. In general, each 
cultural heritage is explored according to a 
scheme beginning with a broad cultural-historical 
view of the group; then narrowing to a more con- 
temporary social and familial focus; and, finally 
moving with the child of this generation into the 
educational context of presentday American 
schools. An extensive appendix of further 
resources is included at the end of the volume. 
(Author/JM) 
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The main purpose of this study is to present 
documented facts concerning the operation of 
school desegregation in communities which are 
engaged in the process. The purpose of the Com- 
mission on Civil Rights is to identify problems 
which recur in school districts undergoing 
desegregation, and to describe how they have 
been met. Specifically, the Commission has been 
interested in learning how students of all races 
react to one another when they sit side by side in 
schools for the first time in their lives. It has also 
sought to learn how teachers react to students of 
other races and socioeconomic backgrounds as 
well as to teachers of other races. Why and to 
what extent does “white flight” occur? How have 
some school districts prepared for desegregation? 
What, if any, problems are created by busing? Of 
the nine communities investigated here, some are 
in the South and some in the North. Some are 
rural and others are heavily urban. Some are cen- 
tral cities and some suburbs. Some have been 
forced to desegregate by court order or the threat 
of fund termination by the Department of Health, 
Education, and Welfare. Others have undertaken 
to eliminate the dual school system on their own 
before being required to do so. Still others have 
sought to desegregate their schools simply 
because they felt it was the right thing to do. 
(Author/JM) 
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This book owes its origin to a symposium on “- 
Compensatory Education” which took place at 
the 1970 Annual Conference of the British 
Psychological Society. The opening chapter 
discusses the complex concepts of “disad- 
vantage,” “deprivation,” and “compensatory edu- 
cation,” with illustrations from work carried out 
both in the U.S.A. and Israel. Next, H. L. Wil- 
liams describes the National Foundation for Edu- 
cation Research's project in Compensatory Edu- 
cation for nursery school children--a project 
which raises important questions, among others, 
about the value of the traditional nursery school 
curriculum for disadvantaged children. P. Wil- 
liams follows with an account of the Schools 
Council Research and Development Project in 
Compensatory Education based at the University 
College of Swansea, which is concerned with the 
needs of infant school children who are at risk 
because of maternal or cultural deprivation. The 
fourth contribution, by P. Widlake, describes 
some aspects of the work carried out by Educa- 
tional Priority Area Action Research Projects in 
several parts of the country. In the fifth contribu- 
tion, G. Williams and D. Merton consider ways in 
which the education and training of teachers may 
be structured to help disadvantaged children. In 
the final paper, there is an attempt at distinguish- 
ing the most promising lines of action for the fu- 
tute. (Author/JM) 
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The purpose of this curriculum is to increase 

the skills and self confidence of 20 to 30 parents 

who reside in “economically disadvantaged” 
school districts to the extent that they will 
become more active in seeking improvements in 
the 1965 Elementary Secondary Education Act 
Title | and other compensatory education pro- 
grams in their school and school district. The 
emphasis of the curriculum is to provide a setting 
where parents can assimilate the necessary 
background information about Title I and related 
programs, Of equal or even greater importance 
will be the processes of analysis, synthesis, and 
problem solving. Activities that improve self-con- 
cept are also very important. Learning activities 
and settings will, therefore, be provided to in- 
volve the participants in comparing, analyzing, 
and developing solutions to real problems. At 

least 20 parents who have children in a Title I, 

E.S.E.A. program will be recruited. Five will be 

on the Title | Council to participate in the train- 

ing program in the selected school district(s). 

Workshops will be organized and publicized. The 

workshop program will be organized in six 

modules. The training modules can be used in 
any school district where parents request them. 


(Author/JM) 
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The College Adapter Program (CAP) is a pro- 
gram to train inner-city young men and women 
with high potential for post-secondary technical 
training. These young men and women either 
have dropped out of high school, or have been 
insufficiently prepared in high school for further 
educational training. The Orientation monograph 
is a statement of those considerations, objectives, 
and procedures that the CAP staff believes are 
important for a successful orientation. The prima- 
ry purpose of the Orientation Monograph is to 
present both the method through which orienta- 
tion definitions were formulated at CAP, and the 
models that can be adapted to other programs. 
The suggestions that the CAP staff believes are 
significant for a successful orientation are 
presented here: determining orientation purposes, 
preparing for the program, designing and achiev- 
ing course objectives; and, scheduling the pro- 
gram. The Assessment monograph is a statement 
of those considerations, objectives, and 
procedures that the CAP staff believes are impor- 
tant for an effective evaluation program. The pri- 
mary purpose of the Assessment monograph is to 
present some practical suggestions for methods to 
design a comprehensive testing program, which 
have proven successful in CAP and can be 
adapted to other programs. (Author/JM) 
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New York City 
The College Adapter Program (CAP) is a pro- 
gram to train inner-city young men and women 
with high — for post-secondary technical 
training. young men and women either 
have dropped out of high school, or have been 
insufficiently prepared in high school for further 
educational training. The Curriculum Design 
monograph is a statement of those considerations, 
objectives, and procedures that the CAP staff be- 
pow pr gg oe inclusive and age 
curric lesign. i the 
Curriculum Design tll ry 4 yp ee some 
practical suggestions for methods to design 4 
comprehensive curriculum, all of which have 
proven successful in CAP, and models that can 
be adapted to other programs. The tions 
that the CAP staff believes are signi t for 
adequate curriculum design are presented here: 
purposes of a syllabus of instruction; ment 
of ics in a course plan; ways of devising 


Administration 


course skill objectives; selection and utilization of 


materials; utilization of homework ignments, 
testing, and grades; and, selection of skill objec- 
tives for language arts, mathematics, science, and 
elective courses. Practical suggestions are fol- 
lowed by a text that offers explanation and/or ex- 
amples. Appendices of sample syllabi for several 
courses annotated bil ies by subject 
areas are also provided. (Author/JM) 
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New York City 
The College Adapter Program (CAP) is a pro- 
gram to train inner-city young men and women 
with high potential for post-secondary technical 
a These young men and women either 
have dropped out of high school, or have been 
insufficiently prepared in high school for further 
educational training. The Tutoring Center mono- 
graph is a statement of those considerations, ob- 
Jectives, and procedures that the CAP staff be- 
lieves are important for a comprehensive tutoring 
center. The primary purpose of the Tutoring 
Center monograph is to present some practical 
suggestions for methods to design an inclusive tu- 
toring center, all of which have proven successful 
at CAP, and models that can be adapted to other 
ograms. The suggestions that the CAP staff be- 
ieves are significant for an effective tutoring 
center are presented here: the definition and pur- 
poses of a tutoring center; selection and 
categorization of materials; use of materials; 
selection and utilization of staff; scheduling of 
student progress; evaluation of a tutoring center’s 
operation; and, the design and use of a library. 
The High School Equivalency Preparation mono- 
graph is a statement of those considerations, ob- 
a and procedures that the CAP staff be- 
ieves are important for effective high school 
General Equivalency Diploma preparation. An 
annotated bibliography and factual data regarding 
high school equivalency examination are ap- 
pended. (Author/JM) 
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The College Adapter Program (CAP) is a pro- 
to train inner-city young men and women 
with high potential for post-secondary technical 
training. These young men and women either 
have dropped out of high school, or have been 
insufficiently prepared in high school for further 
educational training. The Administration mono- 
graph is a statement of those considerations, ob- 
ives, and procedures that the CAP staff be- 
lieves are important for an efficient administra- 
tive effort. The ages purpose of the a. 
tration monograph is to present some practic 
ions for methods to develop a viable ad- 
ministration, all of which have proven in CAP, 
and models that can be adapted to other pro- 
. The suggestions that the CAP staff be- 
ves are important for an effective administra- 


tioning time to courses; and, setting up 
schedules of training. The Counseling 
is a statement of those considerati 


tendance and progress sheets are included. 
(Author/JM) 
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The purpose of this study was to collect norma- 
tive data on the reinforcement repertoires of 
teachers while interacting with lower and middle 
class students. Previous research suggests that the 
closer the values and social goals of students and 
their teachers, the more likely that positive class- 
room interaction would occur. It was therefore 
hypothesized that middle class teachers would 
positively reinforce their middle class students 
more frequently than their lower class students. 
Because social class groups respond differently to 
various kinds of reinforcement, it was hypothes- 
ized that those reinforcers which prove most ef- 
fective for each group would, in time, be recog- 
nized and employed by the teachers. Hence, it 
was expected that verbal reinforcers would be ob- 
served more often with middle class students, and 
non-verbal reinforcers with lower class students. 
Schedules of teacher reinforcement for lower and 
middle class, white students were recorded with a 
systematic observational technique, the Teacher 
Reinforcement Schedule. Twenty minutes of 
recordings were made by six observers within 
each of 24 fifth and sixth grade classes. At both 
grade levels, classes were equally divided into 
those with predominantly lower or middle class 
students. Significantly more total reinforcements 
were given to middle than to lower class children. 
(Author/JM ) 
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This study was designed to investigate the role 
of culture and education in the development of 
formal operational thought, by comparing the 
results achieved by suburban American youths, 
American educated youths who were recent 
migrants, and youths who had been educated in 
Puerto Rico. It was hypothesized that the subur- 
ban youths and Puerto Rican youths would 
develop formal thought before the American edu- 
cated Puerto Ricans. Three groups of subjects 
were selected on the basis of culture and educa- 
tion. Their ages ranged from 12 to 18 years, five 
males and five females being tested at each age 
level. Subjects performed four Piagetian tasks: 
the balance bar, the pendulum the floating ob- 
jects task, and interpretation of proverbs. Sub- 
jects were tested individually and interviews were 
recorded on tape. Each subject had opportunity 
to use Spanish if he preferred to do so. When 
considering the three manipulative tasks together, 
the aT to give two out of three answers at for- 
mal level placed subj in the formal category. 
The age at which percent of a group were 
operating at formal level was considered the age 
of onset of formal operations for that group. Sub- 
urban youths achieved full formal thought by age 
12-13. The same level was achieved by age 14-15 
for the American educated Puerto Rican group. 
The Puerto Rican educated p reached this 
level at age 16-17. (Author/JM) 
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Act Title I, ESEA Title I 
This study is derived from the Congressional 

mandate for a study of the various provisions in- 

volved with the 1965 Elementary Secondary Edu- 
cation Act Title I grant determination and dis- 
tribution process. The description of Title I provi- 
sions emphasizes the process relating to the allo- 
cation of funds for local educational agencies 

(LEA’s). The maximum LEA grant is described 

as the product of the ber of eligible children 

and the amount of the basic grant per child; the 
allocation actually received by the LEA; how- 
ever, results from the application of a procedure 

that reduces the amount of all entitlements to a 

sum that can be covered by the appropriation. 

The practical problems of identifying and count- 

ing the eligible children for annual grant deter- 

mination are defined. These include attempting to 
maintain a comprehensive, accurate, and up-to- 
date data base. In addition, some of the issues as- 
sociated with the selection of an appropriate 
grant per child are mentioned. These include 
whether the basic grants should reflect regional 
differences in the cost of education and/or 
whether they should be adjusted for areas with 
special needs, e.g., high concentrations of eligible 
children. Consideration of alternative possibilities 
suggests that the present enumeration of eligibles 
can be improved by using the so-called Orshan- 
sky poverty data from the 1970 census. [““Appen- 
dix C” is poor in legibility] (Author/JM) 
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Project Search for Preventive Approaches 

hypothesized that the development of cognitive 

competence in adults and in youngsters, using 
non-curriculum-oriented materials, and deriving 
pleasure from an intellectual experience, could be 
posited as a necessary prerequisite for preventing 
or curbing maladaptive behavior in the ghetto 
child, and helplessness and feelings of inadequacy 
on the part of those responsible for this child’s 
continuing growth. Towards this end, a program 
was initiated in the form of “Think” Workshops 
and was held in five schools in East Harlem and 
Harlem. Attending in the second year of the pro- 
ject were over 60 adults. Some were mothers who 
worked with their own children at home; others 
were paraprofessionals who trained their own 
children as well as a comparable group in the 
school setting. Another group of paraprofes- 
sionals worked only with children in school. In 
all, over 150 subjects were involved in this study, 
100 of them in the past year. Results indicated 
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that statistically significant gains occurred in the 
cognitive competence of both the adults attend- 
ing the workshops and the youngsters trained by 
these adults. In the area of self-esteem, it was 
found that statistically significant gains in social 
competence by the adults led to a statistically sig- 
nificant lessening of respect for authority by this 
same population. [Most of the appendices are 
poor in legibility.] (Author/JM) 
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The objective of this study of California pro- 

jects, funded under Title I of the 1965 Elementa- 

ry Secondary Education Act, was to shed addi- 
tional light on the cost-benefit and “critical 
mass"’ issues which are central to today’s com- 
pensatory education planning and policy making. 
It covers reading and math programs in grades 
one through twelve. The study sample included 
all schools in California which reported both 
achievement gains and expenditures. The data 
analysis utilized statistical controls such as the 
removal of the effects of regular per-pupil expen- 
ditures when the impact of supplementary expen- 
ditures was assessed. Saturated schools--those 
with 75 percent or more of the pupils eligible for 

Title I participation—were found to differ signifi- 

cantly from unsaturated schools with the latter 

showing greater gains in both reading and math 
and greater Title I per-pupil expenditures. Within 
the unsaturated schools, however, there was no 
relationship between achievement gains in either 
reading or math and any combination of regular 
and supplementary expenditures. In saturated 
schools, a significant relationship was found 
between achievement gains and Title I per-pupil 
expenditures for reading but not for math. The 
expenditure differences accounted for about ten 

recent of the variation in achievement. 

(Author/JM) 
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This report identifies and analyzes five 

strengths of black families: adaptability roles, 

strong kinship bonds, strong work orientation, 
strong religious orientation, and achievement 
orientation. These five characteristics have been 
functional for the survival, advancement, and sta- 
bility of black families. Most discussions of black 
families tend to focus on indicators of instability 
and weakness. This preoccupation with pathology 
in most research on black families has obscured 
some fruitful avenues of investigation. It is here 
contended that examining the strengths of black 


families can contribute as much towards un- 
derstanding and ameliorating social problems as 
examining their weaknesses. If, as most scholars 
agree, there is a need to strengthen black fami- 
lies, then a first-order priority should be the 
identification of presently-existing strengths and 
resources. The National Urban League recog- 
nized this need three years ago when it issued a 
position statement on black families based on the 
work of Dr. Andrew Billingsley. Among the 
major findings from this report is that, contrary 
to the widespread belief in a ‘“‘matriarchy” among 
blacks, most black families, whether low-income 
or not, are characterized by an equalitarian pat- 
tern in which neither spouse dominates, but 
shares decision-making and the performance of 
expected tasks. (Author/JM) 
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Identifiers—Connecticut 
The purpose of this study was to develop a 
data base concerning the home background of 
Puerto Rican pupils as it relates to present and 
potential educational progress. Specifically, the 
study was designed to secure and summarize 
,systematic data concerning the following factors: 
(1) the educational level of the parents and their 
educational aspirations and expectations for their 
children; (2) the occupational level of the parents 
and their occupational aspirations for their chil- 
dren; (3) the parents’ geographical origin and 
orientation; (4) the language proficiency and 
dominance of key family members with regard to 
Spanish and English; (5) the parents’ attitudes 
toward bilingualism and bilingual/bicultural edu- 
cation; and (6) the parents’ interest in education 
in general. The subjects of the study were 218 
Puerto Rican families having children in the 
public schools of two large cities in Connecticut. 
The instrument utilized was a structured inter- 
yview schedule developed by the author for the 
urpose of the study. The instrument, available in 
parallel English and Spanish forms, consists of 47 
items dealing with parental perceptions and fami- 
ly background factors relating to the education of 
Spanish-speaking students. The instrument was 
administered on an individual basis in home inter- 
views conducted by a team of bilingual educators. 
(Author/JM) 
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a egg ancy ge NN inci st tein 
The purpose o pecia! 

Directed Studies (PSDS) is: (1) to identify a 

group of secondary school seniors and recent 

graduates with marked intellectual ability and 

potential for academic attainment whose achieve- 

ment, as measured by standard tests and school 

records, is inadequate to secure admission to 

degree programs at accredited and selective col- 

leges and universities; and (2) to prepare a 

selected group of such students, by a two year 

program of carefully planned and supervised stu- 

dies, to move into a standard degree program at 

an appropriate level and successfully to complete 


it. The population from which PSDS students are 
to be selected is defined by two criteria: (1) that 
they do not have a record of academic achieve- 
ment adequate enough to secure admission by 
traditional criteria to a degree program at a selec- 
tive college or university; and (2) that the main 
reason for this lack of achievement be due to a 
cultural or social disadvantage. This report is an 
attempt to discuss and to define these terms, to 
provide a model for admissions based upon them, 
and to evaluate past admissions procedures with 
respect to this model. Since the two criteria given 
above define a potential student population much 
larger than the number of students the program 
can accept, an attempt is also made to set up 
criteria for selecting specific sub-groups of the 
defined population in an objective manner. 
(Author/JM) 
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As many interracial problems and issues are 
focused upon in the general society and in the 
education system, increasing numbers of coun- 
selors, educators, personnel workers, and the like, 
are being called upon to provide assistance. The 
Cultural Study Center at the UNIVERSITY OF 
Maryland, College Park, has developed an ap- 
proach to working with racism in educational in- 
stitutions which may prove useful to others at- 
tempting change in this area. The model is aimed 
primarily at changing whites or white oriented in- 
stitutions. In order to demonstrate the model, the 
approach used in two different Maryland school 
systems is discussed and evaluated. One program 
was conducted for a large suburban system, with 
more than 160,000 students enrolled, which had 
had many racial incidents and problems over the 
years, and was expecting a court ordered 
desegregation plan to go into effect shortly after 
the conference was held. A two day conference 
for 91 key central office staff and supervisors was 
held. The second conference, lasting for two and 
one half days, was held for 36 principals, vice 
principals, and some central office staff of a 
small, primarily rural system with 17,000 stu- 
dents. This system was just beginning to have in- 
creasing numbers of blacks enrolled in their 
schools as a city’s suburbs pushed outward, and 
had had the beginnings of relatively mild confron- 
tations between blacks and whites. (Author/JM) 
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A lunch program on the Lower East Side with 
kosher meals for Jewish children and Italian 
meals for Italian children and a health program in 
which visits to students’ homes are a regular ser- 
vice are a small part of the efforts made 50 and 
100 years ago to meet the needs of New York Ci- 
ty’s immigrant school children. The implications 
of such a picture are very relevant to the present. 
They suggest a far different perspective on com- 
munity control than we generally assume: a per- 
spective in which current demands for communi- 








ty control, especially on the part of black and 
Puerto Rican parents, may be seen as an exten- 
sion of, rather than an exception to, those voiced 
by urban minorities in the past. The scope and 
variety of past demands for i trolled 
schools in New York City are especially visible in 
the actions of three groups: Irish Catholics in the 
1840's; Jews in the — surrounding the turn 
of the century; and, Italians in the middle 1930's 
and early 1940's. In the Irish, Jewish, and Italian 
communities in which such community and edu- 
cational leaders as Bishop John Hughes, Julia 
Richman and Leonard Covello worked, the idea 
of a community-oriented school struck a vital 
nerve. When we look at these communities in 
perspective, we find interest in virtually every 
community-control issue--from food to curricu- 
lum--which we now debate. (Author/JM) 
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The purpose of this study was to determine the 
attitudes of known male gang members attending 
an innovative high school--the Philadelphia Park- 
way Program--toward the major socializing in- 
stitutions of our society: schools, government 
(law enforcement), family, peers, and themselves. 
The study was also intended to determine the ex- 
tent to which known male gang members, who at- 
tend an innovative high school, differ significantly 
in their attitudes over a period of time from each 
other and from known male gang members who 
attend one of the traditional high schools in 
Philadelphia, Pennsylvania. Many Philadelphia 
schools at the secondary level are plagued with 
the problem of a high degree of disruptive pupil 
activity. This activity affects the entire educa- 
tional program within these schools and also the 
safety of students as they move to and from 
school. Much of this disruptive activity has been 
attributed to boys who are known to belong to 
subgroups called gangs. Parents, students, 
teachers, administrators, and members of the 
community at large are concerned with increasing 
gang activity and its consequences for school a 
grams and the larger community in general. The 
search for solutions has led many large school 
systems to explore the role of alternative schools 
in the educating of alienated youth. (Author/JM) 
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The purpose of this study was to determine the 
effects of motion pictures utilizing black models 
on the self-concept of black fourth and sixth 
grade students; at perhaps, mediated black 
models may be effective in bringing about a more 
positive self-concept among black students. The 
design of this study was of the post-test form 
only. This was done in order to control for the ef- 
fects of testing. The sample for this study con- 
sisted of all the black students in the fourth and 
sixth grades located in three eastern inner-city 
schools. The population of the three schools in- 
cluded grades kindergarten through six, which 





were comprised of 67 percent black and 33 per- 
cent white students. All three schools were 
receiving aid under Title I of the Elementary 
Secondary Education Act. Included in the fourth 
grade sample were 74 experimental and 63 con- 
trol subjects. The sixth grade sample was com- 
prised of 66 experimental and 51 control sub- 
jects. The experimental data consisted of the raw 
scores on the Self-Social Symbol Tasks and the 
Children’s Self-Concept Scale. The experimental 
group viewed materials which consisted of com- 
mercially available segments of 16 mm. motion 
picture films portraying persons who can be 
viewed as positive black models. The treatment 
spanned the period of approximately one hour. 
Instruments used in this study were administered 


A, A 





by means of an audio tape r and prep 
overhead transparencies. (Author/JM) 
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This study used a variation of the two-child 
communication situation in order to determine in 
what way, and how successfully, a small set of 
schoolrelated relational concepts would be com- 
municated by inner-city elementary school black 
children. Included for comparative purposes was 
a test of comprehension of the standard version 
of the concepts. Finally, a qualitative analysis of 
the language and questioning behavior that oc- 
curred in the two-child communication task was 
also made. Subjects of the study included 54 
second grade and 38 fourth grade black children 
from an economically-depressed inner-city area 
of New York City. All subjects were native 
speakers of English. The results indicate that no 
special ‘‘black dialect” way of expressing basic 
relational concepts by elementary school children 
emerged from the two-child communication task, 
although bsp vase forms of black dialect were 
occasionally observed. This finding would seem 
to indicate that there is no well-defined group of 
nonstandard concept rules to be used by class- 
room teachers in helping their black elementary 
school students “learn” basic concepts. Com- 
prehension and production of basic concepts are 
—— not tasks of equal difficulty for black 
elementary school children. Thus, children often 
may appear to understand what is being said, but 
may not be able to say it for themselves or com- 
municate it to others. (Author/JM) 
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Many children who need Title 1, Elementary 
Education Act services are not getting 
them in many States because the distribution for- 
mula assigns Federal aid on the basis of figures 
which measure a poor substitute for educational 
need and then compounds the error by using 14 
year old figures. That means that a State is still 
getting for a low income child who was in 
the fn ards during the 1960 census and who 
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now has graduated from high school, completed 
two years of junior college, married, found a job, 
and is expecting his or her first child. It is funda- 
mentally wrong to continue to aid districts who 
have long ago lost many of the children whom we 
have pretended they are serving. Why not ac- 
tually distribute funds on the basis of actual edu- 
cational need if that is the condition we are at- 
tempting to treat? If we move from a level of in- 
come distribution to a level of educational need 
distribution, I believe we will build a stronger 
program with a larger constituency and with a 
better chance of actually showing positive results. 
It is proposed that a relatively new type of test is 
administered, the criterion referenced test, to a 
scientifically drawn national sample. That sample 
could be used to establish relative needs among 
the States. Through the use of criterion 
referenced tests one can best escape the onus of 
comparing the level of achievement of one child 
and one school against another. (Author/JM) 
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The purpose of this study is to explore some of 
the cultural similarities and differences between 
West Indian immigrants and other Canadians. In 
particular, the accent is on providing information 
that will, hopefully, be of use to school teachers 
trying to understand the problems West Indian 
pupils face in the Canadian school system. The 
contents of the report on this study are organized 
in seven chapters, as follows: (1) “Why West In- 
dians?” comprising discussions of the purpose 
and limitations of the study; (2) “West Indian 
Society,” including discussions of the topics of 
the community and the family, education, lan- 
guage, religion, emigration, and immigration; (3) 
“The Immigrant,” including discussions concern- 
ing expectations, the actuality—the reception by 
the Natives, status reduction, family stresses--in- 
cluding working women, education, and the im- 
migrant child caught in the middle; (4) “The Na- 
tives,” which discusses “their general reaction,” 
and employers and fellow employees; (5) “The 
Immigrant Child and the School,” including 
discussions of educational level, academic evalua- 
tion, and cultural bias in tests; (6) “‘Language 
and West Indian Immigrants to Canada,” which 
includes discussions of dialect and standard En- 
glish, and misunderstandings; and (7) “The Issue 
of Integration,” which discusses such topics as 
_ the parents, and fostering integration. 
(JM) 
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is based on two assumptions: (1) that with all the 
tests that have been developed over the years, 
there are many good or modifiably good items 
available in most assessment areas; and (2) it is 
easier for people to select items relevant to a cur- 
riculum and culture than it is for them to write 
such items. In order to assess the testing needs in 
the Department of Education, leading members 
of the administration were interviewed and asked 
to rate the importance of assessing the various 
subject matter areas. In addition, they were asked 
to indicate at what grade levels such assessment 
should take place. Based on this information and 
item availability, a minimal test construction pro- 
gram was adopted for the 1972-73 school year to 
test the model. It consisted of creating assessment 
instruments in English reading and science at the 
sixth and ninth grade levels. This program was 
begun in October 1972. A similar development 
program is planned in other areas over the next 
two years. (Author/JM) 
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Project Outreach, funded under Title VIII of 
Public Law 90 - 247, is designed to introduce 
basic and widespread changes in Sheridan School 
District organization, curriculum offerings, pupil 
services, and teacher training. By concentrating 
on meeting the total needs of all students, most 
specifically alienated youth who are potential 
dropouts and youth who have already rejected 
school, this project will demonstrate, develop, 
and disseminate a new system that will provide 
relevant and meaningful educational experiences. 
The second program year will place special focus 
on: a vigorous staff training component; revised 
and reorganized high school and middle school 
components; and, improved pupil personnel ser- 
vices. Six program components have been 
developed: The Outreach Center component is 
providing services to hard core dropouts, who 
have dropped out or have for all practical pur- 
poses ceased to operate in any way within the 
present system. The Middle School, High School, 
and Pupil Personnel Services components are 
modifying present practices, and developing im- 
proved self concepts. The Staff Training com- 
ponent will provide in-depth training to the pro- 
ject staff and key personnel within the system. 
The Project Management component will plan 
and control all aspects of the total program in 
relationship to variables of time, cost, and per- 
formance. (Author/JM) 
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The Division of Compensatory Education, Pro- 
gram Support Branch of the Bureau of Elementa- 
ry and Secondary Education, Department of 
Health, Education, and Welfare, Office of Educa- 
tion, has prepared this handbook to assist in 
developing ills in performance objective 
development for Title | programs. This handbook 
develops the concepts and skills necessary to 
analyze and write performance objectives. The 
five chapters of this hand book discuss legal 
requirements, program development processes, 
target populations, performance objectives, and 
end-product evaluation and performance objec- 
tives. An Appendix includes exercises pertinent 
to each chapter, a schematic representation of 
the program development process, and an outline 
of the text for writing performance objectives. 
Exercises and examples related to Title I are in- 
cluded in the handbook, using techniques that 
provide for continuous self-evaluation of the skills 
of performance objective writing. Use of this 
handbook does not insure that project personnel 
will become experts, but they are expected to un- 
derstand performance objectives sufficiently to 
write them in project applications. (Author/JM) 
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On February 22, 1973, attorneys for the Na- 
tional Association for the Advancement of 
Colored People and the Atlanta Board of Educa- 
tion filed a compromise desegregation plan with 
the U.S. District Court for the Northern District 
of Georgia. If the Court approves, this com- 
promise will constitute the final desegregation 
plan for the Atlanta Public Schools under court 
cases of Calhoun v. Cook. However, the case will 
remain open for two reasons: (1) provisions of 
the settlement require monitoring of the school 
system's compliance with the terms of the com- 
promise for the next three years; and (2) certain 
aspects of the case were consolidated with the 
metropolitan school desegregation suit (Armour 
v. Nix), which requests a desegregation plan that 
will include all students in the nine metropolitan 
Atlanta area school systems. This case is still 
pending in the U.S. District Court in Atlanta, 
awaiting action by the U.S. Supreme Court in a 
similar case involving the metropolitan 
Richmond, Virginia schools. The compromise 
plan would increase the number of students in 
desegregated schools in Atlanta from 27,239 to 
38,718. Under this plan, approximately 59,000 
students, virtually all black, will remain in 
segregated schools. The plan would increase the 
number of desegregated schools in Atlanta from 
47 to 64. The other 83 schools in the system 
would be segregated black. (Author/JM) 
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This research is intended to be a factual analy- 

sis of desegregation data. Section | contains 

historical information on school desegregation in 

Metro Atlanta. Included are details of the various 

school desegregation suits as well as information 

ones Se extent of desegregation in the 

City of ta school system and the racial com- 


position of Metro-area school systems over the 
past twenty years. Section Il is an analysis of 
desegregation. in Metro Atlanta schools for the 
1972-73 school year. Included in this section are 
maps showing the location and court-designated 
racial status of all public elementary and secon- 
dary schools in Metro Atlanta. Summary tables 
give comparative data on enrollment, racial com- 
position, extent of desegregation, and student 
transportation for all of the school systems in 
Metro Atlanta. In Section Ill information on 
private school enrollment and racial composition 
is presented for Metro Atlanta. Comparisons to 
public school enrollment and information on fu- 
ture expansion potential of area private schools 
are also included. In the appendix of this report, 
an analysis of the two current desegregation plans 
(National Association for the Advancement of 
Colored People and the Atlanta School Board) 
for the Atlanta school system is presented. 
(Author/JM) 
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Summerized in this report are the developmen- 
tal tasks and accomplishments of Project SPACE. 
An experimental program in cooperative voca- 
tional education, SPACE was devised by EdCo, 
an educational collaborative of seven Boston area 
school systems, for the purpose of offering poten- 
tial dropouts in the vicinity an alternative form of 
education: going to school in an industrial setting. 
SPACE’S uniqueness lies in the fact that its 45 
students receive both academic instruction and 
work experience in an interrelated manner. In- 
struction in course content is given during the 
morning hours while work experience is an even- 
ing event. The teacher-pupil ratio and free at- 
mosphere prevalent in the environment allows for 
the special tutoring of slow students and the car- 
rying out of independent activities by other more 
advanced pupils. The involvement of teachers 
with students does not stop in the classroom but 
overlaps to the work arena. SPACE is not 
without problems; in fact it has many, some of 
which are: (1) finding other sources for expand- 
ing the project should tbe enrollment increase, 
and (2) finding support should the present aid be 
curtailed. (SN) 
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This publication contains the papers presented 
during a 4-day teacher education seminar. The 
papers are: (1) “Rationale for Career Education” 
by R.N. Evans and G. McClosky, (2) “The Con- 





text of Career Education” by K. Goldhammer, 
(3) “Career Education Tenets” by A. J. Miller, 
(4) “Employer-Based Career Education: The 
RBS Model” by L.M. Maguire and J.A. Connally, 
(5) “Potential Changes in Teacher Roles” by C. 
Dixon, (6) “Potential Changes in the Role of a 
Secondary Teacher” by O.L. Seaman, (7) “Possi- 
ble Changes in the Professional Role of a Coun- 
selor” by D D. Richins, (8) “Career Information 
System for the Comprehensive Career Education 
Model” by W.W. Adams, (9) “Occupational 
Career Clusters the Oregon Way” by M. 

tanen, (10) “Preservice P tion of Teachers 
for Career Education” by L.J. Keller, (11) “In- 
Service Preparation: Key to Career Education 
Delivery’ by H.N. Drier, Jr., (12) “Possible 
Changes in Teacher Preparation Programs” by D. 
G. Ator, (13) “Imperative Changes in Vocational 
and Technical Professional Development Pro- 
grams and Activities” by R.E. Lockette, (14) “- 
Possible Changes in Teacher Preparation Pro- 
grams” by H.L. Wardeberg, and (15) “Rewards 
of a Successful Career Education Program” by J. 
Smith. (SB) 
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The purpose of this paper is to aid curriculum 
specialists, state personnel, local supervisors, and 
wontons of industrial education in assessing the 
status of current instructional and curriculum 
materials developed for the study of manufactur- 
ing within an industrial arts curriculum. A litera- 
ture review was conducted by means of three 
computer searches of ERIC journals and other 
relevant indexes. “‘Manufacturing’’, as part of the 
industrial arts curriculum, has a commonality of 
content which may be presented to students 
through simulated learning activities in a variety 
of classroom and industrial settings. A model for 
program development was Loar my psa in order 

Fn meet the educational needs of people from 

nm through post doctorate levels for 

m materials on manufacturing, which are 

as an overview 
or junior high 
school level. This model is entitled “Common 

Body of Knowledge for Management Con- 

sultants”. A comprehensive educational delivery 

system for manufacturing curriculums should be 
further developed to present this common body 
of knowledge. (Author/AG) 
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vania 
To assess the merit of vocational education 
programs receiving federal funds, and to identify 


pe 





existing problems, the Department of Health, 
Education, and Welfare ordered the review of 
programs in four states: California, Michigan, 
Ohio, and Pennsylvania. Contained in this docu- 
ment are the findings, conclusions, and recom- 
mendations resulting from the investigation of 
high school vocational programs and some com- 
munity college programs in the selected states. 
Information obtained was reported under one of 
three headings: (1) Vocational Education Not 
Reaching All Who Need It, (2) Funds Targeted 
For the Disadvantaged Miss The Mark, and (3) 
Management Information Incomplete and Inaccu- 
rate. Data obtained revealed that the four states 
have set ambitious goals and have done con- 
siderable planning toward the achievement of 
these goals; however, attaining them will require 
time, hard work, cooperation, and more money. 
A review and three appendixes supplement the 
report. (SN) 
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A total of 135 state directors representing 53 
state vocational education units attended a 4-day 
seminar which focused on the foundations of the 
career education concept, systems for implement- 
ing programs, and conceptualizing the role of 
state vocational education divisions in bringing 
about the necessary changes. Some major presen- 
tations were: (1) “Current Status of Career Edu- 
cation in the States” by J. K. Coster, (2) ‘‘Adjust- 
ments Needed in State Agencies” by C. C. Shu- 
man, (3) “Personnel Needs for Career Educa- 
tion” by P. L. Schalles, (4) “Strategies for 
Facilitating Development of Post-Secondary Pro- 
grams” by L. Kunzman, (5) “Vocational Educa- 
tion in Career Education” A USOE View“ by M. 
Russo, (6) "Research in Progress on Career Edu- 
cation Models‘ by A. J. Miller, (7) Changing 
Roles and Functions in State Vocational Educa- 
tion Agencies“ by D. E. Koble, Jr., (8) “Informa- 
tion Needs of State Directors’ by J. D. Mc- 
Cracken, (9) "Areas That Need Research and 
Study“ by C. F. Lamar, and (10) Several papers 
dealing with designing programs for elementary, 
secondary, and post-secondary students by E. 
— E. Simpson, J. Olson, and P. Weatherly. 
(SB) 
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This project was intended to provide informa- 

tion which would assist in: (1) assessing the cor- 
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relation of state board achievement with job 
satisfaction, on-the-job performance, and length 
of retention in the field of practical nursing, (2) 
determining those faculty qualifications which are 
necessary to produce above-average achievement 
on the state board examination, (3) determining 
the percentage of socio-economically disad- 
vantaged practical nursing students who complete 
the minimum requirements for eligibility to sit for 
the state board examination, and (4) comparing 
selected personal and academic characteristics of 
graduate practical nurses. Data were gathered 
from practical nurses who graduated in the fall of 
1967, 101 instructors from 14 separate practical 
nursing schools, and from 405 students enrolled 
in 13 different schools. Job satisfaction scores 
were fairly equally distributed among the five 
classes of social groups and the greatest problem 
of LPN’s seemed to be that they felt there was a 
lack of recognition of their contribution. Results 
indicate that students taught by instructors who 
appear too full of their subject and are overly 
definite and forceful, achieve lower state board 
scores than would otherwise be the case. (GEB) 
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To determine whether change orientation was a 

measurable characteristic of vocational teachers, 
an instrument was developed consisting of eight 
attitude subscales designed to measure change 
orientations relating to: (1) reducing the number 
of under-prepared people entering the labor mar- 
ket, (2) meeting the needs of disadvantaged stu- 
dents, (3) preparing for employment at an earlier 
age, (4) cooperative education, (5) individualized 
instruction and behavioral objectives, (6) adult 
education, (7) team teaching and differentiated 
staffing, and (8) core vocational curriculum. The 
instrument plus a biographical data sheet and ver- 
sions of scales measuring internal-external control 
and dogmatic, conservative, and cosmopolitan 
points of view were sent to two groups of 125 
teachers each, in 38 states, representing “early 
adopters” and “laggards”. Analysis of data from 
78 percent of the “early adopters” and 69 per- 
cent of the “laggards” revealed that change 
orientation is a measurable characteristic of voca- 
tional teachers. The instrument holds promise for 
further research efforts to determine the utility of 
the change orientation concept. (Author/SB) 
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This federally funded pilot project, developed 
and implemented in five Maine high schools dur- 
ing the 1971 academic year, was intended to pro- 
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vide 100 girls in Grades 10 and 11 with an orien- 
tation to vocational fields that are predominantly 
occupied by men and to utilize tg oar 
student help, prepared by inservice training, to 
provide occupational guidance in areas usually 
restricted to men. As a state model for a career 
education program, this project involved prelimi- 
nary planning by school counselors and adminis- 
trators, the development and administration of a 
vocational interest survey to 900 girls in Grades 
10 and 11, selection of 20 girls from each high 
school for training as guidance aides, a 1-day 
seminar with women as resource speakers, pre- 
and post-testing of career knowledge, and an in- 
dependent final evaluation. The ten occupational 
areas selected from the results of the vocational 
interest survey were: (1) veterinarian, (2) com- 
munications, (3) counseling, (4) military, (5) 
recreation director, (6) bookkeeping and ac- 
counting, (7) computer programer, (8) police, 
(9) lawyer, and (10) forest service. Recommen- 
dations for demonstration projects along similar 
lines are presented. Program materials are in- 
cluded, such as articles and letters relating to 
Gees dissemination. This document is related to 
019 339, available in this issue. (AG) 
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his ener a conducted to assess the effec- 
tiveness of the second year of the Exemplary 
Comprehensive Occupational Orientation and 
Vocational am in the Tulsa, Oklahoma 
Public Schools. Data were obtained through a 
variety of student tests, teacher quarterly reports, 
interviews with administrators, and questionnaire 
responses. Findings obtained were: (1) At the 
elementary level, the special interest clubs pro- 
gram appears to have been successful, (2) Signifi- 
cant gains were made from pre- to post-test in re- 
gard to occupational awareness, (3) The hands- 
on experience program in the junior high curricu- 
lum proved to be effective, (4) Students enrolled 
in cluster courses at the tenth grade level 
progressed significantly, (5) The addition of 
counselors and a coordinator at each level 
seemed to have strengthened the operation of the 
program, and (6) Indications are that the pro- 
gram has prompted teachers to become more in- 
— in program planning and implementation 
tegies. Recommendations are _ included. 
(Author/SN) 
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Document Not Available from EDRS. 
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Development, * Vocational Education Teachers 
This study was designed to investigate: (1) the 
relationship” between teacher perceptions of dis- 





advantaged inner-city black youth, and various 
demographic variables, and (2) the effects of 
using a self-instructional module on teacher per- 
ceptions of the attitudes and values of these same 
disadvantaged youth. Results of an analysis of 
variance showed that preprofessional teacher per- 
ceptions were not related to the following demo- 
graphic variables; (1) sex, (2) vace, (3) 
socioeconomic background, (4) father’s educa- 
tional level, (5) size of childhood community, 
and (6) previous contact with black youth. How- 
ever, use of the self-instructional module caused 
a statistically significant difference in preprofes- 
sional teacher perceptions of the attitudes and 
values of inner-city black youth. Because teacher 
perceptions became more accurate with use of 
the self-instructional module, which presented 
positive attitudes and values of inner-city youth, 
the module is valuable for teacher development 
in preservice or inservice training. Developed by 
the investigator, the module included attitudes 
and values selected by means of a literature 
search. Pretests and post-tests of 203 preprofes- 
sional teachers enrolled in a required education 
course for vocational educators were utilized in 
the sample. (Author/AG) 
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To investigate work adjustment of vocational 
education teachers, a nation-wide study was con- 
ducted focusing on vocational needs, job satisfac- 
tion, and job success. The study involved 180 
secondary teachers from three vocational areas, 
business, home economics, and industrial educa- 
tion. A multistage sampling process was utilized 
to select participants. Findings and conclusions 
included: (1) Women teachers with more years in 
present teaching positions, and more years of ex- 
perience were basically in the high work adjust- 
ment group, (2) Scale values for vocational needs 
of teachers covered a greater range than did scale 
values in occupation reinforcer patterns, (3) Job 
satisfaction and job success cannot be conceived 
of as dimensions of work adjustment, but rather 
independent outcomes of the vocational adjust- 
ment process, and (4) Scores of this sample of 
teachers were negatively skewed in relation to job 
satisfaction, indicating that perhaps few people 
were really dissatisfied with their jobs. Tables, 
sample survey instruments, and a bibliography are 
appended. (SN) 
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in guidance programs. 
develop and implement “Project Women-In a 
Man’s World of Work” included: (1) preliminary 
program planning among school counselors, (2) a 
commitment from school counselors and adminis- 
trators, (3) the identification of program objec- 


tives, (4) developing an operational schedule for 
the project, (5) developing and administering a 
vocational interest survey, (6) inservice training 
as guidance aides for selected students, (7) 
developing resource lists, (8) a seminar with 
resource specialists, (9) an outside evaluation, 
and (10) dissemination activities. Ten tradi- 
tionally male-oriented career categories were 
selected as the focus for the project: (1) 
veterinarian, (2) communications, (3) counseling, 
(4) military, (5) recreation director, (6) book- 
keeping and accounting, (7) computer pro- 
gramer, (8) police, (9) lawyer, and (10) forest 
service. This document is related to VT 019 306, 
available in this issue. (AG) 
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Identifiers—Career Awareness, *Great Britain 
This directory contains basic occupational in- 
formation about 100 career ———- in busi- 
ness, industry, and the professions in Great 
Britain. Entry-level employment qualifications, 
brief job descriptions, salary ranges, employment 
projections, and resource addresses are provided 
for each career. Educational and training require- 
ments are detailed for the benefit of young peo- 
ple and guidance counselors. Developed by the 
Central Youth Employment Executive, this guide 
covers a wide range of careers, from banking to 
overseas employment. An index is included, as 
well as suggestions on finding career guidance 
materials. (AG) 
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Guidance, Resource Materials, 
Development 
Identifiers—Career Awareness, Maine 
This instructional guide for integrated career 
education activities at the elementary level in- 
cludes a rationale for career development, vari- 
ae models for career development, sample les- 
ans, information on leisure activities as re- 
to career development, and a summary of 
pose Bad suggestions for career education pro- 
grams. This document was developed at a teacher 
workshop by its supervisor, an associate professor 
of education. Intended for guidelines for teachers 
and guidance counselors, instructional out- 
lines will also prove useful for local education 
agencies and teacher training institutions. These 
federally funded materials, focusing on language 
arts communication skills, present extensive sam- 
ple lesson plans, each with general and specific 
behavioral objectives, learning activities, and 
evaluation procedures. Included are extensive ap- 
on resource ideas and materials and a 
bliography. (AG) 
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Identifiers— *New Careers, Saskatchewan, 
Socanic 
This core curriculum covers training in basic 
skills that is needed for entry level paraprofes- 
sional employment in social institutions. Intended 
as a New Careers approach in Saskatchewan, the 
term “Socanic” was invented as an occupational 
title for paraprofessionals working as aides in a 
wide variety of social service occupations. Five 
skill clusters are included: (1) communication 
processes, (2) clerical, (3) human relations, (4) 
human growth and development, and (5) per- 
sonal. Lesson plans focus on the following 
specific areas: (1) speaking skills, (2) writing 
skills, (3) listening skills, (4) case studies, (5) in- 
terpersonal skills, (6) leadership skills, (7) inter- 
viewing skills, and (8) Socanic relationships. This 
manual includes suggested teaching procedures, 
transparencies, behavioral objectives, and 
resource materials. Outlined are eight Socanic job 
descriptions. Time allotments, a list of skills, 
learning activities, and instructional notes are 
provided. A wide range of teaching techniques 
are utilized, such as demonstrations, games, the 
roy audiovisual aids, and group discussions. 
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This volume contains reactions to the career 

education concept as proposed by the U.S. Office 
of Education from a panel of 23 educators, prac- 
titioners, businessmen, and students representing 
such disciplines as anthropology, law, political 
science, sociology, mathematics, vocational edu- 
cation, psychology, philosophy, and counseling. 
The Foreword is written by Sidney P. Marland, 
Jr. Section 1, Laying a Foundation, contains es- 
says dealing with cultural aspects of career edu- 
cation, philosophy, improvement of guidance ser- 
vices, and provision of career education opportu- 
nities for women. Section 2, Building a 
Framework, contains essays concerned with who 
shall teach career education, career development, 
dropout prevention, curriculum development, 
manpower programs, and the role of community 
and four-year colleges. Section 3, Satisfying the 
Consumers’ Needs, contains essays dealing with 
problems faced by high school graduates, the 
commitment of education to society, career edu- 
cation needs of black students, utilizing commu- 
nity resources, and designing career education 
programs to meet the needs of consumers. Sec- 
tion 4, rage | the System, includes essays 
concerned Sea came of work, need for 
competency- credentialism, accountability 
and humanism, eliminating barriers separating vo- 
cational education from academic subjects, and 
research needs. (SB) 
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Research findings often fail to reach key deci- 

sion-makers either in the proper form or in time 
to assist in decision-making. Also, little is known 
about major problems for which local directors 
need information, methods of seeking information 
used by these decision-makers, information nor- 
mally used, or the criteria employed in selecting 
information. The of this study was to 
identify the critical problems of local administra- 
tors of vocational education and the information 
sources they utilize. Data were collected from 
certain local administrators, selected by a 
stratified random sampling technique, through the 
use of telephone interviews and a mail question- 
naire. Major conclusions include: (1) Local ad- 
ministrators generally perceived little need for in- 
formation for use in problem resolution, (2) Most 
decision-making was in the absence of an infor- 
mation search, (3) Respondents desired ex- 
perienced people as their major information 
source, and (4) The major criteria for utilization 
of print materials were the familiarity or degree 
of experience of the administrator with the 
materials, and the content quality. (GEB) 
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The primary objective of this statewide evalua- 
tion is to discern weaknesses in Florida’s State 
Plan for the administration of vocational educa- 
tion. If the Florida State Plan is to become more 
than a seldom-read document prepared solely in 
compliance with federal funding regulations, 
overall priorities, procedures, and goals for state- 
wide vocational program implementation must be 
identified. Technical legal deficiencies and areas 
of ambiguity in the administrative provisions 
should be corrected. The whole plan should be 
reviewed and revised in order to increase its 
value in statewide planning for vocational educa- 
tion. Specifically, target populations needing vo- 
cational education should be accurately 
identified, the labor supply and demand data 
should be expanded, and all program goals and 
objectives clearly set forth. Long and rt-term 
Priorities for each goal and objective must be 
specified, data reliability and validity should be 
assessed, and program plans consistent with the 
data should be drawn up. Appropriate emphases 
in program development, identifying specific 
manpower needs and locations, must be noted in 
the state guidelines. This document is related to 
four others, available as VT 019 461-VT 019 464 
in this issue. (AG) 
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Identifiers— * Florida State Plan 
This statewide study achieved the following ob- 
jectives: (1) It developed a methodology for con- 
ducting a benefit-cost analysis of vocational edu- 
cation programs in Florida; (2) It examined, com- 
pared, and analyzed public and private costs and 
benefits of four Florida vocational programs, (3) 
It compared public and private benefits and costs 
for students enrolled in day high school with stu- 
dents not enrolled in day high school, and (4) It 
yielded mathematical formulas that resulted in 
the development of a model for predicting public 
and private economic returns of vocational pro- 
grams. Current program cost data were incor- 
porated with data collected by means of student 
followup questionnaires. Positive and significant 
rates of return were realized from public and stu- 
dent investment in each of the four selected vo- 
cational programs, with investments being 
recouped in less than two years. Of the four pro- 
grams, only the air conditioning program showed 
Statistically significant differences in rates of 
return on investments. Vocational students had 
higher rates of return than regular secondary stu- 
dents, although vocational student costs were 
greater. The methodology and the benefit-cost 
planning model proved effective and could prove 
useful in allocating resources to maximize public 
and student benefits. Development of vocational 
programs in Florida, especially in air coadition- 
ing, is recommended. This document is related to 
four others, available in this issue as VT 019 460, 
and VT 019 462-VT 019 464. (AG) 
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The purpose of this report is to examine the 

role of vocational education in Florida in provid- 

ing services for the handicapped. Included are 
descriptions of vocational education policies for 
these services, the target populations, their spe- 
cial training needs, successful vocational educa- 
tion programs for the handicapped, and the role 
in rehabilitation that is played by community 
agencies. The three problems most often men- 
tioned by vocational educators were: (1) Fears of 
vocational education teachers about integrating 
the handicapped into regular vocational classes, 
(2) The lack of joint planning among agencies, 
and (3) The hesitancy of school personnel to ac- 
cept new ams. Since the present services are 
not adequately meeting the needs of the han- 
dicapped in Florida, increased efforts by local 
agencies are required. State consultants in voca- 
tional education should be utilized. The following 
needs should be met: (1) work evaluation centers 
and personnel development for vocational educa- 
tion, (2) local surveys of job opportunities for the 
handicapped, (3) inservice training relating to the 
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handicapped, (4) better coordination of services, 
(5) continued research and evaluation, (6) addi- 
tional consideration of the emotionally disturbed 
and the socially maladjusted, and (7) the effect- 
ing of community acceptance of the handicapped. 
This document is related to four others, available 
as VT 019 460, VT 019 461, VT 019 463, and 
VT 019 464 in this issue. (AG) 
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The purpose of this report is to examine the 

expectations and satisfactions of students at the 

secondary and post-secondary levels in traditional 
public schools, vocational centers, and in a com- 
munity college. Differences in expectations and 
satisfactions are noted among and within these 
groups: (1) students enrolled at different schools, 
(2) parents of these groups of students, and (3) 
parents and students. Questionnaires for parents 
and students were used to gather data, which 
were analyzed by percentages and presented by 
means of tables. The most limiting factor in the 
study was restriction of the number of participat- 
ing schools to ten. A consensus was revealed 
among parents and students concerning 16 broad 
educational goals and the importance of voca- 
tional programs. Vocational goals mattered more 
to vocational students and their parents. Satisfac- 
tion with the schools’ performances varied wide- 
ly, with the vocational and junior high school stu- 
dents and their parents being generally more 
satisfied than their counterparts in the traditional 
high school. Improved vocational guidance, physi- 
cal facilities, and classroom activities are needed 
at the high school level to provide adequate pro- 
grams. This document is related to four others, 
available as VT 019 460-VT 019 462 and VT 
019 464. (AG) 
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A general model for a management information 

system for vocational and technical education is 

presented for statewide planning purposes. This 
enrollment system was designed by the vocational 
division of the Florida State Department of Edu- 
cation to implement the recommendations of the 
state advisory council for vocational education. 

Included are these six components: (1) student 

data, (2) instructor data, (3) program course 

data, (4) space facility utilization, (5) student 
placement and followup, and (6) fiscal data. Dur- 
ing the 1971 fiscal year, a large number of area 
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vocational centers implementing these 
subsystems. In order to improve the system, voca- 
tional educators at all levels and leaders in indus- 
try must be involved. Full state funding is needed 
for a long-range commitment, and detailed plans 
at all levels must be developed. In order to pro- 
vide relevant information for decision-making in 
vocational and adult education, a revised enroll- 
ment system should be aligned with public and 
private employment services, together with 
subsystems in ind . This document is related 
to four others, avai in this issue as VT 019 
460-VT 019 463. (AG) 
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jucation. 
Ohio State Univ., Columbus. Center for Voca- 
tional and Technical Education. 
Pub Date 73 
Note—7p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Cooperative Education, ‘*Job 
Training, Pamphlets, Program Planning, *Voca- 
tional Education, *Work Experience Programs 
This pamphlet was designed to provide voca- 
tional educators, administrators, and other in- 
dividuals interested in developing and/or imple- 
menting cooperative vocational programs with in- 
formation on the subject. Answered are these 
questions: (1) What evidence is there that 
cooperative vocational education is necessary or 
that it is better than other methods of instruction, 
(2) How does cooperative vocational education 
differ from other work-experience programs, (3) 
What are the characteristics of a good coopera- 
tive vocational education program, (4) What is 
related instruction in a cooperative vocational 
education program, (5) Where can instructional 
materials for cooperative vocational education be 
obtained, (6) What qualifications must a success- 
ful teacher-coordinator possess, (7) What are the 
characteristics of a suitable job training station, 
and (8) What are some problems that can be an- 
ticipated in developing and operating a coopera- 
tive vocational education program. Publications 
containing more extensive information on the 
subject are cited. (SN) 
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Miller, David H. Berry, Suzanne 
Disadvantaged Youth: Answers to Questions on 

Vocational and Technical Education. 
Ohio State Univ., Columbus. Center for Voca- 

tional and Technical Education. 
Pub Date 72 
Note—6p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Disadvantaged Youth, 

tional Programs, Pamphlets, 

ministration, rdi 

ey ne ss 

apes tr vor itself to the subject of 

" rol vocational education for disad- 
vantaged youth. Answers are discussed for the 
following questions and issues: (1) why —., 
ry vocational education programs shou 
developed for disadvantaged youth, (2) the sae 
of the residential school in the education of dis- 
advantaged youth, (3) i 
tion programs available for disadvan’ 
(4) administrative procedures requi 
menting exemplary vocational programs for dis- 
advantaged youth, (5) teaching methods which 
have been found to be effective when working 
with disadvantaged youth, (6) characteristics 
which teachers of the disadvantaged should pos- 
sess, and (7) identifying characteristics peculiar 
to disadvantaged youth. Citation is made of other 
documents from which the answers have been ob- 
tained. (SN) 
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McCracken, J. David Harris, Robert B. 

Management Systems: Answers to Questions on 
Vocational and Technical Education. 

Ohio State Univ., Columbus. Center for Voca- 
tional and Technical Education. 

Pub Date 72 

Note—7p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Coordination, Decision 
*Management grees Pamphlets, - ® 
Administration, Program Design, 
naires, *Systems Development, “Vocational 
Education 
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Making, 
Fragen 


An explanation of management systems being 
utilized in vocational education, this pamphlet is 
designed for vocational educators, administrative 
personnel, project directors, and other individuals 
interested in this aspect of program development. 
Answered are these questions: ari) Whet are cians 
systems and techniques that may be adapted for 
use in managing vocational education, (2) How 
may benefit-cost and cost-effectiveness 
be used in evaluating vocational education pro- 
grams, (3) What are some considerations in 
utilizing systems analysis, (4) What is the role of 
manpower forecasting in vocational educational 
planning, (5) What are desirable components in a 
manpower forecasting model, and (6) What is the 
difference between policy planning and work 
planning. The names and addresses of publishers 
from which the information included was ob- 
tained are listed. (SN) 
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Davis-Monthan Air Force Base Summer Youth 
Program, 1972. 

Strategic Air Command (Air Force), Davis- 
Monthan AFB, Ariz. Combat Support Group 
(803d). 

Spons Agency—Arizona State Dept. of Voca- 
tional Education, Phoenix.; Neighborhood 
Youth Corps (DOL), Washington, D.C.; Tuc- 
son Elementary School District 1, Ariz. 

Pub Date 72 

Note—S6p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Armed Forces, *Career Education, 
Coordinators, *Disadvantaged Youth, Federal 
Programs, Occupational Guidance, *Program 
Descriptions, Program Evaluation, Resource 
Materials, *Summer Programs, Teaching 
Techniques, Vocational Development, Voca- 
tional Education, Work Experience 
*Youth Employment, Youth Programs 

Identifiers—*Davis Monthan Air Force Base, 
Neighborhood Youth Corps 
The 1972 Summer Youth Employment Pro- 

gram, sponsored by Davis-Monthan Air Force 

Base in Arizona, included 596 youngsters, of 

whom 377 belonged to the Neighborhood Youth 

Corps, 130 more were economically disad- 

vantaged, and 48 were American Indian students 

employed by the base. A wide range of govern- 
ment, industrial, and educational institutions sup- 
ported this vocational development program by 
providing funds, practicum counselors and voca- 
tional counselors, school buses, and other ser- 


vices. The work experience proved highly suc- 


techniques as resource speakers, peer tutoring, a 
refresher course in typing, and drug education in- 
struction. Special-education students were in- 
cluded in this program, which was evaluated by 
means of questionnaires for supervisors. Various 
program forms are appended. (AG) 
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Bureau of Labor Statistics (DOL), Boston, Mass. 
New England Office. 
Report No—Regional-R-73-1 








in New England, 24,000 were in the region's fac- 
tories and 43,000 in nonmanufacturing work. 
(Author/AG) 
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Report. 
= A and M Univ., College Station. Coll. of 


eeu Rees 
Dept. of 


tion. 
Pub Date 31 Jan 73 
Note—85p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Counselor Attitudes, *Counselor 
Characteristics, *Counselor Evaluation, Coun- 
selor Performance, Educational Background, 
Family B: , Individual Characteristics, 
*Secondary hool Counselors, Teaching Ex- 
fae rience, *Vocational Counseling, * Vocational 
lucation Teachers, Work Experience 
This study was conducted to determine: (1) if 
there were a significant difference in the effec- 
tiveness of vocational as compared 
with regular counselors and vocational teachers 
in an on-the-job guidance task, and (2) the rela- 
tionship of counselor background characteristics 
to effectiveness ratings of the counselors. In each 
of the 25 cooperating school districts, 10 
sophomore students were selected at random, ad- 
ministered the Ohio Vocational! Interest Survey, 
and assigned to a vocational counselor, regular 
counselor, or vocational teacher who conducted a 
one-hour session with each student, di ing in- 
dividual test results and career planning. Follow- 
interview, students completed the Coun- 
sales Evaluation Inventory (CEI), which served 


—Texas Education see, Austin. 
upational and Technical Educa- 


data were collected from each counselor prior to 
the counseling interviews. No significant dif- 
ferences were found among the three groups of 
counselors when counselor-effectiveness data 
were analyzed by a one-way analysis of variance- 
blocked test. Correlational analysis of CEI scores 
and background data revealed 11 background 
significantly characteristic variables that were 
= atly correlated with counselor effective- 
Significant correlations were ob- 
tained i in —_ of pone information, — 
experience, teaching ground, and person 
athtudes. (SB) 
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The Curriculum Development Project for ge 
Medical Laboratory Technology Program at 
cn Junior College, Miami, Florida. 
Miami-Dade Junior Coll., Fla. Div. of Allied 

Health Studies. 
No—CPN-7-69 
Pub Date 13 Apr 71 
Note—77p. 
+ change HC-$3.29 
— * Associate Community 


Degrees, 
"Coen  ®Curriculum Development, *Health 
ms Education, Junior Colleges, 
Assistants, —r 
Education, Pro- 


During Phase I of an Allied Health 
Basic Improvement Grant, a five-member com- 
mittee dev curriculum for a medical 


orate echo 


which differentiate a certi 
from a medical 

lating expected 

assistants into a suggested format for presentation 
portion an ssc degree program, (4 sugges 


report are: (1) suggested 
program (70 weeks), (2) proposals for eight new 


block courses covering such topics as clinical he- 
matology, instrumentation, clinical chemistry, 
clinical microbiology, and clinical practicum, and 
(3) a suggested format for evaluating the pro- 
gram, which vides for input from faculty, 
Clinical supervisors, students, employers, and the 
community. (SB) 
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Reeves, M., Ed. 
Education and Training. Annual 
of Selected 
United Nations Food and Agriculture Organiza- 
tion, Rome (Italy). 
Re No—ESR-MISC-71-19 
Pub Date 71 
Note—77p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Agricultural Education, *Annual 
Reports, *Developing Nations, Foreign Coun- 
tries, Inservice Teacher Education, *Manpower 
Development, *Rural Development, Subprofes- 
sionals, Teacher Education, Vocational 
Agriculture 
This annual review is intended as a means for 
disseminating information and views on agricul- 
tural education and training, and related subjects 
to the United Nations, Food and Agriculture Or- 
ganization (FAO) Member Governments, FAO 
National Committees, national and international 
experts and institutions. Topics include: (1) “- 
Training Teachers of Agriculture” by J. A. 
Sutherland, (2) “Refresher Training of Teachers” 
by J. P. Chavan, (3) “Vocational Af rai” by 
Training at Navuso Agricultural — Fiji” 
G. N. Bamford, (4) “Practical Work in sue, 
Professional Courses in Agriculture” by G. Dick, 
(5) “The Relation of a School of Aadedies to 
the University” _ E. Ensenat, (6) “Teaching 
Agriculture in hools: An Example from 
Malawi” by I. S. MacDonald, (7) “Training on 
and Improvement in the Near 
‘ooperative Effort” by A. Hafiz, 
in Fishery Education and 
Training” by Y. 02 (9) Training for Dairy 
Teachers” wy Marsden, (10) “Agricultural 
Education and ‘training in the USSR” by B. J. 
— B See “Tanzania Faces the Challenge of 
Change as it Trains Women for Rural 
sae by L. A. Marin and J. S. Ritchie, 
(12) “ siaiaie Vs Control of the Desert Locust”’ 
by G. Singh, and (13) “The Hydrology Training 
Institute (Epwapda) Bhagyakul, East Pakistan” 
by L. H. Young. (SB) 
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Crowley, Joan E. And Others 

Facts and Fiction About the American Working 
Woman. 

Michigan Univ., Ann Arbor. Inst. for Social 
Research. 

Spons Agency—Employment Standards Adminis- 
tration (DOL), Washington, D.C. 

Pub Date Jan 73 

Note—2 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Cultural Images, Employment 
Statistics, Individual Development, *National 
Surveys, *Sex Differences, Sex Discrimination, 
Socialization, ‘Stereotypes, Tables (Data), 
*Work Attitudes, *Working Women 

Identifiers— * Americans 
A national survey of personal interviews with 

539 working women and 993 working men, was 

intended to test the reliability of the following 

about American women who work: 


and girls explain many of the seeming sex 
Yin work attitudes, and that women 


Document Resumes 129 


portance of job characteristics to working men 
and women. A related finding was that the 
average underpayment to women was $3,458 an- 
nually as compared with equally qualified male 
workers. (AG) 
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by og; ae. Training Program for Distributive Educa- 


Houston Univ., Tex. Dept. of Business Technolo- 


gy. 
Spons 4 ila Education Agency, Austin. 
Pub Date 72 
Note—63p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Curriculum Design, *Distributive 
Education,. *Distributive Education Teachers, 
Interdisciplinary Approach, Learning Laborato- 
ries, Models, *Program Development, Program 
Evaluation, Planning, Resource 
Materials, Teacher Certification, *Teacher 
Education Curriculum, Teacher Qualifications, 
*Undergraduate Study 
Identifiers—*Texas 
The purpose of this 3-month research project 
was to develop, evaluate, and implement a dis- 
tributive education program of instruction leading 
to a Bachelor of Science in Technology degree at 
the University of Houston. Intended for use also 
as a statewide model, this interdisciplinary cur- 
riculum utilized extensively in its development 
research studies by a teacher educator from Vir- 
ginia, Professor Lucy C. Crawford. Teacher com- 
petencies were identified, as well as a set of con- 
cepts and generalizations for various subjects in 
distributive education. Tentative program ap- 
proval was given early in 1972 by the Texas Edu- 
cation Agency, permitting the university to offer 
two summer courses for teacher certification in 
distributive education. A model classroom-labora- 
tory was designed, and an evaluation by con- 
sultants was carried out. Detailed curriculum 
descriptions are provided. (AG) 
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Meir, Elchanan Israel 
Structural Elaboration of Roe’s Classification of 


Program for Scientific Translation, 


rusalem. 
rt No—IPST-10448 


Op. 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors— Adolescents, *Classification, Cluster 
Grouping, Correlation, Foreign Countries, 
Males, Occupational Clusters, *Occupational 
Guidance, *Occupations, * Vocational Counsel- 
ing, Vocational Development, *Vocational In- 
te 


rests 

Identifiers—* Israel 

To find a method for making better use of vo- 
cational interests in occupational guidance, Roe’s 
occupational classification system was tested. A 
search was made to determine whether this 
system would yield a contiguity structure of occu- 
rene. by interests, showing the relationships 

tween interests in different types of occupa- 
tions. Three samples, consisting of 1,114 Israeli 
boys aged 13-14, were given one of three interest 
questionnaires, each containing abcut 100 names 
of occupations. In each sample of test subjects, 
Pearson correlations between gro of occupa- 
tions belonging to the same level held were ob- 
tained and then tested to determine whether they 
were consistent with Roe’s theory (i.e. existence 
of a graded order of levels in each field and a cir- 
cular, single-deviational structure of fields in cosh 
level) or some other pattern useful for occu 
tional guidance. Some results were: (1) A 
order pce levels of Ar org — found in Ser- 


= —— —_ 
——— Beanery Counk rts an 
Seceealeetiae fields, (2) Service, Organization 
Business, Technology, and Outdoor yee were 
arranged in a simplex structure, (3) Business, 
Service, General Cultural, and Science fields 
comprised another simplex structure, and (4) The 
Arts and Entertainment field could not be incor- 
in either structure, while Business and 
rvice fields appeared in both. (SB) 
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Beck, James R., , 

Conference at Community Dialog in 
Career Education Part I (San Jose, California, 
July 14, 1972). 

California State Univ., San Jose. 
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Pub Date 14 Jul 72 

Note—64p. 

Available from—Spartan Bookstore, California 
State University, San Jose, California 95192 
($1.00 plus tax) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Career Education, *Conference 
Reports, *Curriculum Development, Educa- 
tional Problems, *Models, Relevance (Educa- 
tion), School Industry Relationship 

Identifiers— *California 
A total of 250 educators and representatives 

from business, industry, and civic organizations 

attended the first of a series of dialogs on career 
education. This 1-day conference was devoted to 
identifying questions and generating suggestions 
and ideas regarding career education. Major 
presentations were: (1) “Career Education-- 

Problems and Promises” by R. Harris, (2) 

“School-Based Career Education” by R. Sam- 

ieri, (3) “Employer-Based Career Education” by 

. Peterson, (4) “A Search for Relevancy-- 

California Plans for Career Education” by P. 
Peters, and (5) “Industry’s Commitment to Edu- 
cation--Investment in the Future” by C. Horne. In 
addition to presentations, participants were di- 
vided into 25 discussions groups, which were to 
formulate a definition of career education, identi- 
fy needed curriculum changes, suggest future 
directions for conferences, cite examples of 
career education in practice, and identify ap- 
propriate implementation strategies. Texts of the 
major presentations, discussion group responses 
regarding a definition for career education and 
needed curriculum changes, and a final summa- 
tion of the conference are included in this publi- 
cation. (SB) 
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Guidelines for the Establishment of Career Infor- 
mation Centers. 
Alameda County School Dept., Hayward, Calif. 
Pub Date 72 
Note—62p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Advisory Committees, Budgeting, 
*Career Education, Educational Facilities, 
*Educational Planning, Evaluation Techniques, 
*Guidelines, *Information Centers, *Occupa- 
tional Guidance, Personnel Needs, Photo- 
graphs, Resource Materials, Vocational 
Development 
Identifiers— *Career Awareness 
These guidelines contain suggestions for the 
planning anc development of a career informa- 
tion center, specifically relating to staffing, 
budgeting, resource utilization, ordering supplies 
and equipment, and evaluation procedures. 
Several photographs illustrate the text, which was 
developed by a task force of vocational coun- 
selors and coordinators at the high school level. 
Extensive resource materials, focusing on career 
education and manpower development, are ap- 
pended. This document is 3-hole punched for 
easy insertion or removal of pages. (AG) 
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Ziel, Henry R. 
Man, Science, Technology: An Educational Pro- 


gram. 
Pub Date 71 
Note—228p. 


Available from—I.D.B. Press, 10615-109th 
Street, Edmonton, Alberta, Canada ($6.95 plus 


$.50 ow 

EDRS Price MF-$0.65 HC Not Available from 
EDRS. 

Descriptors— Bibliographies, Comprehensive Pro- 
grams, *Educational Innovation, *Educational 
Methods, *Educational Programs, Goal Orien- 
tation, Industrial Arts, Industrial Education, 
Occupational Clusters, *Program Descriptions, 
Science Laboratories, Secondary Education, 
Systems Approach, *Technology, Visual Aids, 
Vocational Development 
This proposed secondary educational program, 

detailed in eight chapters well illustrated with 
photographs and working diagrams, is intended to 
enable people to understand science and 
technology in order to make more intelligent 
decisions regarding their use, rather than allowin 

them to dominate man. Written by a professor o' 

education, this hensive prog for all 

ranges of learners utilizes the product matrix, the 
systems approach, the critical incident evaluation 
of the student's performance, and PERT applica- 
tion to program evaluation. The educational 
processes under consideration include: (1) 





authority, (2) decision making, (3) communica- 
tions, and (4) organization, intended to reinforce 
academic disciplines, provide a synthesizing edu- 
cational environment, interpret productive 
society, and provide exploratory activities in 
career Scmamteee’ Laboratory methods focus 
on the technologies involved in the occupational 
clusters relating to machines, materials, tools, and 
oor memes A detailed program rationale and a 
ibliography are provided. (AG) 
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Wolfbein, Seymour L. Goldstein, Harold 
Our World of Work. Guidance Series Booklets. 
Science Research Associates, Inc., Chicago, Ill. 
Pub Date 70 
Note—46p. 
Available from—Science Research Associates, 
Inc., 259 E. Erie Street, my Tyra 60611 
Document Not Available from E 
Descriptors—*Career Planning, Change Agents, 
Decision Making, Guidance Counseling, Occu- 
pational Guidance, *Occupational Information, 
Occupations, Population Trends, *Teenagers, 
*Vocational Counseling 
This is one of a series of guidance booklets 
containing information designed to _ teenagers 
understand and solve personal p s, get 
along successfully with others, and make realistic 
educational and vocational plans. This booklet 
focuses on the effect of changes in American 
society on the world of work. Topics discussed 
include: (1) changes in population size, kinds of 
people making up the population, and population 
shifts, (2) changes in production of goods and 
services, (3) types of industries and activities 
making up the world of work at the present time 
and some of their trends, and (4) major kinds of 
occupations such as professional and technical, 
craftsmen, and service. Some conclusions reached 
from this examination of the world of work are: 
(1) The world of work is constantly changing, (2) 
Certain kinds of jobs grow faster others, (3) 
Education is becoming increasingly important for 
more and more occupations, and (4) Jobs are 
becoming more specialized. Sources of additional 
information are included. (SB) 
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Michigan Univ., Ann Arbor. Inst. of Labor and 
Industrial Relations.; National Manpower Pol- 
icy Task Force, Washington, D.C. 

Spons Agency—Manpower Administration 
(DOL), Washington, D.C. Office of Manpower 
Research. 

Pub Date 70 

Note—87p. 

Available from—lInstitute of Labor and Industrial 
Relations, P.O. Box B-1, Ann Arbor, Michigan 
48106 ($2.50) 

Document Not Available from EDRS. 

Descriptors—*Adjustment Problems, ‘*Labor 
Force, Research, *Rural Population, Rural 
Urban Differences, *Urban Environment, Ur- 
banization, *Vocational Adjustment 
This document is a compilation resulting from 

studies of how well the rural labor force has ad- 

justed to the urban setting. Topics presented in- 
clude: (1) Concepts, Definitions, and Magnitude, 

(2) The Basic Expellant: Agricultural Technologi- 

cal Advance, (3) Opportunities and Uncertainties 

in the Economic Environment for Off-Farm 

Migrants, (4) Attributes and Influences in Mobili- 

ty, (5) Differential Mobility by Ethnic Groups 

and Regions, (6) Attributes and Influences in As- 
meey and (7) Future nero yen 4 to 

Rural-Urban Migration: Identifyi ignificant 

Areas of Inquiry. Tauthor/SN) ‘tinal 
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Mietus, Walter S. Stilling, Chris 
The Maryland Career Development Project--Phase 


t. of Education, Baltimore. 
; i -Technical Education. 

Spons Agency—Bureau of Adult, Vocational , 
and echnical Education (DHEW/OE), 
Washington, D.C. 

Bureau No—0-361-0021 

Pub Date Aug 71 

Contract—OEC-0-70-5 186( 361) 

Note—117p. 

EDRS Price MF-$0.65 HC-$6.58 


Descriptors—Action Programs (Community), 
*Career Education, *Developmental Programs, 
Educational Innovation, Educational Objec- 
tives, Educational Strategies, Elementary 
Grades, *Formative Evaluation, Goal Orienta- 
tion, Program Descriptions, Program Develop- 
ment, Program Planning, Secondary Grades, 
*State rams, *Vocational Development, 
Vocational Education 

Identifiers—*Maryland 
This first phase of an exemplary career 

development project in Maryland included the 
following seven action programs, each with 
general and specific goals and objectives: (1) a 
team approach at selected junior high schools in- 
volving counselors, home economics, and indus- 
trial arts teachers, (2) use of a full-time resource 
consultant in five elementary schools, (3) 
development of a computerized job placement in- 
formation system, intended especially for senior 
high students, (4) a cooperative work experience 
program for 21 potential dropouts between the 
ages of 14 and 16, (5) planning and implement- 
ing a statewide instructional television series, (6) 
developing a notebook with career education 
ideas for educators, and (7) information dis- 
semination. This first annual report was written 
by a third-party evaluation team. This formative 
evaluation included extensive program descrip- 
tions, program forms, and recommendations. The 
overall project goals, which included the develop- 
ment of self-awareness, career awareness, deci- 
sion-making skills, and career transition abilities, 
are su lly being accomplished. (AG) 
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Texas Univ., Austin. Div. of Extension. 

Pub Date Feb 72 

Note—167p. 

Available from—lInstructional Materials Services, 
Division of Extension, The University of Texas 
at Austin, Austin, Texas 78712 (Manual $6.00; 
Answer Book $2.00) 

Document Not Available from EDRS. 

Descriptors—Answer Keys, *Distributive Educa- 
tion, Instructional Materials, *Job Skills, 
*Manuals, Recaro ae Secondary Educa- 
tion, Salesmanship, ondary Grades, Text- 
books, *Wholesaling 
This document containing assignments on 16 

varied topics, with objectives, content informa- 

tion, and a separate answer book was designed to 
be used by secondary or post-secondary distribu- 
tive education students and by wholesale distribu- 
tors for use as training guides for employees. 

Topics discussed include: (1) thinking about 

selling today, (2) human behavior in selling, (3) 

qualifications needed for selling, (4) human-cen- 

tered selling, (5) the wholesale customer, (6) 

motivating the buyer of wholesale products, (7) 

using merchandising knowledge, (8) developing a 

sales plan, (9) putting behavioral science to use, 

(10) applying sales techniques, (11) the outside 

and inside industrial salesman, and (12) the 

wholesale route salesman. (SN) 
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Luter, Robert R. 

Wholesale Management, a Distributive Education 
Manual and Answer Book. 

Texas Univ., Austin. Div. of Extension. 

Pub Date Jul 71 

Note—154p. 

Available from—Instructional Materials Services, 
Division of Extension, The University of Texas 
at Austin, Austin, Texas 78712 (Manual $6.00; 
Answer Book $2.00) 

Document Not Available from EDRS. 

Descriptors—Answer Keys, Bibliographies, *Dis- 
tributive Education, Individualized Instruction, 
Instructional Innovation, Job Skills, *Manage- 
ment Development, *Management Education, 
*Manuals, Money Management, Secondary 
Grades, Student Projects, Textbook Assign- 
ments, Vocational Development, *W i 
Intended for introductory instruction in 

wholesale management for distributive education 

students at the high school level, this manual, 

together with a separate answer key for the 15 

assignments, contains detailed questions to 


material also includes behavioral objectives and a 





bibliography. Various visual aids illustrate the 
text, which is 3-hole punched for easy insertion 
or removal of pages. Covering subjects ranging 
from financial management to marketing, this 
document presents a rationale and instructional 
guidelines for the management trainee. (AG) 
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Jordan, Georgia S. Dunn, Florence 

Supervised Study Guide for Physical Therapy 
Aide (079.378). Texas Trade and Industrial 
Education Series. 


Texas Education Agency, Austin. Dept. of Health 
Occupations Education.; Texas Univ., Austin. 
Div. of Extension. 

Pub Date Aug 71 

Note—177p. 

Available from—Instructional Materials, Division 
of Extension, The University of Texas, Austin, 
Texas 78712 (Study Guide and Unit Tests 
$8.50; Answer Book $4.00) 

Document Not Available from EDRS. 

Descriptors—Answer Keys, Bibliographies, 
Cooperative Education, Goal Orientation, Ob- 
jective Tests, *Physical Therapy Aides, 
Resource Materials, Secondary Grades, Student 
Records, ‘*Study Guides, *Supervision, 
*Technical Education, Textbook Assignments, 
*Trade and Industrial Education 
This study guide for the physical therapy aide, 

as one of a series designed to present related 

technical instruction to students in trade and in- 
dustrial education, is intended for use under the 
direct supervision of a vocational instructor or in- 
structor-coordinator. Developed by a materials 
specialist, this document contains a separate 
answer book, student record sheets for coopera- 
tive work — and classroom progress, in- 
formation ts, assignment sheets, and a 
bibliography. Unit tests are provided separately, 
with sentences for completion, multiple-choice 
items, true-false statements, and short-answer 
questions for discussion. Each assignment sheet 
includes a resource list, questions to be answered, 
basic information, goals, and the subject area. 

Teaching suggestions precede nine instructional 

units peace | a wide range of topics, from cleri- 

cal duties to human physiology. This document is 

5-hole nched for ease in insertion into a 

note! . (AG) 
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Robertson, Jack E. 

A Distributive Education Curriculum Guide for 
High School in Texas. 

Texas Univ., Austin. Div. of Extension. 

Pub Date 72 

Note— 104p. 

Available from—Instructional Materials Services, 
Division of Extension, The University of Texas 
at Austin, Austin, Texas 78712 ($4.50) 

Document Not Available from EDRS. 

Descriptors—Course Content, Course Descrip- 
tions, *Distributive Education, Glossaries, Les- 
son Plans, Manuals, Secondary Grades, *State 
Curriculum Guides, *Teaching Guides 

Identifiers—*Texas 
This guide is designed to provide teacher-coor- 

dinators with: (1) guidance in the selection of 

subjects to teach, (2) a suggested sequence of in- 
struction, (3) suggested time allotments for each 
subject area, (4) ideas for compiling a teaching 
curriculum, and (5) a glossary of standard terms 
used in distributive education. Compiled of the 
teaching experiences and ideas of many teacher- 
coordinators and administrators, this curriculum 
guide includes the following topics: (1) Distribu- 
tive Education - An Overview, (2) Curriculum 

Format, (3) A Course Prospectus, (4) A Curricu- 

lum Guide, and (5) References and Textbooks 

for Distributive Education. (SN) 
VT 019 532 
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Preliminary Report of Minority Group Employ- 
ment in the Federal Government 1969. 

Civil Service Commission, Washington, D.C. 

Report No—SM-70-69A 

Pub Date 70 

Note—79p. 

Available from—Superintendent of Documents, 
U.S. Government Printing Office, Washington, 
D.C. 20402 (CS1.48:SM70-69A, $0.75) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Employment, Employment Prac- 
tices, Employment Statistics, Em nt 
Trends, ‘*Federal Government, i 
— *Occupational Surveys, ‘*Statistical 

ata 


Highlighted in this document are the statistical 
findings of a survey of minorities employed in 
federal agencies as of 1969, and a summ of 
program changes which have resulted since 1967. 
Findings from the survey include: (1) minority 

roups as a whole comprise 19.2 percent of the 

ll time federal civilian work force in the United 
States, (2) approximately 36 percent of all 
minority group employees are ler the General 
Schedule or a similar pay system, (3) the minori- 
ty group employees are concentrated in the lower 
income brackets of each pay system, (4) of the 
$01,000 minority employees on the rolls on 
November 30, 1969, almost 495,000 (98.8 per- 
cent) were located in the United States, (5) 
nearly a fourth of all federal employees in the 
United States and about 30 percent of those be- 
longing to a minority group are located either in 
the central office area or the Philadelphia region, 
(6) minority group employees hold about 24 per- 
cent of the federal civilian jobs in standard 
metropolitan statistical areas, and (7) the five lar- 
gest federal departments and two largest indepen- 
dent agencies employ the majority of the minority 
civilian work force. Tables containing more ex- 
plicit information are appended. (Author/SN) 
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Food and Nutrition, In-Service Training for Ex- 
tension Aides: A Problem-Centered Approach. 
Department of Agriculture, Washington, D. C. 

Extension Service. 

Report No—PA-1008 

Pub Date May 72 

Note—23p. 

Available from—Superintendent of Documents, 
U.S. Government Printing Office, Washington, 
D.C. 20402 (A1.68:1008, $.30) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Foods Instruction, *Guides, Home 
Economics Education, *Inservice Programs, In- 
structional Materials, Instructional Programs, 
*Nutrition Instruction, *Occupational Home 
Economics 

Identifiers—*Extension Aides 
This guide is intended to assist trainer agents in 

providing inservice training for extension aides 

working with low-income families whose 
resources are limited. Included are a list of 
reference materials from which additional infor- 
mation may be obtained as well as outlines for 
units of study on: (1) What Food Means To Peo- 
ple, (2) Breads and Cereals, (3) Milk and Milk 

Products, (4) Meats and Meat Substitutes, (5) 

Fruits and Vegetables, and (6) Eating Patterns 

and a daily food guide. (SN) 
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Texas Univ., Austin. Div. of Extension. 

Spons Agency—Lumbermen’s Association of 
Texas, Austin. 

Pub Date 72 

Note—608p. 

Available from—Instructional Materials, Division 
of Extension, The University of Texas, Austin, 
Texas 78712 (Manual $21.95; Answer Book 
$3.95) 

Document Not Available from EDRS. 

Descriptors—Answer Keys, Behavioral Objec- 
tives, *Building Materials, Building Trades, 
*Construction Industry, *Distributive Educa- 
tion, Glossaries, ‘*Industrial Technology, 
*Manuals, Marketing, Occupational Informa- 
tion, On the Job Training, Secondary Grades, 
a Projects, Teaching Procedures, Visual 
‘Ai 


This manual on current building materials 
technology and selling, together with a separate 
answer key for the self-study assignments, con- 
tains detailed product information purchased 

The Retail Lumber Dealers Foundation of 
Rochester, New York, teaching guidelines, 
behavioral objectives, and occupational informa- 
tion. Developed by means of a grant-in-aid for a 

this manual is intended for on- 


improvement selling (available as VT 019 536 in 
this issue), includes questions for students, stu- 
dent projects, and lists of required references. 
Several visual aids illustrate the text, which with 
the answer key, is 3-hole punched for easy inser- 
tion or removal of pages. Covering subjects rang- 
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ing from lumber to cement, each topical unit in- 
cludes term definitions and worksheets. (AG) 
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Improvement Selling, a Distributive Educa- 

tion Manual and Aaswer Book. 

Texas Univ., Austin. Div. of Extension. 

Spons Agency—National Home Improvement 
Council, Inc., New York, N.Y. 

Pub Date 72 

Note—335p. 

Available from—linstructional Materials, Division 
of Extension, The University of Texas, Austin, 
Texas 78712 (Manual $11.50; Answer Book 


$2.00) 
Document Not Available from EDRS. 
Descriptors—Answer Keys, Behavioral Objec- 
tives, Bibliographies, *Building Improvement, 
Business Education, *Distributive Education, 
Facility Expansion, Glossaries, *Housing Indus- 
try, *Industrial Training, *Manuals, Marketing, 
Post Secondary Education, Secondary Grades, 
Student Projects, Visual Aids, Vocational 
Development 
Identifiers—*Home Improvement 
This distributive education manual on home 
improvement selling, together with a separate 
answer key for study questions included in each 
of the 24 chapters, contains detailed instructional 
units with project assignments, behavioral objec- 
tives, teaching guidelines, a glossary, and a 
bibliography. Developed by members of the Na- 
tional Home Improvement Council a: part of a 
wholesale selling and management project, this 
manual is intended for use in training distributive 
education and marketing students at the high 
school and community college levels as well as in 
training new and experienced salesmen. A wide 
range of visual aids illustrates the text, which, 
with the answer book, is 3-hole punched for easy 
insertion or removal of pages. Covering subjects 
ranging from customer behavior to cost estimat- 
ing, this document is related to a manual on 
building materials technology and selling, availa- 
ble as VT 019 535 in this issue. (AG) 
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Hatchett, Melvin S. 
Merchandise Display, a Distributive Education 
Manual and Answer Book. 
Texas Univ., Austin. Div. of Extension. 
Pub Date Jan 72 
Note—258p.; Fourth Edition 
Available from—lInstructional Materials Services, 
Division of Extension, The University of Texas, 
Austin, Texas 78712 (Manual $6.00, Answer 
Book $2.00) 
Document Not Available from EDRS. 
Descriptors— Answer Keys, Background, 
Bibliographies, Commercial Art, Construction 
(Process), *Display Panels, *Distributive Edu- 
cation, *Manuals, *Merchandising, Salesman- 
ship, Student Projects, *Textbook Assignments, 
Trainees, Training Objectives, Visual Aids 
Identifiers—*Merchandise Display 
This revised manual in basic merchandise dis- 
play for trainees in distributive education, 
together with a separate answer key, contains 23 
self-study assignments, each with training objec- 
tives, questions to answer, and student projects. 
Developed by a distributive education coordina- 
tor, these assignments cover a wide range of ea 
ics, from the principles of design to specific 
roduct display information. Several visual aids il- 
lustrate the text, which is 3-hole punched for easy 
insertion or removal of pages. Background infor- 
mation on merchandising and a bibliography are 
provided. (AG) 
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Texas Univ., Austin. Div. of Extension. 

Pub Date Aug 72 

Note—184p. 

Available from—Instructional Materials, Division 
of Extension, The University of Texas, Austin, 
Texas 78712 (Manual $7.00, Answer Book 


$2.00) 

Document Not Available from EDRS. 

Descriptors—Answer Keys, *Distributive Educa- 
tion, *Manuals, Merchandise Information, 
*Merchandising, *Sales Occupations, Seconda- 
ry Grades, Student Projects, *Textbook Assign- 
— Trainees, Training Objectives, Visual 
Ai 





132 Document Resumes 


Identifiers— * Drugstores 

This manual on drugstore selling and merchan- 
dising, together with a separate answer key, is in- 
tended for trainees in distributive education. The 
18 self-study assignments, developed bY an in- 
structional coordinator with the aid of colle 
professors and leaders in business, cover a wide 
range of topics, from effective sales techniques to 
specific product information. Several visual aids 
illustrate the text, which is 3-hole punched for 
easy insertion or removal of pages. For each as- 
signment, training objectives, questions to answer, 
and student projects are provided. (AG) 
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Martin, Charles H. Cyrus, Cinda L. 
, @ Distributive Education Manual and 


Answer 

Texas Univ., Austin. Div. of Extension. 

Pub Date Sep 72 

Note—143p. 

Available Eoeshinieaieatinaal Materials, Division 
of Extension, The University of Texas, Austin, 
Texas 78712 (Manual $4.00, Answer Book 


$2.00) 
Document Not Available from EDRS. 
Descriptors— Adult Vocational Education, 
Answer Keys, ‘*Distributive Education, In- 
dividualized Instruction, Instructional Innova- 
tion, *Job Training, *Manuals, Merchandising, 
*Publicize, Secondary Grades, Student Pro- 
jects, *Textbook Assignments, Trainees, Train- 
ing Objectives, Visual Aids, Vocational 
Development 
This revised manual for individualized instruc- 
tion of distributive education trainees at the high 
school or junior college level in basic advertisin 
and sales promotion activities includes 15 self- 
study assignments, teaching suggestions, and a 
bibli y. Together with a separate answer 
key, each assignment provides student questions 
and behavioral objectives. Bonus questions and 
student projects enrich the text, which is or- 
ganized into subtopical headings. Several visual 
aids illustrate the text, which is 3-hole punched 
for easy insertion or removal of Se gad Developed 
by an instructor of advertising, this individualized 
innovative study guide covers a wide range of 
topics, from market research to layout and 
design. (AG) 
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, W. Va. Dept. of Vo- 
ucation. 


Marshall Univ., Hunti 
cational-Technical 
Pub Date [72] 
Note—59p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Career Education, County Pro- 
oe Depressed Areas (Geographic), 
velopmental Programs, Elementary Grades, 
Orientation, Humanities, *Inservice 
Teacher Education, *Laboratory Training, 
Rural Areas, Secondary Grades, Sequential Ap- 
roach, *Teacher Workshops, Teaching 
ethods, *Team Training, Vocational 
Development 
Identifiers— Educational Awareness 
This federally-funded developmental com- 
prehensive career education program for the ele- 
mentary and secondary grades in a West Virginia 
county is intended to provide a model for career 
education in rural economically depressed areas. 
Developed by 34 teachers and principals, a 
guidance coordinator, and an administrator at a 
l-week workshop, the ram design includes: 
(1) career awareness activities for the elementary 
grades, (2) career orientation in Grades 7 and 8, 
(3) career exploration in Grades 9 and 10, (4) 
occupational —. counseling, and job place- 
ment, and (5) skill development activities for 
non-vocational students. A sequential approach 
for implementing this integrated exemplary pro- 
ject was utilized in seven pilot schools. In order 
to develop problem-solving abilities and allow 
educators to function as change agents, the 
workshop used a modified laboratory training ap- 
proach that focused on the interaction process 
and task elements of program development. Small 
group discussions, resource speakers and con- 
sultants, team-building, role playing, unit develop- 
ment, and continuous feedback were techniques 
used to improve the human relations aspect of 
program development. Daily workshop activities 
are detailed, and resource materials are ap- 
pended. (AG) 
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Michigan Univ., Ann Arbor. Inst. of Labor and 
Industrial Relations.; National Manpower Pol- 
icy Task Force, Washington, D.C. 

Spons Agency—Manpower Administration 
as cma D.C. Office of Manpower 


esearch. 

Pub Date Feb 70 

Note—68p. 

Available from—Publications Office, Institute of 
Labor and Industrial Relations, P.O. Box B-1, 
Ann Arbor, Michigan 48106 (no price quoted) 

Document Not Available from EDRS. 

Descriptors—*Discriminatory Attitudes (Social), 
Employment Patterns, *Employment Practices, 
*Equal Opportunities (Jobs), Evaluation, 
Human Resources, Labor Market, Manpower 
Utilization, *Racial Discrimination, Research 
Needs, *Sex Discrimination, Subemployment, 
Underemployed 
This paper appraises some completed and cur- 

rent research into discrimination in employment 
and indicates directions and questions for future 
research. Most research views discrimination as 
an economic waste and a social and moral evil, 
and so should be appraised in the light of the im- 
pact that it may have on eliminating or reducing 
discrimination. Included in the paper are discus- 
sions of the nature and types of discrimination, 
differential patterns in employment, equal oppor- 
tunity through law, and priorities in research. 
Highest research priority should be given to 
analyzing the impiications for minorities of the 
labor market structure and operations. Equally 
important should be an analysis of efforts to 
transcend market and economic processes by 
direct pressure, demonstrations, boycotts, and the 
like. A third area of highest priority in research 
into employment discrimination is the effect of 
the emerging minority middle class. (MF) 
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Morgan, Margaret K., Ed. Canfield, Albert A., 
Ed. 


Administrative Competencies in Education and the 
Allied Health Professions. 
Florida Univ., Gainesville. Center for Allied 
Health Instructional Personnel. 
Spons Agency—Kellogg Foundation, Battle 
Creek, Mich. 
Pub Date Dec 72 
Note—54p.; Papers presented at conference 
sponsored by the Center for Allied Health In- 
structional Personnel (Gainesville, Fla., June 1- 
2, 1972) 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Administrative Personnel, *Ad- 
ministrator | Qualifications, | Administrator 
Responsibility, Conference Reports, *Educa- 
tional Administration, Health Facilities, 
*Health Occupations Education, *Paramedical 
Occupations, *Performance Criteria, Schools of 
Education 
A 2-day conference was designed by the staff 
of the University of Florida Center for Allied 
Health Instructional Personnel to identify com- 
petencies of department chairmen, clinical super- 
visors, deans of schools of allied health profes- 
sions, administrators or coordinators of health 
agencies, and educational leaders in professional 
or governmental health agencies. Presentations 
during the conference dealt with expectations of 
department chairmen and administrators of edu- 
cational and health care institutions, current 
developments in educational administration, and 
the role of field stations in the preparation of 
educational administrators. From these presenta- 
tions, approximately 150 characteristics were 
identified as being desirable for middle manage- 
ment in the health related professions and in edu- 
cational administration. These 150 characteristics 
were later screened for duplication, and the list 
was submitted for corroboration to panels of 
judges. Included in this report are texts of the 


639 in this issue. (SB) 
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Instructors. 
Florida Univ., Gainesville. Center for Allied 
Health Instructional Personnel. 
Agency—Kellogg Foundation, Battle 
Creek, Mich. 
Pub Date Dec 72 
Note—29p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors— Admini Qualifications, Cur- 
riculum Development, Educational Programs, 
Educational Research, *Health Occupations 
Education, *Paramedical Occupations, *Per- 
formance Based Teacher Education, *Per- 
formance Criteria, Teacher Education, 
*Teaching Skills 
To assist the Colleges of Health Related Profes- 
sions and Education of the University of Florida 
in developing and implementing a competency- 
based teacher education program fcr preparing 
allied health teachers, the Center for Allied 
Health Instructional Personnel conducted a study 
which resulted in the development of a structure 
of competencies related to effective performance 
as a faculty member in the field of allied health. 
Project activities consisted of: (1) departmental 
reviews; (2) committee meetings, in which kinds 
of abilities essential to teaching allied health were 
examined and competency statements were 
developed; and (3) a 2-day conference where the 
administrative competency statements were eval- 
uated and refined. This report contains the first 
efforts at delineating objectives to guide 
development, including: (1) statements of general 
program goals; (2) competency area definitions; 
and (3) competency statements for the areas of 
instruction, curriculum development and 
planning, education, administration and supervi- 
sion, research, community health concepts, and 
specialty theory and skills. Project staff and stu- 
dents have begun the process of developing more 
detailed instructional objectives, and there are 
plans to prepare approximately 50 sample in- 
structional modules. The conference ings 
are available as VT 019 638 in this issue. (SB) 
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(Fifth). 

New York State Dept. of Civil Service, Albany, 

N.Y. 
Pub Date 71 
Note—46p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Annual Reports, Comparative Anal- 

ysis, Employment Level, *Ethnic Distribution, 

*Government Employees, *Minority Groups, 

*Occupational Surveys, *State Agencies 
Identifiers—*New York 

This report presents the results of the fifth an- 
nual ethnic survey of New York State Civil Ser- 
vice employees by ethnic group, occupational 
group, Civil Service jurisdictional class, sex, and 
salary grade. As this survey marks the midpoint 
of a 10-year authorization by the Governor, a 
comparison is made of the 1971 figures with the 
situation in 1967, the year of the first survey. 
Minority employment increased during the 5-year 
period both absolutely and as a proportion of the 
total work force. Minority representation in State 
employment closely roximates minority group 
representation of 16.7 percent in the State popu- 
lation as of the 1970 census. The report is 
published to provide direction in the continuing 
effort to assure equal ploy it opp ity 
for all groups. (MF) 
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Dilemma: A Man- 





power 

Urban Inst., Washington, D.C. 

Spons Agency—Manpower 
(DOL), Washington, D.C. 

Pub Date 71 

Note—113p. 

Available from—Publications Office, The Urban 
Institute, 2100 M. Street, NW, Washington, 
D.C. 20037 ($2.95) 

Document Not Available from EDRS. 

Descriptors—*Economic Research, Employment 

.  *Financial Policy, *Labor 
Economics, Labor Market, *Manpower Utiliza- 
tion, Mathematical Models, Public Policy, 
Statistical Analysis, * Unemployment 


Administration 





Identifiers— *Inflation 


Unemployment and inflation pose a trade-off" 


lem with one being employed at the expense 
ae other, seriously hampering efforts to ‘os 
effectively with poverty, crime, pollution, 
other gomecie problems. When unemployment is 
high, real income is relatively low so the nation 
feels that it cannot afford measures to solve these 
questions. But when inflation is high, her inf 
resisted for fear of contributing to higher in 
tion. As national policy concern shifts from 
unemployment to inflation and back again, ag- 
gregate demand measures are shifted alternate oy 
to supply economic restraint or stimulus wi 
many undesirable side effects and no real solution 
to the lem. In their search for more promis- 
ing policy approaches, the authors conclude that 
monetary and fiscal policies have reached the 
limits of their capability to attain lasting full em- 
ployment and price stability. For further improve- 
ment we must seek structural change in the 
economy. Manpower programs have the potential 
for — unemployment without causing infla- 
tion. ( 
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Tennessee Distributive Education Teacher Coor- 
dinators’ Handbook. 
Tennessee Univ., Knoxville. Dept. of Distributive 
Education. 
Note—174p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—* Administrator Guides, Administra- 
alifications, Adult Education, Communi- 
y Involvement, ‘*Distributive Education, 
valuation Techniques, Facility Requirements, 
*Instructor Coordinators, Program Coordina- 
tion, Program ‘go % Resource Materials, 
*State P: r Role, *Vocational 
Education, outh Clubs 
Identifiers— * Tennessee 
The purpose of this handbook is to delimit the 
scope of distributive education in Tennessee and 
to provide guidelines for vocational program 
development in distributive education. Intended 
asa guide for the local distributive education 
this handbook will also 
prove useful for administrators, guidance coun- 
selors, and businessmen. Responsibilities and 
qualifications for the teacher-coordinator are 
specified. The roles of the steering and advisory 
committees in program planning are delineated. 
The uses of community surveys, student interest 
surveys, and followup surveys in distributive edu- 
cation s are discussed. Facility require- 
ments for individualized and group instruction in 
a distributive —— laboratory are given. 


General and spec gig lanning and coor- 
tailed, taking into ac- 





dination activities 
count adult education, continuing education, 
cooperative education, and project training 

— program forms, followup and 
evaluation techniques, and a are in- 
cluded. A description of the Distributive Educa- 
tion Clubs of America is provided. (AG) 
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Korizek, William A. 

The Next Step—-A Comprehensive Program in Oc- 
cupational Preparation and Placement. Second 

Year Interim 


Helena School District 1, Mont. 
Spons —— of Adult, Vocational , 
= hnical Education (DHEW/OE), 


gton, D.C. 
Bureau No—BR-0-361-0169 
Pub Date 31 Oct 7 
Cootest OBC07 1-0684(361) 
Note—246p. 
EDRS Price MF-$0.65 HC-$9.87 
~ Activity Units, ewan Education, 
*Career Planning, Deve’ n Programs, 
Dropout Prevention, Orientation, Job 


sive occupational guidance and counseling. Con- 
tinued funding for the project was recommended 
subject to implementation in the areas noted. A 
me document is available as ED 060 187. 
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Manpower uman Services. Monograph 
Number Six: Human Services Generalist Clas- 
sification Series. 

Illinois State Dept. of Labor, Chicago, Ill. Human 
ae pe fry Career Center. 

a cy—Manpower Administration 
SPDOL), ashington, D.C. 

Pub Date Feb 73 

Note—66p. 

Available from—National Technical Information 
pean Springfield, Virginia 22151 (no price 

Dovument Not Available from EDRS. 

— *Career Ladders, *Career Opportu- 
nities, Employment Opportunities, *Human 
a Job Development, *Manpower 

ent, *Manpower Utilization, Occupa- 
Pte the Job Training 

Identifiers—Human Services Manpower Career 
Center 
This monograph is the sixth in a series sum- 

marizing the work progress of the Human Ser- 

vices Manpower Career Center, a_ special 
research and development project funded by the 

U.S. Department of Labor. This report describes 

the human services generalist series of twelve 

steps of which four represent varying levels of 
entry position. The model establishes a variety of 
career ladders in the human services field, defin- 
ing the roles and occupational requirements of 
the proposed positions and detailing tasks to be 
performed by he worker. Each position classifi- 
cation within the series contains a provision for 
the worker to participate in both a or, 


nary institutional type _—— 
on-the-job training ex the - sacdhacedf = 


cludes the pro "meat human services 
worker classification series training sets. An ap- 
— provides a schedule of 

uman services workers as well as a list of con- 
tributors and several letters of involved agencies. 
The first five monographs in the series are availa- 
ble as ED 066 568 and ED 066 570-ED 066 573. 
(SB/MU) 
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Meyer, Judy 

A Review of Pilot Vocational Programs for the 

in Texas. 

Houston Univ., Tex. 
Resources. 

Spons Agency—Texas Education Agnes, 3 noe. 
pve “ag Occupational Research and De 


Pub b Date Sep 72 

Note—140p. 

EDRS Price MF-$0.65 HC-$6.58 

Descriptors—Educational Programs, Evaluation 
Criteria, Guidelines, *Handicapped, *Pilot Pro- 
jects, 
Evaluation, 


Center for Human 


Proposals, Spec 

cation, Vocational Rehabilitation 
Identifiers—*Texas 

This review of operational vocational programs 
for handicapped students in Texas was conducted 


to: (1) ascertain areas of stren; and areas 
which need support in order to e recommen- 
dations for future programming, po (2) a 
proposal and self-evaluation guidelines. To gain 
necessary information, site visitations were made 
to 27 local school districts in Texas and to pro- 
‘> 13 other states, where interviews were 

with representatives from the disciplines of 
vocational education, jal education, and vo- 
cational rehabilitation. Interviews were balanced 
betw administrators, teachers, counselors, em- 





Placement, Measurement Instruments, Occupa 
tional Guidance, .*Occupational Information, 
Program Evaluation, 
*Vocational Counseling, Work Experience Pro- 


this rp | pro- 

obj and pro- 

— for the tally planed of of a comprehensive 
a tially planned effort for career educa- 
tion. Most of the document consists of the pro- 
ject evaluation and the ndixes of materials 
relating to the project. Evaluation outlined the 
need for more occupational orientation and work 
experiences in the senior high grades, with inten- 


ployers, interested citizens, Education Service 
Center administrators and professional staff, and 
Department of Education college professors. On 
the basis of interview data and a review of rele- 
vant research, recommendations were made for 
each level of administration. These 
recommendations rcp Bowes information secured 
frém other states and iptions of unusual pro- 
grams and are included rapnces he ce 
A summary of the project activities is a as 
VT 015 712 and the guidelines for 
evaluation and self-evaluation are availa- 
ble as VT 019 713 and VT 019 714, respectively, 
in this issue. (SB) 
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Mead, Rosemary And Others 
Guidelines for Career Awareness. 
Owensboro Extension Center, Ky. 
Pub Date 72 
Note—16Ip. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—Behavioral Objectives, *Career 
Education, *Curriculum Development, Elemen- 
tary Grades, *Guidelines, Humanities, Learning 
Activities, Lesson Plans, Occupational Clusters, 
*Regional Planning, *Regional 
Resource Materials, Speeches, 
Development 
Identifiers—*Career Awareness 
These extensive guidelines for integraica career 
education programs at the elementary level were 
developed by a regional coordinator, an elemen- 
tary teacher, and an intermediate teacher at a 2- 
week regional workshop in western Kentucky. 
The ten chapters include: (1) a rationale for 
developing career awareness, (2) self-evaluation 
guidelines for the coordinator and the teacher, 
(3) suggestions for unit development, (4) sample 
lesson plans, (5) suggested learning activities, (6) 
behavioral objectives, (7) concepts, (8) resource 
lists, (9) an overview of selected career education 
programs, and (10) excerpts from current 
speeches about career education. Cartoons illus- 
trate the text, which includes occupational infor- 
mation for various occupational clusters. (AG) 
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Descriptors—* Articulation (Program), Behavioral 
Objectives, *Career Education, Concept For- 
mation, Elementary Grades, Evaluation 
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tegrated Curriculum, Learni Activities, 
*Models, Post Secondary Education, Resource 
Materials, Grades, *Teaching 
Guides, * Vocational Development 

Identifiers—Career Awareness, Self Awareness 
This expanded career education teaching guide 

for Kindergarten through Grade 14 presents a 

career development model, rationales for various 

grade levels, and general goals and concepts for 

an integrated curriculum. Developed at a 

federally funded summer workshop by 11 coun- 

selors, 76 teachers, resource consultants, and 
leaders in business and industry, this detailed pro- 
gram guide constitutes part of an articulation pro- 
ject developed by administrators, a vocational 
coordinator, and vocational instructors. For each 
concept in the three basic developmental deci- 
sion-making ge gpchomes w world, and 
career planning and 
specific behavioral pa appropriate subject 
areas, and resource lists are correlated with learn- 
ing activities and evaluation techniques in a 3- 
— format. Covering a wide variety of topics, 


Vocational 





related to an earlier ake aside. available as 
ED 061 429. (AG) 
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To determine some of the factors involved in a 
high school student's choice of occupation, data 
were collected by questionnaire from 366 senior 
high school students enrolled in distributive, oc- 
cupational home economics, office occupations, 
and industrial education programs. Roe’s occupa- 
tional classification system was used to code the 
students’ occupational choices into one of eight 
occupational groups based on the primary focus 
of activity in the occupation and into one of six 
occupational levels based on the degree of per- 
sonal autonomy and level of skill and training 
required. Analyses of similarities and differences 
between students’ occupational choices revealed: 
(1) Decisiveness of occupational choice seemed 
to correspond with satisfaction with school in 
general and with the value of school work in 
eventual employment, (2) Male students were 
more independent of friends’ influence regarding 
their occupational preferences and choices than 
were females, (3) Teachers were consistently 
seen as most influential regarding occupational 

' preferences and choices, and (4) Fathers’ occu- 
pations were related to the sons’ occupational 
choice, but mothers’ occupations did not seem to 
- related to daughters’ occupational choices. 
(SB) 
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This study was conducted to: (1) examine the 

extent of the problems Vietnam era veterans face 

in readjusting to civilian life after their separation 
from the armed forces, (2) determine whether 
they differ from those experienced by returning 
servicemen of past wars, and (3) suggest ways 
that the process might be made easier for 

veterans not yet separated. To secure informa- 

tion, personal interviews were conducted in 1,490 

households, among 2,003 recently separated 

veterans, and with 786 business executives, 
representing prospective employers. Some 
findings were: (1) The American public and em- 
ployers are aware of how returning veterans 
should be treated and yet are guilty about the 
way exservicemen are being treated, (2) The 
state of the economy and greater competition in 
the job market contribute to the difficulty 
veterans face in finding jobs, and (3) Assimilation 
into the labor force after service does not appear 
to be related to educational attainment but to 
race and amount of time since separation. These 
and other results are provided in chapters cover- 
ing: (1) the reception received by veterans fol- 
lowing separation, (2) problems finding employ- 
ment, (3) drug usage, and (4) the role of the 

Veterans Administration in facilitating readjust- 

ment. (SB) 
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Recognizing the adverse effects of poverty on 
Mexican Americans, and determined to help nar- 
row the barriers caused by a low socioeconomic 
status, Aims college, a locally funded institution 
in Weld County, Colorado, conceptualized and 
implemented a special needs program designed to 
provide vocational and occupational training for 
disadvantaged students. Reported in this docu- 
ment is an evaluative assessment of the program 
(Operation Bridge). Data for the study were ob- 
tained through written interviews, field visits, per- 
sonal observations, and questionnaires. Findings 
include: (1) The program’s enrollment is approxi- 
mately 150, (2) Approximately six tutors are pro- 
vided, (3) Participants are of Chicano origin and 
are between the ages of 14 and 20 years, (4) Stu- 
dents on the whole appreciate the program and 
efforts of the staff; however, some feel that it is 
too over-protective and problem-solving from the 
top, and (5) A skills center as well as a trades 
and industry institute constitute the program. 
Recommendations directed toward the adminis- 
tration, the advisory board, and the students are 
included. (Author/SN) 


ED 074 270 VT 019 709 


Dobson, L. Douglas Edwards, J. Terry 

Perception and Information: Vocational 
in Florida. 

Douglas Research Associates, Inc., Tallahassee, 
Fla. 


Education 
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Identifiers— * Florida 
This report is the first of a 2-part study aimed 
at assessing levels of information about and per- 
ceptions of vocational, technical, and adult edu- 
cation (VTAE) in Florida. Analysis of data col- 
lected during a statewide survey of 630 Florida 
residents in late March and early April 1971 
revealed that perceptions of VTAE seem to be 
generally positive, but information about voca- 
tional education seems to be low as well as unre- 
lated, in any systematic way, to images of VTAE. 
It was also found that some pry se namely older 
citizens and h ives, in regard to 
participation in VTAE oor When asked to 
define the term vocational education, persons of 
higher social status tended to respond in concrete 
terms, viewing vocational education as either 
specific skills, training, or education, while lower 
status persons tended to say that vocational edu- 
cation was “something ” Groups a 
as potential users of public information P 
included: (1) low income groups, (2) high Shoei 
dropouts, (3) service and manual workers, (4) 
non-whites, (5) housewives, and (6) senior 
citizens. The type of information needed and 
method for channeling it to each of the target 
groups should be determined under controlled 
testing. The sample design and questionnaire are 
appended. (SB) 
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sesatifines=:Cininagp County Consortium 
Summarized are the outcomes of a needs as- 
sessment of the Career Education Pilot Project 
for K-14 conducted in the Orange County 
(California) Consortium. Interviews and question- 
naires were used to obtain data from teachers, 
students, and parents on the target area as well as 
from 150 service agencies in the communities. 
Findings include: (1) Elementary teachers Fes real 
to be doing a more complete job of 
work attitudes than are secondary teachers, re] 





Teaching attitudes toward leisure time appear to 
be weaker at the secondary level, (3) Elementary 
teachers appear to be doing less than other 
teachers in encouraging questions on career in- 
formation in class, (4) A large percentage of 
teachers at all grade levels and in all subject 
areas have not given students opportunities to 
solve problems and make decisions about career 
choices, (5) Less career awareness has been 
taught at the secondary level, (6) Economic 
awareness is taught more consistently at the ele- 
mentary level, (7) The teaching of the educa- 
tional and training requirements for occupations 
has not been adequately taught, (8) Other than 
the traditionally vocational subjects, there is little 
evidence of a written curriculum, and (9) Less 
than 6 percent of the elementary teachers and 21 
percent of the secondary teachers have been in- 
volved in curriculum review. (Author/SN ) 
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This annotated bibliography for grades 1-6 con- 

tains over 300 books, published primarily within 

the past 10 years, which provide information on 

careers or job descriptions. Entries are arranged 

alphabetically by title and include author(s), sug- 

gested grade level, publication information, price, 

and an annotation pertaining to occupational or 

personal guidance. A list of sources from which 

the books were obtained and a list of films and 

their availability are included. (SB) 
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Identifiers—*Texas 
This report summarizes the year’s activities of a 

roject designed to: (1) review pilot s in 
her education for the handicapped in T ex- 
as, (2) develop guidelines for the Texas Educa- 
tion Agency to use in evaluating pilot proposals 
for training the handicapped under provisions of 

the Vocational Education Amendments of 1968, 

and (3) develop guidelines for school districts to 

follow in designing and evaluating programs for 

the handicapped. The review of pilot programs is 

available as VT 019 703, while the guidelines for 

proposal evaluation and self-evaluation of pro- 
rams are available as VT 019 713 and VT 019 
14, respectively, in this issue. (SB) 
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In order to evaluate proposals seeking state 
funds from the Division of Occupational 
Research and Development of the Texas Educa- 
tion Agency for pilot vocational education pro- 
grams for the handic , there must first be a 
specific state plan. This state plan should clearly 
specify first and fifth year goals and resolve 
whether the primary emphasis is to be integration 
of special education students into regular voca- 
tional classes or maintenance of separate voca- 
tional classes for these students. Once the plan 
has been developed, program priorities can be 
determined and disseminated to school districts, 
and local education agencies can be encou 
to submit proj ould a proposal fit within 
the framework of the state plan, it should be 
evaluated to determine whether it includes the 
necessary elements and clearly answers such 
questions as: (1) What is to be done, (2) When is 
it to be done, (3) Who is responsible, (4) How 
will it be done, (5) Who are the recipients, (6) 
What is the desired outcome, and (7) How will 
the outcome be measured. Sections of this 
manual discuss the necessary proposal elements 
and provide an expanded ig of questions to use 
when evaluating a proposal. Sample proposal for- 
mats are .ore Related documents are 
available as 019 703, VT 019 712, and VT 
019 714 in this issue. (SB) 


ED 074 275 VT 019 714 

Meyer, Judy 

Self-Evaluation Guide for Local Districts for Voca- 
tional Education of Handicapped Students. 

Houston Univ., Tex. Center for Human 
Resources. 

Spons Agency—Texas Education Agency, Austin. 
Div. of Occupational Research and Develop- 
ment. 

Pub Date 72 

Note—39p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—* Administrator Guides, Educational 
Objectives, Evaluation Criteria, Formative 
Evaluation, Guidelines, *Handicapped, Pro- 
gram Administration, Program Coordination, 
Program Effectiveness, * Evaluation, 
Self Evaluation, Special ucation, 
tional Education 

Identifiers— *Texas 
Intended for use by Texas school administra- 

tors in developing and operating programs to 

better meet the vocational education needs of 
their handicapped students, this guide first ex- 
amines the need for a clearly developed program 
design with specific objectives as the foundation 
on which program evaluation is based. Following 
this examination is a discussion of the following 
evaluation stages: (1) evaluation of the program’s 
progress toward meeting the stated objectives, 

(2) evaluation of interlocking services which con- 

tribute to the desired outcome, and (3) evalua- 

tion of the product. This discussion also includes 
evaluative questions pertaining to: (1) aspects of 
the vocational program such as student selection 
and referral, class content and methodology, and 
teacher competence, (2) coordination between 
the vocational and special education departments 
and amount of parental involyement in the pro- 
, (3) administrative coordination of program 
ilities and type of organizational structure, and 

(4) product evaluation. A program evaluation 

checklist is appended. Related documents are 

available as VT 019 703, VT 019 712, and VT 

019 713 in this issue. (SB) 
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This document summarizes the recommenda- 

tions made as a result of a study on administra- 

tive utility analysis and vocational education pro- 
grams for Puerto Rico. The major recommenda- 
tion was that the Area of Vocational and Techni- 
cal Education (AVTE) in the Puerto Rico De- 


*Voca- 
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partment of Education be restructured at the cen- 
tral organizational level, for which various level 
positions, offices functions, and responsibilities 
are detailed. Included are general guidelines with 

regard to the internal management structure and 
operating methods for the individual vocational 
programs. Organization structures are presented 
for specific area programs in industrial arts, 
health occupations, industrial and technical edu- 
cation, vocational agriculture education, home 
economics education, business education, dis- 
tribution and marketing education, vocation 
guidance, and special programs. Other recom- 
mendations were made for restructuring the 
AVTE regional organization, planning and 
budgeting operations, and all internal systems and 
procedures. Present and recommended organiza- 
tion charts for the AVTE administrative organiza- 
tion and for the various vocational and technical 
education programs are appended. Related docu- 
ments are available as VT 019 716 and VT 019 
717. (MF) 
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Identifiers— Appendixes, *Puerto Rico 
Appendixes to a study on administrative utility 

analysis and vocational education programs for 

the Area of Vocational and Technical Education 

(AVTE) in the Puerto Rico Department of Edu- 

cation contain the planning and budgeting system 

elements, position descriptions, and information 
on the growth of vocational education in Puerto 
Rico. The elements for an integrated planning 
pg budgeting — for AVTE should be stated 
as go’ ive criteria, program 
structure, multi-year financial plan, and establish- 
ment of priorities. Typical goal and objective 
structures for the commercial education program 
are shown. Position descriptions for the recom- 
mended AVTE administrative personnel include 
basic functions and principal duties. The growth 
of vocational education in Puerto Rico is illus- 
trated by a | pe and tables of the enrollments 
and estimated funds needed in the areas of secon- 
dary, post-secondary, adult, and special needs 
education and for facilities and services. Related 
documents are available as VT 019 715 and VT 

019 717. (MF) 
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Puerto Rico’s economic growth has accentu- 

ated the need for a larger vocational education 

program capable of handling the demand for oc- 

d personnel. The Area of Vo- 

cational and Technical Education (AVTE) 

operates within the general structure of the Puer- 

to Rico Department of Education, —_ a 

programs must be adapted to the gro oO} 

changes in occupational requirements. The De- 

partment of Education should adjust its account- 
ing, personnel, purchasing, and communication 
procedures to better respond to the needs of 

AVTE. This report documents a study on ad- 

ministrative utility analysis and vocational educa- 

tion programs for AVTE. Recommendations are 
made for changes in organizational structure, 
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planning and budgeting, systems and procedures, 
personnel policies and salaries, and other areas 
affecting the management and organization of 
Puerto Rico’s vocational education programs. 
Recommended organization charts are included. 
Related documents are available as VT 019 715 
and VT 019 716. (MF) 
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Identifiers—*New Jersey 
This 10-day workshop, offered during the 1972 
summer session at a state university, was intended 
to provide practice in teaching and supervisory 
techniques for persons preparing to be teacher 
educators in vocational education. Specific edu- 
cational objectives for workshop participants 
were to: (1) write student and teacher per- 
formance objectives, (2) analyze a teaching skill 
to define necessary behavioral objectives for the 
teachers, (3) demonstrate proficiency in teaching 
skills selected by the student, (4) provide supervi- 
sion in a face-to-face conference, via remote 
closed circuit: television, and in a group super- 
visory conference, (5) write a script for a televi- 
sion presentation, and (6) provide a television 
program illustrating a teaching or supervisory 
skill. Microteaching, video feedback, instructor 
feedback, micro-supervision, video recorded 
teaching, and supervisory models were used as 
training techniques. Instruments that provided 
behavioral objectives for teaching and supervisory 
techniques were given. Participant evaluation of 
the workshop was positive, although more time is 
needed to practice these techniques. Also, the 
participants were too busy to analyze a teaching 
or supervisory technique in a group session. (AG) 
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is study is based on data collected in the 
first through fourth stages of a 5-year longitudinal 
study of 5,225 young men in the national civilian 
noninstitutional population who were 14 to 24 
years of age at the time of the initial (Autumn 
1966) interview. The purpose of this progress re- 
port is to describe the magnitudes and patterns of 
change in personal characteristics and in educa- 
tional and labor market status that have occurred 
during the three years between the initial and 
fourth surveys and between the second and 
fourth surveys. Analysis of 1969 interview data 
from approximately 75 percent of the original 
sample suggest that: (1) high school graduates 
and dropouts can be distinguished by behavioral, 
experiential, and attitudinal differences, (2) inter- 
firm movement (change in employer) by out-of- 
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school youth declined sharply with increasing job 
tenure, (3) a substantial amount of octupational 
movement occurred among out-of-school youth, 
(4) a substantial residue of unreality is exhibited 
in the young men’s occu) ——e aspirations, (5) 
patterns of change lect the occupational 
progress expected as careers unfold, (6) instabili- 
ty of educational and occupational goals were ex- 
hibited, and (7) the socioeconomic gap between 
black and white youth was wider in 1969 than 
when these men first left school. Volumes 2 and 
3 are available as ED 047 104 and ED 054 336, 
respectively. (SB) 
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Identifiers—New hen + Perth Amboy 
A 4-phase project, this study was conducted to 
determine the feasibility of a bilingual vocational 
skill training program for out-of-school youth and 
adults of the Perth Amboy ea community. 
Sampled were 494 out-of-school youth and adults 
in the area. Findings include: ay There is a sig- 
nificant need for an adult vocational skills train- 
ing program, (2) The interest shown is 
widespread and consistent, (3) The training needs 
are in the areas of auto mechanics, secretarial, 
general office practice, nursing, business manage- 
ment, practical nursing/nursing aides, social work, 
cosmetology, carpentry, electrical technology, 
teaching, machine operation, and clerking. (SN) 
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This 5-year study evaluates the first diploma 
nursing program in Canada within an educational 
institution, that of Ryerson Polytechnical Institute 
in Toronto. Various factors affecting student and 
Ryerson graduates performance are studied to 
answer two questions: (1) What type of nurse is 
being prepared through the Ryerson nursing pro- 
gram, and (2) Is this a practical way to prepare 
nurses? Specifically, data were collected relating 
to: (1) characteristics of students enrolling in the 
Ryerson program and of the graduates, (2) job 
performance as viewed from employer feedback, 
and (3) variables influencing the students. Com- 
parisons were made with three progressive 
schools in Ontario—two large hospital schools and 
one autonomous school. Numerous tables present 
the data, which focus on seven main vectors 
within the system: (1) the students’ personality 
development, (2) their increasing career orienta- 
tion, (3) the benefits of Ryerson’s academic 
freedom, (4) program activities, (5) faculty role, 
(6) internalizing the “professional” nursing 
norms, and (7) integration into the professional 
system. The Ryerson graduate gives good nursing 
care, developing both as an ei ndivedual and a 
professional, which shows the potential value of a 
6-semester college nu program. Instruments 
used in the study are available as VT 019 889 in 
this issue. (Author/AG) 
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Bm yy Rony oy of the Movement of 
en the Holland Occupational 
Classification. 
Johns Hopkins Univ., Baltimore, Md. Center for 
the Study of Social Organization of Schools. 


Spons Agency—National Inst. of Education (D- 
HEW), Washington, D.C. 
Re No—JHU-CSSOS-148 
Pub Date Jan 73 
Grant—OEG-2-7-061610-0207 
Note—102p. 
EDRS Price MF-$0.65 HC-$6.58 
Descriptors—*Career Change, Career Education, 
Classification, Comparative Analysis, *Employ- 
ment Patterns, M *Mathematical Models, 
Occupational Mobility, *Predictive Validity, 
Vocational Development, Work Experience, 
*Young Adults 
Identifiers—*Holland Occupational Classification, 
Markov Chain Model 
In order to describe and predict career patterns 
of young men, this report provides: (1) Markov 
chains of the career patterns for four groups of 
5,225 young men divided according to race and 
age, (2) tests of the predictive validity of the 
chains, and (3) comparisons of the four race- 
groups using the Markov models. Using the Hol- 
land occupational classifications, initial interviews 
revealed statistically ‘significant differences among 
the four — ps. For instance, younger men 
generally showed a narrower range of occupa- 
tional experience. For black men, the narrow 
range of experience persisted for the older group. 
Older white men held jobs in a broader range of 
occupational categories, and were more stable in 
their initial occupational categories. An attempt 
to establish the predictive validity of two of the 
four models was largely unsuccessful, indicating 
that the derived models could not be generalized. 
Since the Markov models did not improve the 
predictive efficiency of the Holland occupational 
classification, it is predicted that the subjects 
would maintain the Holland category of their ini- 
tial occupation. (Author/AG) 
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Minority Ownership of Small Businesses: Instruc- 
tional Handbook. 

Bureau of Adult, Vocational , and Technical 
Education (DHEW/OE), Washington, D.C.; Of- 
fice of Minority Business Enterprise (DOC), 
Washington, D. C. 

Report No—DHEW-OE-72-27 

Pub Date 72 

Note—47p. 

Available from—Superintendent of Documents, 
U.S. Government Printing Office, Washington, 
D.C. 20402 (HES.287:87960, $.50) 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Adult Vocational Education, 
*Business Administration, *Business Education, 
Business Skills, *Case Studies, Discriminatory 
Attitudes (Social), Government Publications, 
*Minority Groups, Negro Businesses, Racial 
Discrimination, Socioeconomic Background, 
Supplementary Reading Materials, Vocational 
Development 
This handbook is intended to provide supple- 

mentary instruction on basic business techniques 
for adult minority students in business education. 
Relevant information on how to start a business is 
provided by means of actual business situations 
and problems encountered in 30 recent minority 
business ventures. Focusing on business 
ens and practices, each problem area is il- 
ustrated with specific experiences drawn from 
these case studies of 30 businesses, of which half 
failed. A broad spectrum of small businesses were 
selected, including retail sales, services, construc- 
tion, and manufacturing. Although discriminato’ 7 
social attitudes are highlighted, problems whi 
may not be derived solely from this identity issue 
are also discussed. This government publication 
covers topics such as financing, recordkeeping, 
insurance, and customer dealings. Advice from 
the 30 minority businessmen is given to assist 
aspiring minority entrepreneurs. (AG) 
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Note—375p. 
Available En A. Bennett Co., Inc., 
809 Detweiler Dr., Peoria, Illinois 61614 


($5.36) 

Document Not Available from EDRS. 

Descri —Behavioral Objectives, *Elementary 
G Evaluation Techniques, Goal Orienta- 
tion, Handi Humanities, *Industrial Arts, 
Industrial Education, *Inservice Teacher Edu- 
cation, *Integrated Activities, Practical Arts, 


Resource Materials, Review ee. 

*Textbook Assignments, Visual A 
Identifiers— Educational Ai egg 

This textbook describes integrated handiwork 
activities for industrial arts instruction in the ele- 
mentary grades. Intended mainly as a basic 
resource for inservice teacher education, the 
book will also prove useful for subject area spe- 
cialists and consultants. A rationale and a list of 
overall goals precede four sections that include: 
(1) extensive background information and 
teaching suggestions, (2) specific integrated 
learning activities and information on the role of 
a resource teacher or consultant, (3) handiwork 
acti and objectives correlated with grade 
levels and resource materials in a 4-column for- 
mat, and (4) detailed instructions for carrying out 
14 kinds of handicraft activities. Visual aids illus- 
trate the text, which includes resource lists and 
an index. For each of the 25 chapters, evaluation 
procedures, a summary of important points, and 
review questions are provided. (AG) 
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The Development of Clinical Nursing Situations on 
Videotape for Use via Closed-Circuit Television 
in the Teaching of Nursing. Final Report. 
McGill Univ., Montreal (Quebec). School of 
Nursing. 
Spons Agency—Department of National Health 
and Welfare, Ottawa (Ontario). 
Pub Date 72 
Note—59p. 
EDRS Price MF-$0.65 HC-$3.29 
Descriptors—Educational Research, *Health Oc- 
cupations Education, Health Services, Medical 
Services, *Nursing, *Teaching Methods, 
*Teaching Techniques, *Video Tape 
Recordings 
Identifiers— *Canada 
To assess the effectiveness of videotapes de- 
picting clinical situations in the teaching of 
nursing, videotapes were made of the everyday, 
real-life situations that persons and their families 
experience throughout their illness in various 
parts of Canada’s health delivery system. Three 
validation sessions, attended by representatives of 
nursing services and schools of nursing, were held 
to gain some concensus on the nursing content of 
the tapes. However, validity could be established 
only at a general level of content due to varia- 
tions between participants regarding the nature of 
observations, needs of patients, and charac- 
teristics of effective nursing and _ successful 
delivery of services. In addition to the validation 
sessions, an experiment which focused on the 
nursing of aged persons was conducted to evalu- 
ate the effectiveness of the tapes in the teaching 
of nursing. Senior students in two hospital nursing 
schools in Montreal were used as subjects, and a 
nonequivalent control grou; pie was used for 
the subjects in one school, the Solomon 
Four-Group Design was Pa for the other 
school. Analysis of pre- and posttest results did 
not support the hypotheses, and changes were 
suggested for a future evaluative study. Future 
project plans include: (1) preparing three short 
films, (2) organizing films and tapes into a series, 
(3) developing a teaching program, (4) distribut- 
ing the films, and (5) testing the films. (SB) 
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Rossiter, Leo P. 
Resources for the Disadvantaged Stu- 
dent. Report. 


Virginia Community Coll. System, Richmond. 
Spons Agency—Virginia State Dept. of Educa- 
tion, Richmond. Div. of Vocational Education. 

Pub Date Jul 72 

Note—74p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—Action Research, *Community Col- 
leges, *Disadvantaged Youth, Educational 

Philosophy, Educational Research, *Educa- 

tional Resources, Junior Colleges, Post Secon- 

dary Education, Student Needs, Student Place- 
ment, * Vocational Education, 

In this action research proiect. a series of 
workshops was planned and held in order to: (1) 
develop improved methods for placement of dis- 
advantaged students in 

Programs in the Virginia community college 
system, (2) identify learning resources to meet in- 








. dividual needs, and (3) "oeomme the learnin 


resources so that the disadvantaged student wi 
have an opportunity for academic and occupa- 





tional success. Overall, there emerged from the 
workshop sessions an acknowledgement of the 
magnitude and complexity of the problem and 
the need to work toward a solution. There was 
evidence suggesting that the stated mission of 
providing developmental studies within the com- 
munity college system was not receiving the 
necessary degree of emphasis in learning 
resources. Many felt that until a stronger 
philosophical educational commitment is made to 
the needs of the disadvantaged, both systemwide 
and institutionwide, minimal success can be 
achieved. Other areas of concern were: (1) use of 
existing testing and placement devices, (2) regu- 
lar learning time blocks as “a to un- 
restrained learning time, (3) grading practices, 
and (4) effective teaching/counseling methods 
and techniques. It was suggested by the partici- 
pants that future efforts be devoted to the 
development of three or four model programs. 
The research and some workshop 
materials are appended. (SB) 
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Neal, William L. 

Guide for a Career Education Pro- 
gram: K-12. Contemporary Curriculum for 
Career Development Series. 

Knox County Dept. of Public Instruction, Knox- 
ville, Tenn. Dept. of Vocational Education. 

Spons Agency—Bureau of Adult, Vocational , 
and Technical Education (DHEW/OE), 
Washington, D.C. 

Pub Date 72 

Note—39p. 

EDRS Price MF-$0.65 HC-$3.29 

Descriptors—*Career Education, *Developmental 
Programs, Educational Administration, Educa- 
tional Needs, *Educational Strategies, Elemen- 
tary Grades, Humanities, Inservice Teacher 
Education, Integrated Curriculum, Program 
Planning, *Program Proposals, Resource 
Materials, Secondary Grades, *Vocational 
Development 

Identifiers—Career Awareness 
An integrated curriculum for career develop- 

ment must be designed and implemented in order 

to meet the greatest needs of society. Possession 
of facts as marketable skill is inadequate. Tradi- 
tional curriculum and teacher roles need to be 
changed. All students, including the academically, 
socioeconomically, and physically handicapped, 
need to understand that career development is a 
process which they can control. A wide range of 
activities is needed which offer ways to explore 
and test self-identify. Career development activi- 
ties are needed at an early age, while the student 
is in the mainstream of education. By changing 
the role of the teacher as a dispenser of fact to 
that of change agent for the learning environ- 
ment, by building the curriculum around career 
development, and by offering a cooperative pro- 
gram to vocational education pupils together with 
job training and placement services for the han- 
dicapped, more pupils will be able to find post- 
secondary employment. A developmental ap- 
proach at the elementary and secondary levels to 

career-oriented objectives should serve to im- 

prove the curriculum of vocational and technical 

education and reduce the flow of unprepared 
youth into the pool of the unemployed. 

(Author/AG) 
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ry 
Knox County Dept. of Public Instruction, Knox- 
ville, Tenn. Dept. of Vocational Education. 
Spons er ureau of Adult, Vocational , 
echnical Education (DHEW/OE), 
Tien. D.C. 
Pub Date 72 
Note—49p. 
EDRS Price MF-$0,65 HC-$3.29 
: iptors—*Career Education, nermmopmernel 
rograms, Educational Objectives, *Elementary 
Grades, Goal Fo el ang Inser- 
vice Teacher Education, *Integrated Curricu- 
lum, *Program Descriptions, Program Evalua- 
tion, ty 9 Guides, *Program Planning, 
Resource aterials, Teaching Techniques, Vo- 
cational Development 
Identifiers—Career Awareness, *Vocational Edu- 
cation Amendments of 1968 


This guide presents an overview of a federally 
funded career education program for implemen- 
tation at the elementary level. As part of a com- 
prehensive exemplary program with integrated 
activities, outlines of the following program con- 
siderations are included: (1) overall goals and 
concepts in career education, (2) specific objec- 
tives involving teacher orientation, parental and 
community involvement, and student career 
development, (3) inservice training methods, (4) 
classroom teaching techniques, and (5) suggested 
evaluation designs in career education. 
Developed by a teacher with the aid of curricu- 
lum specialists, this document includes a rationale 
for career education and appended resource 
materials. (AG) 
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Stewart, Wendell L. 

An Analysis of t of Defense Medical 
Corpsmen Training and Possible Con- 
tributions to Civilian Physician’s Assistant Pro- 


grams. 
Air Force Inst. of Tech., Wright-Patterson AFB, 
Ohio. School of Systems and Logistics. 
Report No—SLSR-17-72A 
Pub Date 28 Jan 72 
Note—168p.; M.S. Thesis, Air Force Institute of 
Technology 
Available from—National Technical Information 
Service, Springfield, Ye 22151 (AD 743 
410, MF $.95; HC $3.00) 
Document Not Available from EDRS. 
Descriptors—College Credits, Comparative Anal- 
ysis, *Military Training, *Paramedical Occupa- 
tions, *Physicians Assistants, Student Evalua- 
tion, *Transfer of Training 
The general Medical Corpsmen Training Pro- 
grams of the Army, Navy, and Air Force are 
presented and analyzed. These programs are 
commmere with the Civilian Physician’s Assistant 
~~ s at Duke University and the University 
of Washington Medex Program. The purpose was 
to determine whether additional academic credit 
could be granted for Military Medical Training 
Programs. The general conclusion was that any 
advanced standing granted to former Military 
Corpsmen should be based on pre-admission 
tests. (Author) 
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Barnes, H. And Others 

Manpower Development and Training Act Out- 
comes Study. Fiaal Report. 

Decision Making Information, Inc., Santa Ana, 
Calif. 

Agency—Manpower Administration 
(DOL), Washington, D.C. Office of Policy, 
Evaluation, and Research. 

Report No—MEL-72-03 

Pub Date 1 Apr 72 

Note—403p. 

Available from—National Technical Information 
Service, Springfield, Virginia 22151 (PB 209 
628, MF $.95; HC $6.00) 

Document Not Available from EDRS. 

Descriptors—*Disadvantaged Groups, Economic 
Factors, *Employment Programs, Interviews, 
*Job Training, *Manpower Development, Man- 
power Utilization, National Surveys, Participant 
Characteristics, *Sociometric Techniques, 
Statistical Analysis 

Ldeniffers~Manpower Development and Train- 
ing Act 
The report describes and analyzes data col- 

lected through personal interviews of a national 
random sample of 5,167 individuals trained in 
1969 under the Manpower Development and 
Training Act. A description is given of the 
trainees’ personal characteristics, their household 
environment, their view of the training ex- 
perience, and changes they experienced in hourly 
wages, employment and annual incomes. Analyti- 
cally, a multi-variate analysis helped to identify 
which enrollee characteristics were most impor- 
tant in determining economic outcomes. Non-in- 
terview data were gathered to assess the general 
economic environment of each training site and 
to measure independently the change in employ- 
ment and income of each enrollee to assess inter- 
viewee response bias. (Author) 
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Bureau of Social Science 
Washington, D.C. 

Spons Agency— Manpower Administration 
(DOL), a .C. Office of Research 
and Deve 

Report No— [MA-09. 0-041 1-000 

Pub Date Sep 72 

Note—372p. 

Available from—National Technical Information 
Service, Springfield, Virginia 22151 (PB 213 
360, MF $.95; HC $6.00) 

Document Not Available from EDRS. 

Descriptors—*Adult Basic Education, *Literacy 
Education, *Manpower Development, 
*Remedial Programs, *Remedial Teachers 
The report explores extent, availability, and 

cost of basic and remedial education services in 

Department of Labor manpower training pro- 

grams. It discusses factors in the decision to pro- 

vide basic education, types of organizations 
providing basic education, schedules and linkages 
with skill training providing basic education 
tailored to specific occupations, texts and tests 
used, amount of instruction required to advance 
one grade level, the General Educational 

Development test as a curriculum objective, use 

and evaluation of technical assistance, charac- 

teristics of staff of basic education units, basic 
education instructors, and problems in staffing 
basic education programs. (Author) 
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Humza, Albert J. 

A Cooperative Vocational Rehabilitation Program 
Between a Public Agency, a State University, 
and Labor. R 

New Jersey State Dept. of Labor and Industry, 
Trenton. Rehabilitation Commission.; Rutgers, 
The State Univ., New Brunswick, N.J. Inst. of 
Management and Labor Relations. 

Spons Agency—Social and Rehabilitation Service 
(DHEW), Washington, D.C. 

Report No—RD-1411 

Pub Date Aug 70 

Note—144p. 

Available from—National Technical Information 
Service, Springfield, Dag 22151 (PB 209 
909, MF $.95; HC $3.00 

Document Not Available mf EDRS. 

Descriptors—Cooperative Planning, *Cooperative 
Programs, Employment Programs, Industrial 
Relations, *Labor Education, Labor Unions, 
Physically Handicapped, Program Planning, 
Questionnaires, *School Industry Relationship, 
*Shared Services, * Vocational Rehabilitation 
The project sought to determine methods of 

delivering vocational rehabilitation services to 

fe: ae from industry and labor who were disa- 

and in need of that service. Disability 
questionnaires were distributed through local 
unions, largely by mailings, in order to determine 
potential recipients of vocational rehabilitation 
services. One hundred forty-four of the applica- 
tions were returned and became the experimental 

caseload, being compared to 39 assigned to a 

control caseload. The report should assist reha- 

bilitation programs and labor unions to work out 
more effective relationships. (Author) 
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on Alcoholism. 


pervisors on 

Health Services and Mental Health Administra- 
tion (DHEW), Rockville, Md. Federal Health 
Programs Service. 

Report No—FHPS-72-2 

Pub Date Jun 72 

Note—S6p. 

Available from—National Technical Information 
Service, Springfield, Virginia 22151 (PB 213 

358, MF $.95; HC $3.00) 

Document Not A’ 


Research, inc., 


Descriptors— Adjustment (to Environment), *Al- 
coholism, Changing Attitudes, *Industrial Rela- 
tions, Motivation, *Personnel Management, 
Pr Evaluation, *Supervisors, *Superviso- 
ry Training, Training Techniques 

Identifiers—Health Services and Mental Health 
Administration, HSMHA 
Summarized in this report are the outcomes of 

an evaluation study conducted to assess the effec- 

tiveness of the supervisors’ training program for 
preparing HSMHA supervisors to nehagy sees the 

Employee Health Icoholism. 


A 
Results of questionnaires ‘completed by super- 
visors with and without training indicate that the 
program was beneficial. Other evidences of this 
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are shown in the following ways: (1) There has 
been an increase in knowledge, and (2) There 
have been changes in attitudes and augmentation 
of the means and motivation of supervisors to en- 
gage in specific constructive action to help em- 
ployees with work related problems involving the 
use of alcohol. The report recommends: (1) con- 
tinuing and added emphasis on observable 
behavioral characteristics and personal/emotional 
adjustment factors associated with alcoholism, 
(2) appointment of resource people who would 
be available for guiding employees into the pro- 
gram, and (3) instruction about methods and 
pga ee 0 which supervisors could utilize to ef- 
fectively handle an employee. (Author/SN) 
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Goldenberg, I. Ira 

Employment and Addiction: Perspectives on Exist- 
ing Business and Treatment Practices. Final Re- 


port. 

Harvard Univ., Cambridge, Mass. Graduate 
School of Education. 

Spons Agency—Manpower Administration 
(DOL), Washington, D.C. Office of Research 
and Development. 

Report No—DLMA-92-25-71-05 

Pub Date Aug 72 

Note—192p. 

Available from—National Technical Information 
Service, Springfield, Virginia 22151 (PB 211 
650, MF $.95; HC $3.00) 

Document Not Available from EDRS. 

Descriptors— Attitudes, *Business Administration, 
Drug Abuse, *Drug Addiction, *Employer At- 
titudes, *Employment, Employment Opportuni- 
ties, *Medical Treatment, Personnel Selection, 
Rehabilitation, Rehabilitation Programs, Voca- 
tional Rehabilitation 
To assess and analyze existing business prac- 

tices concerning drug use by employees and re- 
lated employer relationships with manpower and 
drug addiction control agencies, a survey was 
taken of the practices of both employers and 
drug treatment programs with respect to the em- 
ployment needs of drug users and exusers. To ob- 
tain results, questionnaires were administered ‘0 
employees, drug program personnel, and drug 
users. Findings include: (1) Drug programs do 
not see vocational training or job placement as 
playing an important role in the rehabilitative 
process, and (2) Employers are actively excluding 
people with a history of drug problems from the 
labor forces. Supplementing the survey and 
questionnaire data is a comprehensive review of 
the relevant literature and an accompanying 
bibliography. (Author/SN) 
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Negro Construction Craftsmen in a Southern 
Labor Market. Final Report. 

Louisiana State Univ., New Orleans. 

Spons Agency— Manpower Administration 
(DOL), Washington, D.C. Office of Research 
and Development. 

Report No—DLMA-81-20-70-20-1 

Pub Date Aug 72 

Note— 193p. 

Available from—National Technical Information 
Service, Springfield, Virginia 22151 (PB 212 
233, MF $.95; HC $3.00) 

Document Not Available from EDRS. 

Descripturs—Background, *Construction Indus- 
try, *Craftsmen, Employment Problems, 
Federal Programs, *Labor Unions, Manpower 
Utilization, Microfiche, *Negro Employment, 
Racial Discrimination, *Southern States, Voca- 
tional Development, Wages 
Although the study includes sections on the 

history and organization of the building trade 

unions in metropolitan New Orleans and on the 
operation of the Apprenticeship Outreach Pro- 
gram in the area, its main focus is on employ- 
ment, earning, skill levels, and attitudes of white 
and black carpenters, union and nonunion, and 
with black roofers, union and nonunion, em- 
ployed in the construction industry. Interviews 
with random samples in each group indicate that 
steadier employment and more overtime enable 
both black and white nonunion craftsmen to 
compensate considerably for their much lower 
hourly rates of pay. Although the nonunionists 
earned less in 1970 than their union counterparts, 
the differences in annual earnings were much 
smaller than differences in hourly rates. Nor does 
union membership necessarily solve the employ- 
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ment problems of Negroes. Despite equality in 
job assignments in the union hiring hall, black 
union members experienced less employer con- 
tinuity, more unemployment, and more part-time 
employment than white unionists. Similar dif- 
ferences are found in comparing black and white 
nonunion carpenters. (Author) 
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Fleming, Patricia, Ed. Suniewick, Nancy, Ed. 

New Careers Program Assistance Bulletin, 
February 1969-September 1970. 

National Inst. for New Careers, Washington, D.C. 

Spons Agency—Manpower Administration 
(DOL), Washington, D.C. 

Report No—PSC-NC-72-004 

Pub Date Sep 70 

Note—214p. 

Available from—National Technical Information 
Service, Springfield, Virginia 22151 (PB 211 
016, MF $.95, HC $3.00) 

Document Not Available from EDRS. 

Descriptors—Adult Vocational Education, *Bul- 
letins, *Community Programs, Disadvantaged 
Groups, Federal Programs, Human Services, 
Job Development, *Job Training, Manpower 
Development, Manpower Needs, Microfiche, 
Program Descriptions, Program Development, 
*Subprofessionals, *Technical Assistance, Vo- 
cational Development, Vocational Rehabilita- 
tion 

Identifiers— *New Careers 
Included in these bulletins are descriptive 

analyses of various New Careers Training pro- 

grams, issues related to Civil Service require- 
ments, health, training models, rehabilitation, 
veterans’ problems, and colleges as user agencies. 

Outlined are various steps for developing new 

careers jobs and for giving technical assistance. 

Solutions carried out by local projects are 

presented. Problems in large urban programs con- 

sisted of upgrading, financing, and training. Pro- 
grams set up in prevocational and vocational 
training, recruitment, counseling, and education 
are described. The under-enrollment of men in 
the New Careers program was a chronic problem. 

These bulletins will prove valuable for developers 

of ocseee | programs and for researchers in the 

bibliographies they provide. (Author/AG) 
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Goodwin, Leonard 

Conference on Manpower Services for the Poor: 
Summary of Findings and Discussion. Final Re- 


port. 

Brookings Institution, Washington, D.C. 

Spons Agency—Manpower Administration 
(DOL), Washington, D.C. Office of Research 
and Development. 

Report No—DLMA-S51-11-72-01-1 

Pub Date 16 Nov 71 

Note—SOp. 

Available from—National Technical Information 
Service, Springfield, Virginia 22151 (PB 210 
334, MF $.95; HC $3.00) 

Document Not Available from EDRS. 

Descriptors—*Conference Reports, Cooperative 
Planning, Federal Government, *Government 
Role, Low Income Groups, Manpower 
Development, Manpower Needs, *Manpower 
Utilization, *P. Administration, 
Researchers, Research Utilization, 

Materials, Socioeconomic Influences, Voca- 
tional Development, *Welfare Recipients, 
Work Experience 

Identifiers—*Labor Force Participation, WIN, 
Work Incentive Program 
Summarized are the results of a 2-day con- 

ference that brought together federal administra- 

tors concerned with manpower services for wel- 
fare recipients and researchers who had recently 
completed studies bearing on such efforts. The 
researchers, who were sponsored by the - 
ment of Labor in studies relating to the Work In- 
centive Program, focused on methods for helping 
poor people function more effectively in the work 
force. Topics covered included: (1) work orienta- 

tion and incentives, (2) work experience, (3) 

family orientation as related to employment, (4) 

job training for welfare recipients, (5) mobility, 

and (6) day care facilities. Conference findings of 
use to administrators are detailed, and issues af- 
fecting administrative cooperation with 
researchers are considered. Appended are ab- 
stracts of the research studies presented at the 
conference, a list of conference participants, and 
excerpts from the conference transcript. 
(Author/AG) 
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Entrepreneurial Development Training Center, 
Philadelphia, Pa. 

Spons Agency—Economic Development Adminis- 
tration (DOC), Washington, D.C. 

Report No—EDA-72-050 

Pub Date 31 Oct 72 

Note—I1 Ip. 

Available from—National Technical Information 
Service, Springfield, Virginia 22151 (PB 213 
555, MF $.95; HC $3.00) 

Document Not Available from EDRS. 

Descriptors—*Business Administration, Course 
Content, Demonstration Programs, *Manage- 
ment Education, Manpower Utilization, 
*Minority Groups, *Negro Businesses, Voca- 
tional Counseling, *Vocational Training Cen- 
ters 

Identifiers—*Entrepreneurial Development Train- 
ing Center 
The report describes courses in entrepreneur- 

ship and management for minority groups, includ- 

ing counseling and post graduate seminars. 

Descriptive material about the training center or- 

ganization, facilities, and financing is included. 

This demonstration project shows the need for 

ag t-trained blacks in the manpower 
marketplace. Possibilities for future training by 
other groups are discussed. Syllabuses on each 
class, data on the 300 graduates of the =" 
and a bibliography are appended. (Author/MF) 


ED 074 300 VT 019 821 
The President’s Report on Occupational Safety 
and Health. 





Pub Date May 72 

Note—206p. 

Available from—Superintendent of Documents, 
U.S. Government Printing Office, Washington, 
D.C. 20402 (S/N 2915-0011, $1.75) 

EDRS Price MF-$0.65 HC-$9.87 

Descriptors—Accidents, Federal Laws, *Health, 
Health Occupations Education, Injuries, Inspec- 
tion, Law Enforcement, Occupational Diseases, 
*Safety, Safety Education, *Standards, State 

s, Work Environment 

Identifiers—*Occupational Safety and Health Act 
of 1970 
This report describes what has been done to 

implement the Occupational Safety and Health 
Act of 1970 during its first year of operation. The 
report examines the responsibilities of the De- 
partment of Labor for setting safety and health 
standards and also explores the activities of the 
Department of Health, Education, and Welfare in 
research and training. Implementation of the Act 
included cooperative programs with state govern- 
ments. Among the data in the report are work-in- 
jury rates by industry for the period 1958-70, oc- 
cupational safety and health grants and contracts, 
and hazard surveys. (MF) 
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Planning, and Evaluation. 
Pub Date Jan 73 
Note—504p. 
EDRS Price MF-$0.65 HC-$19.74 
Descriptors—*Demand Occupations, *Informa- 
tion Systems, Labor Market, *Labor Supply, 
Manpower Development, *Manpower Needs, 
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tion, State Programs, Tables (Data), Voca- 
tional Education 
Identifiers—*Occupational Training Information 
System, Oklahoma, OTIS 
The Occupational Training Information System 
was developed to match manpower supply and 
demand by job cluster and to indicate net man- 
power requirements for Oklahoma. This report 
enumerates manpower data estimates for the 
period from July 1, 1972 through June 30, 1973. 


tion program clusters indicated for the demand 
occupations. (MF) 
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Descriptors—Changing Attitudes, *Developmen- 
tal Programs, Elementary Grades, Occupational 
Choice, *Occupational Clusters, Occupational 
Guidance, *Occupational Information, Occupa- 
tions, Pilot Projects, Program Effectiveness, 
*Program Evaluation, Secondary Grades, Vo- 
cational Development, * Vocational Education 

Identifiers—Cleve Public Schools, *Develop- 
mental Vocational Education Programs, DVEP 
This study was conducted to assess the effec- 

tiveness of Cleveland’s Developmental Vocational 

Education Programs (DVEP) in meeting the pro- 

ject objectives: (1) The program would result in 

greater knowledge of occupations within an array 
of occupational clusters, and (2) The program 
would result in more positive attitudes toward 
specific jobs and the world of work. Interviews 
conducted with DVEP staff, teachers, and prin- 
cipals of some target schools, on-site observa- 
tions, and questionnaires were used to obtain the 
data. Findings indicate that: (1) The project 
yields more occupational knowledge and affects 
attitudes positively, although the impact of the 
DVEP presentations is not uniform for all par- 
ticipating schools, (2) No significant differences 
were obtained in the attitudes of students in the 
program toward global world of work concepts 
when compared to the attitudes of control stu- 
dents, (3) A great degree of vagueness exists as 
to the role of classroom aides, (4) Aides lack the 
proper educational training, and (5) In general, 
the delivery of DVEP material was effective in 
the opinion of both the aides and the teachers. 

Sample copies of the instruments utilized are ap- 

pended. (SN) 
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Identifiers— * Oklahoma 
Industrial arts programs as part of the total 
education program can make valuable contribu- 
tions to career education in Oklahoma. This 
publication establishes operational guidelines for 
strengthening the role of industrial arts in the 
career education context. Goals and subject areas 
should vary at the different grade levels, elemen- 
tary through junior and senior high and continu- 
ing education. New industrial processes have 
made many traditional subject, areas obsolete. In- 
dustrial arts education programs should be evalu- 
ated to determine the extent to which they are 
meeting current needs. A program evaluation rat- 
ing scale is provided to aid in this determination. 
(MF) 
ED 074 304 VT 019 857 
Willers, Jack C. 
Career, Culture and Consciousness: A Study of 
the Social and Theoretical Bases of Career 


cation. 

Auburn Univ., Ala. 

Spons Agency—Office of Education (DHEW), 
Washington, D.C. 

Pub Date Feb 72 
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Descriptors—*Career Education, Continuous 
Learning, *Cultural Context, Culture Conflict, 
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ment, *Humanization, Self Actualization, 
Sequential Learning, *Social Change, Values 


Conflicting attitudes toward current American 
social problems may emphasize either the insta- 
bilities of social crisis and cultural confusion or 
the formulating of a more meaningful future 
through intelligent action. Particularly in the field 
of education both the despairing critics and the 
hopeful reformers are in obvious conflict today. 
Thus, career education--the education of the 
masses for democratic participation in redesig- 
ning their own future--is becoming a major force 
for educational reform and also for the 
redirection and stabilization of social forces. 
Career education programs will increasingly con- 
tribute to the economic, political, and cultural 
life-styles of our future society. Knowledge and 
understanding of the bases of career education 
are imperative for designing such programs. The 
present American infatuation for the instantane- 
ous and the accelerated is dangerous. It may be 
significant that the Greek word for “instant” is 
derived from the verb meaning “to waste, to 
ravage”. Human development cannot be instant, 
biologically or psychologically. A new career edu- 
cational sequencing is needed in which learning 
becomes a form of continuing growth and life, 
not just achieving some marketable skill. Career 
education has the responsibility of teaching the 
skills of evaluation as well as those of production. 
(MF) 
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cupational Information, Post Testing, Pretests, 
*Program Evaluation, Resource Units 

Identifiers—Career Awareness, *Exemplary Pro- 
rams, Lincoln County, West Virginia 

is document presents an evaluation of an ex- 
emplary project in career education limited to 
students in Grades | through 6 in the schools of 

Lincoln County, West Virginia. The project’s ob- 

jectives were to compare two groups of students 

on language achievement, mathematics achieve- 
ment, and occupational awareness, an experimen- 
tal group who received learning experiences 
in Fe subjects and a control group who had 
not. Approximately 80 students from each grade 
were pretested and posttested and an analysis of 
covariance was performed on data obtained from 
the tests. The adjusted post-test means for the ex- 
perimental group were 11 percent higher on lan- 
guage. achievement, 24.5 percent higher on 
mai atics achievement, and 18 percent higher 
on occupational awareness than for the control 
group, Teaching strategies of field trips, resource 
role models, manipulative activities, simulation, 
and multimedia activities were incorporated into 
instructional resource units to provide the experi- 
mental group experiences. The conclusions sug- 
gested by the study are that elementary students 
who received planned career education ex- 
= for two semesters were significantly 
igher in achievement on the areas tested than 

“wn who did not receive the experiences. 

( 
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Utah Research Coordinating Unit for Vocational 
and Technical Education, Salt Lake City. 

Spons Agency—Office of Education (DHEW), 
Washington, D. C. Div. of Comprehensive and 
Vocational Research. 

Bureau No—BR-6-3046 

Pub Date Jul 72 

Grant—OEG-4-7-063046-1612 

Note—24p. 
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EDRS Price MF-$0.65 HC-$3.29 
Descriptors—*Electronics, Evaluation, ‘*Post 
Secondary Education, *Secondary Grades, 
*Technical Education, Vocational High 
Schools, Vocational Schools 
Identifiers— Utah 
To gather data for the evaluation of the Voca- 
tional Electronics and Integrated Secondary/Post- 
Secondary Curriculum guide so as to assess its 
Status, questionnaires were distributed to Utah's 
32 secondary vocational instructors, and inter- 
views were conducted with all the post-secondary 
instructors. Findings and conclusions reached in- 
clude: (1) The guide is generally not accepted by 
the high school teachers, (2) The level of the 
guide is beyond the cognitive domain of many 
high school students, (3) The guide calls for 
equipment which is not accessible to instructors, 
(4) The term articulation and its application to 
the guide are not fully understood by high school 
instructors, (5) All teachers do not have access 
to a guide, and (6) By and large, students are 
able to enroll in post-secondary institutions with 
advanced standing. (SN) 
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Descriptors—Comparative Analysis, Followup 
Studies, ‘*Instrumentation, ‘Nursing, ‘*Per- 
formance Factors, ‘*Program Evaluation, 
Questionnaires, Student Characteristics, Un- 
dergraduate Study, * Validity 
Identifiers—Canada, *Ryerson Polytechnical In- 
stitute 
This appendix contains materials on the 
development and validation of instruments and 
scales used to assess the nursing program of 
Ryerson Polytechnical Institute in ‘oronto, 
Canada. Some of the instruments included the 
following: (1) Introductory Information Question- 
naire, which investigates students’ sociceconomic 
and ethnic backgrounds, influence of family and 
peer groups, and the process of choosing a 
nursing career, (2) Nursing Selection Inventory, 
which investigates students’ self image and ratings 
of nursing characteristics, (3) Expectations and 
Experiences in Nursing, which deals with the an- 
ticipation of experiences as a student and as a 
graduate, (4) Activities of Students, which in- 
vestigates activities and friendship patterns, (5) 
School Life, which measures the environment of 
the nursing school, (6) Nursing Approach Scale, 
which provides construction of a “values picture” 
of nurses, (7) Change and Development as Seen 
by the Graduating Student, (8) Commitment to 
Nursing Scale, which allows for self-evaluation of 
such dimensions as choice, awareness of the fu- 
ture, and sense of responsibility, (9) Creativity in 
Nursing, (10) Choosing a Job in Teaching, and 
(11) Taking Responsibility in Nursing. A report 
of the study which used these and other instru- 
ments is available as VT 019 723 in this issue. 
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Combined cumulative indexes are provided for 

the four issues of “Abstracts of Instructional 

Materials in Vocational and Technical Educa- 

tion” (AIM) and of “Abstracts of Research 
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Materials in Vocational and Technical Educa- 
tion” (ARM), both published during calendar 

ar 1972 as Volume 5, Numbers 1-4. 
Rescarchers, supervisors, teacher educators, edu- 
cation specialists, administrators, and teachers 
may use this index as a tool in searching by sub- 
ject or by author for materials acquired and 
processed by the Educational Resources Informa- 


tion Center (ERIC) Clearinghouse on Vocational 
and Technical Education. Major sections include: 
(1) Subject Index, (2) Author Index, and (3) 
Conversion of Document Number Index. Instruc- 
tions for ordering documents and VT/ERIC 
Microfiche collections are provided. The Conver- 
sion of Document Number Index is cumulative 


from Fall 1967 through Volume 5, Number 4, 
1972. Within the first two sections, materials are 
listed by VT identification number, including the 
title, ED Identification number if available in 
“Research in Education”, and the number and 
page of the applicable issue of AIM or ARM in 
which the full abstract is located. (DE) 
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Iconic Signs and Symbols in Audiovisual Communication, an Analytical 
Survey of Selected Writings and Research Findings, Final Report. 
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1972 Distinguished Achievement Award 
Entry 
Pre-Student Teaching Laboratory Experiences 
for Students Majoring in Physical Education 
and in Elementary Education. The Children’s 
Motor Development Program. 
ED 074 037 


Ability Grouping 
The Attitudes and Feelings of Selected Sixth 
Grade Children Toward Reading in Ability 


Groups. 
ED 073 434// 
Classification Materials. 
ED 073 545 
Proceedings of Conference on Development in 


School Desegregation and the Law. 
ED 074 157 


Abstracting 
Trends in Modern Subject Analysis with 
Reference to Text Derivative Indexing and Ab- 
stracting Methods: The State of the Art. 
ED 073 787 
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An Abstract Test of Problem Ability. 
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Abstracts 
Abstracts of Papers Available from the Educa- 
tional Services Department of the Manitoba 
Association of School Trustees. Occasional 


Paper No. 17. 
ED 074 056 


Consumer Education Bibliography: A Selected 
Listing of Abstracts from the National Mul- 
timedia Center for Basic Education. 
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Paper and Symposia Abstracts. American Edu- 
cational Research Association Annual Meeting, 


1973. 
ED 074 089 
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sis. Volume VI, No. 4. 
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Elementary School Teachers’ Differential 
Classroom Interaction with Children as a Func- 
tion of Differential Expectations of Pupil 
Achievements. 
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Evaluation of Training Program for Community 
College Educators of Academically Deprived 


Students. 
ED 074 023 
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ED 074 153 
The Prediction of Achievement Means of 
Schools from Non-School Factors Through 
Criterion Scaling. 
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Prediction of Participation and Achievement in 
the United States Armed Forces Institute 
(USAFI) General Educational Development 
(GED) Program. 
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Aptitude-Treatment Interaction Research with 
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tion and Social Mobility. Research Report 178, 
Development and Public Affairs. 
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An Analysis of the Relationship Between Read- 
ing and Mathematics Achievement Gains and 
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Evaluation. 
Social Conflict: Teachers’ Strikes in Newark, 
1964-1971. An Issue Paper on a Topical Sub- 
ject in Education. 
ED 073 519 


New Jersey State Dept. of Labor and 
Industry, Trenton. Rehabilitation 
Commission. 
A Cooperative Vocational Rehabilitation Pro- 
gram Between a Public Agency, a State Univer- 
sity, and Organized Labor. Final Report. 
ED 074 293// 


New Mexico State Univ., Las Cruces. 
Claude C. Dove Learning Center. 
Application of Research Management 
Techniques. 
ED 073 572 


New Mexico State Univ., Las Cruces. 


Southwest Regional Resource Center. 
Dimensions and Attributes of Resource 
Teacher Systems Serving Handicapped Lear- 


ners, 
ED 073 584 


Institution Index 233 


New Mexico State Univ., University Park. 
ERIC ba ae on Rural Education 


and Small Sc 
Career Education Handbook for Rural School 
Administrators. 
ED 073 861 


Outdoor Education, A Selected Bibliography 
(with ERIC Abstracts). ERIC/CRESS Supple- 


ment No. 2. 
ED 073 903 


New Mexico State Univ., University Park. 
Water Resources Research Inst. 
School Learning Materials on — Problems 
of New Mexico and the Southwes 
ED 073 910// 


New Orleans Public Schools, La. Div. of 
Instruction 


The Aural-Oral Method of Teaching Usage in 
ED 073 469 


New York Civil Liberties Union, N.Y. 
New York Civil Liberties Union Student Rights 
Project Report on the First Two Years, 1970- 
1972. 


the Total English Program. 


ED 073 524 


New York State Dept. of Civil Service, 
Albany, N.Y. 
Annual Report on the Occupations, Job Status 
and Ethnic Characteristics of Employees in 
New York State Agencies, 1971 (Fifth). 
ED 074 259 


New York State Education Dept., Albany. 
Bureau of Continuing wee 
Curriculum De 
Inventory of Readiness for Literacy. Phase 2: 
Auditory Discrimination. 
ED 073 355 


New York State Education Dept., Albany. 
Bureau of Pupil Testing and Advisory 
Services. 


Diagnostic Tests in Reading: An Annotated 
Bibliography. 
ED 073 426 


New York State Education Dept., Albany. 
Bureau of Secondary Curriculum 
Development. 
The Consumer and His Health Dollar: One of a 
Series in Expanded Programs of Consumer 


Education. 

ED 073 959 
Teaching Guitar. A Curriculum Guide for a 
High School Elective in Music Education. 

ED 074 008 


New York State Education Dept., Albany. 
Foreign Area Materials Center. 
Kishan Garhi Village, A Generation of Change: 
Technology, Society, and Culture. 
ED 073 980 


New York State Interdepartmental 
Committee on Indian Affairs, Albany. 
The Indian Today in New York State. 
ED 073 870 


North Carolina State Dept. of Public 
Instruction, Raleigh. Div. for Exceptional 
Children. 

Career Opportunities in Teaching Exceptional 


Children. 
ED 073 574 
HANDS-ON, Career Exploration for Bright 


Students. 

ED 073 575 
Union Catalog: Special Education Instructional 
Materials Center Network. 

ED 073 576 


North Carolina State Dept. of Public 
Instruction, Raleigh. Div. of Research. 
Teaching About Africa in the Social Studies 
Curriculum. Evaluation of Activities for 
Seventh Grades in North Carolina: 1969-1972. 
ED 073 977 


North Carolina Univ., Chapel Hill. 
Technical Assistance Development System. 
Program Planning and Evaluation. First Chance 
for Children, Vol. 2. 
ED 073 581 
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Northeastern Illinois Univ., Chicago. 
Duality in Society: Duality in Teacher Educa- 


tion. 
ED 074 016 


Northside Center for Child Development, 
New York, N.Y. 
Search for Preventive faces Developing 
Cognitive Skills in a High Risk Community as a 
Deterrent to Maladaptive Behavior. 
ED 074 188 


Northwest Regional Educational Lab., 
Portland, Oreg. 

Essays on Career Education. 
ED 074 220 


Northwest Territories Dept. of Education, 
Yellowknife. Curriculum Div. 
Elementary Education in the Northwest Terri- 
tories: A Handbook for Curriculum Develop- 


ment. 
ED 073 473 


Office of Child Development (DHEW), 
Washington, D. C. Bureau of Head Start 
and Child Service Programs. 
Stop, Look, and Listen: Children Ahead. 
ED 073 857 


Office of Economic Opportunity, 
Washington, D.C. Office of Planning, 
Research, and Evaluation. 
Poverty Dimensions of Rural-to-Urban Migra- 
tion: A Statistical Report. Population-Migration 
Reports, Rural-Urban Migrants, Volume I, Part 


I. 
ED 073 902 


Office of Education (DHEW), Washington, 
D.C. 
Public School Finance Programs, 1971-72. 
(States, District of Columbia, and Outlying 


Areas). 
ED 073 536 


Office of Education (DHEW), Washington, 

D.C. Div. of Compensatory Education. 
Handbook on Performance Objectives: Title I, 
Elementary and Secondary Education Act of 


1965. 

ED 074 202 
A Title | ESEA Case Study: The Continuous 
Progress Program, Williamsburg County, South 


Carolina. 
ED 073 895 


Office of Education (DHEW), Washington, 
D.C. Office of Environmental Education. 
Second Annual Report of the Advisory Council 
on Environmental Education. 
ED 073 950 


Office of Minority Business Enterprise 
(DOC), Washington, D. C. 
Minority Ownership of Small Businesses: In- 
structional Handbook. 
ED 074 284 


Ohio Academy of Science, Columbus. 
A Guide to Ohio Outdoor Education Areas. 
ED 073 945 


Ohio State Dept. of Education, Columbus. 
A Look Toward Educational —_— 
D 073 391 


People Working Together: Follow Through in 
Ohio. 
ED 073 827 


Ohio State Dept. of Education, Columbus. 
Div. of S Education. 
Guidelines Work-Study Phase of E.M.R. Pro- 


grams. 

ED 073 605 
Ohio Laws for Special Education. 

ED 073 602 
Ohio School Speech and Hearing Services. 

ED 073 601 
Ohio's Program for the Education of the Han- 


dicapped. Interim Report. 
ED 073 603 


A Program for Visually Impaired Children. 
ED 073 604 


Ohio State Dept. of Natural Resources, 
Columbus. 
A Guide to Ohio Outdoor Education Areas. 
ED 073 945 


Ohio State Univ., Columbus. Center for 
Human Resource Research. 
Career Thresholds: A Longitudinal Study of the 
Educational and Labor Market Experience of 
Male Youth, Volume 4. 
ED 074 280 


Ohio State Univ., Columbus. Center for 
Vocational and Technical Education. 
Abstracts of Instructional Materials in Voca- 
tional and Technical Education and Abstracts 
of Research Materials in Vocational and 
Technical Education. Annual Index, 1972. 
Volume 5, Numbers | through 4. 
ED 074 308 


Cooperative Education: Answers to Questions 
on Vocational and Technical Education 
ED 074 227 


Disadvantaged Youth: Answers to Questions on 


Vocational and Technical Education. 
ED 074 228 


Implications of Career Education for Teachers’ 


Preparation. 
ED 074 206 
Information Needs of Local Administrators of 


Vocational Education. Final Report. 
ED 074 221 


Management Systems: Answers to Questions on 


Vocational and Technical Education. 
ED 074 229 


Measurement of the Change Orientation of Vo- 
cational Teachers. Final Report. 
ED 074 211 


Review and Analysis of Instructional Materials 
for Manufacturing. 
ED 074 207 


The Role of Vocational Education in Career 
Education. Final Report. 
ED 074 209 


Oklahoma State Dept. of Education, 


Oklahoma City 
A Guide for Industrial Arts Education in 


Oklahoma. 
ED 074 303 


Oklahoma State Dept. of Vocational and 
Technical Education, Stillwater. Div. of 
Research, Planning, and Evaluation. 
An Evaluation of Oklahoma’s Exemplary Voca- 
tional Education and Occupational Orientation 
Program, Tulsa Public Schools—1971-1972. In- 
terim Evaluation Report. 
ED 074 213 


Occupational Training Information System 
(OTIS) Cycle Five Report. 
ED 074 301 


Ontario Inst. for Studies in Education, 


Toronto. 
Arithmetic and Algebra in the Schools: Recom- 
mendations for a Return to Reality. 
ED 073 939// 


The Costs of Information Retrieval Television. 
A Case Study in the Cost-Effectiveness of Edu- 
cational Media. 

ED 073 706// 


Educational Television On Demand. An 
Evaluation of the Ottawa IRTV eee. 
D 073 705// 


Open Univ., Walton, Bletchley, Bucks 
(England 


). 
Language in Education: A Source Book. 
ED 073 458// 
Orange Unified School District, Calif. 
Career Education Pilot Project K-14. Orange 


County Consortium. Needs Assessment. 
ED 074 271 


Oregon School Study Council, Eugene. 
Fair Dismissal Procedures. Oregon School 
Study Council Bulletin, Volume 16, Number 5. 
ED 073 518 


Oregon State Dept. of Education, Salem. 
Racial and Ethnic Survey, 1972. 
ED 073 882 


Oregon State Univ., Corvallis. Cooperative 


Extension Service. 
Income and Poverty Data for Racial Groups. A 
Compilation for Oregon Census County Divi- 


sions. 
ED 073 872 


Oregon Univ., — ne Clearinghouse 
on Educational M 
The Assistant Principal. A Callectiae of ERIC 


Document Resumes. 
ED 073 563 


Student Rights and Responsibilities. Educa- 
tional Management Review Series Number 14. 
ED 073 517 


Oregon Univ., Eugene. Field Training and 
Service Bureau. 
Fair Dismissal Procedures. Oregon School 
Study Council Bulletin, Volume 16, Number 5. 
ED 073 518 


Owensboro Extension Center, Ky. 
Guidelines for Career Awareness. 
ED 074 265 


Peat, Marwick, Mitchell and Co., San Juan, 
Puerto Rico. 
Administrative Utility Analysis. 
ED “a0 278 


Administrative Utility Analysis: Append 
ED 074 ‘277 


Administrative Utility Analysis: Study Summa- 
ry. : 
ED 074 276 


Pennsylvania Health Council, Iuc., 
Harrisburg. 
Research Project: Practical Nursing Licensing 
Exam Achievement Relationship to Work Per- 


formance and Retention. Final Report. 
ED 074 210 


Pennsylvania State Univ., University Park. 
Cooperative Extension Service. 
Selected Socioeconomic Characteristics of Far- 
mers Associated with the Use of Soil Testing. 
ED 073 339 


Pennsylvania State Univ., University Park. 
Div. of Education Policy Studies. 
“Attitudes of Male Gang Members Related to 
Innovative Education.” 
ED 074 195 


Pennsylvania Univ., Philadelphia. Graduate 
School of Education. 
Graduate Training in Mathematics Education 
Research and Structural Learning. Final Re- 


port. 
ED 073 936 


Perth Amboy Board of Education, N.J. 
Adult Skills Training Center: Feasibility Study. 
ED 074 281 


Phi Delta Kappa, Bloomington, Ind. 
Commission on Educational Planning. 
Educational Goals and Objectives. A Model 
Program for Community and Professional In- 
volvement. Administrator’s Manual. 
ED 073 530 


A Programmed Course for the Writing of Per- 
formance Objectives. A Constructed Response 


Linear 

ED 073 528 
Writing Performance Objectives. Instructor's 
Manual for Teachers and Administrators. To 
Be Used with: A fig, asewed Course for Writ- 
ing of Performance Objectives. 

ED 073 529 


Phi Delta Kappa Educational Foundation, 


B , Ind. 
Alternative Schools in Action. Fastback Series, 


No. 11. 
ED 073 567// 
Busing: A Moral Issue. Fastback Series, No. 7. 
ED 073 565// 
Learning Systems for the Future. Fastback Se- 


ries, No. 9. 
ED 073 566// 


Philadelphia School District, Pa. 
Legite Latine: Lectiones Latinae Tironibus 
Gradu Quinto (A Latin Reader for Children in 
the Fifth Grade). 
ED 073 731 


Look for the Latin Word: A Gamebook on En- 
ish Derivatives and Cognates to Accompany 
“How the Romans Lived and Spoke (Romani 
Viventes et Dicentes): A Humanistic ee eae 

to Latin for Children in the Fifth Grade 
ED 073 732 





Philadelphia School District, Pa. Office of 
Research and Evaluation. 


Evolution of a Bilingual Evaluation. 
ED 074 102 


Piedmont Virginia Community Coll., 
Charlottesville, Va 
Obtaining Community Input in the Planning of 
Community Services: A Model. 
ED 073 745 


Pittsburgh Univ., Pa. University Center for 
Studies. 


ternational 
Outline of Polish Morphology. 
ED 073 727 


Pontiac City School District, Mich. 
How Pontiac Teachers View Their Schools. 
ED 074 021 


Postgraduate Medical Inst., Boston, Mass. 
Clinically Relevant Literature Study. Final Re- 


port. 
ED 073 781 


Pratt Inst.; Brooklyn, N.Y. Graduate School 
of Library and Information Science. 
International Library Manpower, Education 
and Placement in North America (ALA 
Preconference Institute. Detroit, Michigan; 
June 26-27, 1970). Papers and Speeches. 
ED 073 783 


International Library Manpower; Education 
and Placement in North America (ALA 
Preconference Institute. Detroit, Michigan; 
June 26-27, 1970). Education for Librarian- 
ship: Country Fact Sheets. 

ED 073 784 


Purdue Research Foundation, Lafayette, 
Ind. 
A Comparison of the Neurological Impress 
Method, the Language Experience Approach, 
and Classroom Teachi for Children with 
Reading Disabilities. Final Report. 
ED 073 428 
Purdue Univ., Lafayette, Ind. Instructional 
Media Research Unit. 
A Survey of the Indiana Library TWX Network 
System as Implemented by the Indiana State 
Library and the Four State University Libra- 


ries. 
ED 073 778 


Rancho Santiago Community Coll., Santa 
Ana, Calif. 
Career Education Pilot Project K-14. Orange 
County Consortium. Needs Assessment. 
ED 074 271 


Rand Corp., Santa Monica, Calif. 
Models, Simulations, and Games: A Survey. 
ED 073 687 


Red Cloud Indian School, Inc., Pine Ridge, 
S. Dak. Sioux Culture Center. 
Ehanni Ohunkakan. Curriculum Materials 


Resource Unit. 
ED 073 860// 


Registered Nurses’ Association of Ontario. 
Learning to Nurse: The First Five Years of the 


pa enareey tap ED 074 282 


Learning to Nurse: The First Five Years of the 
Ryerson Nursing Program. Appendix 
ED 074 307 


Remediation Associates, Inc., Linden, N.J. 
Classroom Management Through the Applica- 
tion of Behavior Modification me yr 

ED 073 392 


Research Atlanta, Inc., Ga. 
Analysis of Atlanta Compeneaine School 


Desegregation Plan. 

ED 074 203 
School Desegregation in Metro Atlanta, 1954- 
1973. 

ED 074 204 


Research for Better Schools, Inc., 
Philadelphia, Pa. 
A’ Formative Evaluation of ‘Individualized 
Science,” an Innovative Instructional System. 
ED 074 145 


“Individualized Science” Field Test Findings 
and — the Hooke Unit. Ap- 


pendix A 
ED 074 146// 


Research Inst. for Machinery Technology 

and Economics, Prague (Czechoslovakia). 

Inst. of Enginee 
The Psychology o 
up to 1970. 


Creativity: A Bibliography 
ED 073 842 


Research Triangle Inst., Durham, N.C. 
Statistics Research Div. 
“The Electric Company” In-School Utilization 
Study. Volume One: The 1971-72 School and 
Teacher Surveys. 
ED 073 709 


Riverside Unified School District, Calif. 
The Achievement of Students in — 
Grades After Seven Years of pn 
074 169 


Rural Education Association, Washington, 


D.C. 
Inequality: A Portrait of Rural America. 
ED 073 878 


Rutgers, The State Univ., New Brunswick, 
N.J. Graduate School of Education. 
A Study of the Community College Board of 
Trustees and the Process of Institutional 


Change. 

ED 073 755 
Workshop Report on the Education of Voca- 
tional-Technical Teacher Educators Using 
Microteaching, Video Feedback, and Microsu- 


pervision. 
ED 074 279 


Rutgers, The State Univ., New Brunswick, 
N.J. Graduate School of Library Service. 
Bibliographical Information in Manuscript Col- 


lections. 
ED 073 780// 


Rutgers, The State Univ., New Brunswick, 
N.J. Inst. of Management and Labor 
Relations. 
A Cooperative Vocational Rehabilitation Pro- 
gram Between a Public Agency, a State Univer- 
sity, and Organized Labor. Final a. 
074 293// 


Saint Olaf Coll., Northfield, Minn. 


Paracollege. 
ED 073 739 


San Diego City Schools, Calif. 
Materiales en Marcha para el Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of Bilingualism/Biculturalism), Oc- 
tober 1972. 
ED 073 716 


Materiales en Marcha para el Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of Bilingualism/Biculturalism), Au- 
gust 1972. 

? ED 073 718 


Materiales en Marcha para el! Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of Bilingualism/Biculturalism), July 


1972. 
ED 073 719 
Materiales en Marcha para el Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of _ Bilingualism/Biculturalism), 
December 1972. 
ED 073 726 
San Francisco Univ., Calif. Office of 
Institutional. Studies. 
Theory and Suggested Framework for Self- 
Evaluative Performance Appraisal in the 


University. 
ED 073 741 
Santa Ana Unified School District, Calif. 
Career Education Pilot Project ci te Orange 


County Consortium. Needs Assessmen 
ED 074 271 


Santa Cruz County Superintendent of 


Calif. 
A Five County Vocational Skiils hoa Pro- 
gram for the Blind. Project Documen 
ni ED 073 579 
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A Five County Vocational Skills Training Pro- 
gram for the Blind. Evaluation Document. 

ED 073 580 
Home Economics Guide for Visually Han- 
dica Students. A Five County Vocational 
Skills Training Program for the Blind. 

ED 073 578 
Woodworking Guide for Visually Handicapped 
Students. A Five County Vocational Skills 
Training Program for the Blind. 

ED 073 577 


Saskatchewan NewStart, Inc., Prince Albert. 


Socanic Coaching Manual. 
ED 074 219// 


Schools Council, London (England). 
Ethics and Environment: Topics for Enquiry 


and Discussion by Older Chiidren. 
ED 073 916// 


Science Research Associates, Inc., Chicago, 
I. 


Competency-Based Teacher 
Progress, Problems, and Prospects 


Education; 


ED 074 017// 
Our World of Work. Guidance Series Booklets. 
ED 074 241// 


Scottish Council for Research in Education. 
The Scottish Council for Research in Educa- 
tion. Forty-Fourth Annual Report, 1971-72. 

ED 074 034 


Scottish Inst. of Adult Education, 


Edinburgh. 
Year Book of Adult Education in Scotland, 


1972-73. 
ED 073 351 


Sheboygan Public Schools, Wis. 
Career Education Guide, K-14. 
ED 074 266 


Sheridan School District 2, Englewood, 
Cole. 
Project Outreach for Optimum Growth of 
Alienated Youth Who Reject School. Con- 
tinuation Bay. rages Dropout Prevention Pro- 


gram, 19 
ED 074 201 


Sir George Williams Univ., Montreal 

(Quebec). Instructional Media Office. 
Educational Communications and the Formula- 
tion of National and International Orientations. 
ED 073 697 


Social and Rehabilitation Service (DHEW), 
Washington, D.C. Rehabilitation Services 
Administration. 
Deaf Leadership Training for Community In- 
teraction. A Manual for “Grassroots” Leader- 


ship. 
ED 073 364 


Social Security Administration (DHEW), 
Washington, D.C. Bureau of Hearings and 
Appeals. i a ag he Mele 
Forensic Psychology in Disability Adjudication: 
A Decade of Experience. Vocational Experts in 


the Bureau of Hearings and Appeals. 
ED 073 397 


Society for Research into Higher Education, 
Ltd., London (England). 
Register of Research into Higher Education 


1972 Mainly in the United Kingdom. 
ED 073 736// 


Soil Conservation Society of America, 
Ankeny, Iowa. 
National Land Use Policy: Objectives, Com- 
ponents, Implementation. 
ED 073 937// 


South Dakota State Dept. of Public Welfare, 


South Dakota Indian Recipients of Public Wel- 
fare. 
ED 073 880 


South Dakota State Library Commission, 
Pierre. 
Comprehensive Long Range Library Program 


1973-77. 
ED 073 772 
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Southern Regional Education Board, 


Atlanta, Ga. 
State and Local Revenue Potential, 1971. 
ED 073 523 


Speech Communication Association, New 
York, N.Y. 
ERIC First Analysis: 1973-74 National High 
School Debate Resolutions. 
ED 073 515 


National High School Debate Topic (1973-74) 
(What Should Be the Role of the Federal 
Government in Extending Public Assistance to 
All Americans Living in Poverty): Primary 


Resources. 
ED 073 516// 


gfield Area Community Coordinated 


Sprin 
Child Care (4-C) Committee, Mass. 
Licensed Pre-School Child Care Programs, 


1972-1973. 
ED 073 856 


Stanford Research Inst., Menlo Park, Calif. 
Effects of Federal Installation Phase-outs upon 
School Districts. 

ED 073 525 


Entitlements for Federally Affected School Dis- 
tricts Under Public Laws 874 and 815. Volume 
I. 


ED 073 526 


Stanford Univ., Calif. Inst. for 
Mathematical Studies in Social Science. 
Ingredients for a Theory of Instruction. Techni- 
cal Report Number 187. 
ED 073 627 


Insiruction in Initial Reading Under Computer 
Control: The Stanford Project. Technical Re- 


port No. 158. 
ED 073 421 


Stanford Univ., Calif. Stanford Center for 
Research and Development in Teaching. 
The Active Classroom: A Comparison of 
Team-Teaching and Self-Contained-Classroom 
Schools. Technical Report No. 31. 
ED 074 069 
An Error Analysis of the Spoken English of 
Mexican-American Pupils in a Bilingual School 
and a Monolingual School. Research and 
Development Memorandum No. 103. 
ED 073 879 
Strategies for Developing Reciprocity Between 
Educational Researchers and School Personnel: 
Providing Teachers with Feedback on Students’ 
Computer Assisted Instruction Performance. 
ED 073 678 


State-Fede7al Information Clearinghouse for 
Exceptional Children, Arlington, Va. 
Legal Change for the Handicapped through 


Litigation. 
ED 073 612 


State Univ. of New York, Albany. Center 
for Educational Communications. 
Remedial Reading: A Mediagraphy of Selected 


Educational Recordings on the College Level. 
ED 073 423 


State Univ. of New York, Albany. Two Year 
Coll. Student Development Center. 
A Workshop with Donald P. Hoyt: Uses of Ap- 
praisal and Measurement for the Improvement 
of Vocational Counseling. 
ED 073 377 


State Univ. of New York, Buffalo. Coll. at 
Buffalo. 


Amendment to Quality Control Project for In- 

tensive Development for the Evaluation Com- 

ponents of Computer Based Resource Units. 
ED 073 685 


State Univ. of New York, Buffalo. 
Educational Research and Development 
Complex. 

Computer Assisted Planning: A User Manual 


for Computer Based Resource Units. 
ED 073 587 


Guidelines for Doses Computer Based 
Resource Units. Revised 
ED 073 586 


Research and Evaluation of Computer-Based 
Resource Units. 
ED 073 589 


—_ Computer Based Resource Guide for 
Health. 
ED 073 588 
State Univ. of New York, Buffalo. Univ. 
Research Office. 


w 


Student Perceptions: Family, Friends and 
Others. 
ED 073 383 


State Univ. of New York, Fredonia. Teacher 
Education Research Center. 
The Fredonia Teaching Skills Laboratory: Ex- 
perimental Development of a Model. Final Re- 


port. 

ED 074 018 
Teacher Performance: Do We Know What We 
are Evaluating? 

ED 074 064 


State Univ. of New York Research 


Foundation, Buffalo. 
Amendment to Quality Control Project for In- 
tensive Development for the Evaluation Com- 
ponents of Computer Based Resource Units. 
ED 073 685 


Stephen H. Wilder Foundation, Cincinnati, 
Ohio 


Visions of Cablevision; The Prospects for Cable 
Television in the Greater Cincinnati Area. 
ED 073 688 


Sterling Inst., Washington, D. C. 
Educational Technology Center. 
Additional Test Items for Concept Areas II and 
Ill. Economic Analysis Course. 
ED 073 658// 


Behavioral Hierarchy Charts. Economic Analy- 


sis Course. 

ED 073 637// 
Computer Managed Instructional System. 
Economic Analysis Course. 

ED 073 665// 


Concept Area Four and Five Objectives, 
Hierarchy Charts, and Test Items. Economic 
Analysis Course. Segments 85-96. 

ED 073 636// 


Concept Area One Objectives (Rev), Test 
Items (Rev), and _ Instructional Events. 


Economic Analysis Course. Segments | - 16. 
ED 073 633// 


Concept Area Three Objectives and Test Items 
(Rev.). Part One and Part Two. Economic 
Analysis Course. Segments 50 - 84. 

ED 073 635// 
Concept Area Two Objectives and Test Items 
(Rev.) Part One, Part Two. Economic Analysis 
Course. Segments 17-49. 

ED 073 634// 


Course Administrator's Manual. Economic 
Analysis Course. 
ED 073 668// 


Course Description. Economic Analysis 


Course. 

ED 073 648// 
Course Development Model; Manpower Re- 
port. Economic Analysis Course. 

ED 073 667// 


Course Segment A.4 Documentation. 
Economic Analysis Course. 
ED 073 654// 


Course Segment IV; as Guide and 
Materials. Economic Analysis Cou 
ED 073 655// 


Economic Analysis Audio-Workbook A, B, and 
Cc. 

ED 073 644// 
Economic Analysis. Computer Simulation 
Models. 
ED 073 646// 


ED 073 645// 
Economic Analysis. Volume I. Course Seg- 


ments 4-15. 
ED 073 638// 
Economic Analysis. Volume II. Course Seg- 


ments 19-34. 
ED 073 639// 
Economic Analysis. Volume III. Course Seg- 


ments 35-46 

ED 073 640// 
Economic Analysis. Volume IV. Segments 51- 
64. 


ED 073 641// 
Economic Analysis. Volume V. Course Seg- 


ments 65-79. 
ED 073 642// 


Economic Analysis. Enrichment. 


Economic Analysis. Volume VI. Segments 84- 
94. 
ED 073 643// 


ED 073 664// 
Final Validation Report. Economic Analysis 


Course. 

ED 073 666// 
Instructional Strategy and Media Selection Ra- 
tionale. Economic Analysis Course. 

ED 073 650// 
Internal Working Documents. Economic Analy- 


sis Course. 
ED 073 647// 
Macro Content and Operational Systems Flow 


Chart. 
ED 073 649// 
Media Selections, Macro-Sequence Chart, and 
Course Schedule. Economic Analysis Course. 
ED 073 656// 


Micro Chart For Concept Area One. Economic 
Analysis Course. 
ED 073 651// 


Multi-Media Curriculum Development: The 
Economics Analysis Course. 
ED 073 660// 


Operational Requirements for Multi-Media 
Economics Course. Economic Analysis Course. 
ED 073 661// 
Phase I Report. Economic Analysis Course. 
ED 073 657// 
Preliminary Evaluation Plan. Economic Analy- 


sis Course. 
ED 073 653// 
Preliminary Outline of [Evaluation Plan. 
Economic Analysis Course. 
ED 073 652// 
nalysis 


Economic A 


ED 073 659// 
Preliminary Validation Report for Multi-Media 
Economics Course. Economic Analysis Course. 
ED 073 663// 


Tests. Economic Analysis Course. 
ED 073 669// 


Validation Report. Economic Analysis Course. 
ED 073 662// 


Strategic Air Command (Air Force), Davis- 
Monthan AFB, Ariz. Combat Support 
Group (8034). 
Davis-Monthan Air Force Base Summer Youth 
Program, 1972. 
ED 074 230 


Supreme Court of the U. S., Washington, 
Supreme Court of the United States Syllabus: 
San Antonio Independent School District Et. 
Al. v. Rodriguez Et. Al. Appeal from the 
United States District Court for the Western 
District of Texas. No. 71-1332, Argued Oc- 
tober 12, 1972 -- Decided March 21, 1973. 

ED 073 568 


Syracuse Univ., N.Y. Continuing Education 
Center for the Public Service. 


Continuing Education and Social Conscience. 
ED 073 345 


System Development Corp., Falls Church, 
Va. 


Test Data on Adult Basic Education Students. 
Second Interim Report. 
ED 073 331 


Systems Research, Ltd., Richmond 
(England). 
Strategic Disposition Tests and the Influence of 
Learning Strategy on the Performance and 
Breakdown of Skills. Interim Scientific Report. 
ED 073 374// 


Temple Univ., Philadelphia, Pa. Dept. of 
Psychoeducational Processes. 
The Role of the Teacher in Student-Directed 
Learning. Final Report. 
ED 074 070 


Tennessee Univ., Knoxville. Agricultural 
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The following terms have been added to the Thesaurus of ERIC Descriptors (4th edition) for the January 1972 through June 1973 


issues of Research in Education (RIE): 


ADMISSIONS COUNSELORS 380 


AEROSPACE EDUCATION 140 
UF Aerospace Science Education 


AESTHETIC EDUCATION 140 
UF Aesthetic Development 


AIR INFLATED STRUCTURES 210 

SN Aijr structures (either high-pressure or 
dual-wall) in which an inflated structural 
element acts as a column, beam, or arch 
to support the enclosing membrane. 


AIR SUPPORTED STRUCTURES 210 
SN Aijr structures in which the entire en- 


closed space is maintained at a small 
pressure differential over ambient at- 
mospheric pressure to support and pre- 
tension the membrane (single or rein- 
forced) that serves as the enclosure. 


Alternative Futures 
USE FUTURES 


ALTERNATIVE SCHOOLS 470 

SN Schools both within and outside the 
public school system that offer alterna- 
tives to traditional educational concepts 
and practices, e.g. student initiated learn- 
ing process, inquiry-discovery approach, 
and shared problem solving and decision 
making. 


ALTRUISM 040 

SN Consideration for the welfare of others, 
sometimes in accordance with an ethical 
system. 


AMERICAN STUDIES 450 

SN Studies, usually interdisciplinary in 
approach, of all or part of the geographic 
area which includes the continental 
United States, Canada, the Arctic Archi- 
pelago, and Greenland. 


ANEMIA 250 
UF tron Deficiency Anemia 
Sickle Cell Anemia 


ASIAN STUDIES 450 

SN Studies, usually interdisciplinary in ap- 
proach, of such geographic areas as 
Asiatic U.S.S.R., Bangladesh, Bhutan, 
Ceylon, China, India, Indonesia, Japan, 
Korea, Maldive Islands, Mongolia, Nepal, 
Pakistan, the Philippines, Sikkim, and 
the Southeast Asian Subcontinent. 


BODY LANGUAGE 080 


Career Development 
USE VOCATIONAL DEVELOPMENT 


CASTE 490 

SN A closed social stratum based on hered- 
ity that determines its members’ pres- 
tige, occupation, place of residence, and 
social relationships. 


CHEMICAL NOMENCLATURE 400 


COMPENSATION (CONCEPT) 310 

SN The recognition that material undergoing 
@ perceptual transformation in one di- 
mension is accompanied by a specific 
change in another dimension. 


CONCEPTUAL TEMPO 420 

SN An index of time spent in problem 
solving sequences used to characterize 
the reflective/impulsive dimension of 
cognitive style. 


CONFIDENCE TESTING 190 

SN A method for discriminating levels of 
partial knowledge concerning a test item 
in which the examinee indicates his 
degree of confidence in his answer 
choice. 


CONSTRUCTION MANAGEMENT 020 


CUTTING SCORES 190 

SN __ A selected point on a scale which divides 
individuals earning scores above and 
below it into two groups for some 
purpose. 

UF Critical Scores 


DECODING (READING) 440 

SN Assimilation of meaning from written 
language by trial and error process of 
grapho-phonic, semantic, and syntactic 
analyses. 


DESENSITIZATION 420 
SN Planned exposure to anxiety producing 
stimuli in order to reduce illogical fears 


DIMENSIONAL PREFERENCE 060 
SN Cue response to color, form, or size 


Diplomacy 
USE FOREIGN RELATIONS 


Diplomatic Policy 
USE FOREIGN POLICY 


DISARMAMENT 480 

UF Arms Control 
Multilateral Disarmament 
Nuclear Control 
Unilateral Disarmament 


DISSENT 060 
UF _ Dissensus 


DRUG EDUCATION 140 

SN Study of the varied aspects of drugs, 
their source, abuse, chemical composi- 
tion, and physical, personal and social 
effects. 


EDITORIALS 050 


EXTERNAL DEGREE PROGRAMS 140 
UF Extended University 

Open University 

University Without Walls 


FAST TRACK SCHEDULING U20 

SN A construction management technique 
in which design and construction process 
activities are scheduled to overlap rather 
than scheduled sequentially. 


FOUND SPACES 210 

SN Spaces which do not resemble traditional 
school facilities but can easily be con- 
verted, e.g., hotels, supermarkets, resi- 
dences, and enclosed or semi-enclosed 
Outdoor areas adjacent to new or exist- 
ing facilities. 


FULL STATE FUNDING 220 


Future Studies 
USE FUTURES 


FUTURES (OF SOCIETY) 480 
UF =e Alternative Futures 
Future Studies 
Futurism 
Futuristics 
Futurology 


Futurism 
USE FUTURES 


Futuristics 
USE FUTURES 


Futurology 
USE FUTURES 


HUMANIZATION 490 

Ss The process of changing the environment 
structures, relationships) to 
be more humane and better adapted to 
human needs. 


(attitudes, 


UF Dehumanization 

HYBRID AIR STRUCTURES 210 

SN Aijr structures (either air cushions or 
frame-stabilized structures) which com- 
bine air-inflated or structural elements 
with each other, or are used in combina- 
tion with other structural supports. 


Intergovernmental Organizations 
USE INTERNATIONAL ORGANIZATIONS 





internation Behavior 
USE FOREIGN RELATIONS 


INTERNATIONAL CRIMES 060 
UF War Crimes 


INTERNATIONAL LAW 230 

UF International Legal Analysis 
International Torts 
Law of Nations 


International Policy 
USE FOREIGN POLICY 


International Politics 
USE FOREIGN RELATIONS 


lron Deficiency Anemia 
USE ANEMIA 


ITEM BANKS 520 

SN Collection of test items classified accord- 
ing to objectives, subtests, difficulty, 
grade level, content, etc., which may be 
used to construct tests tailored to the 
users’ needs. 


UF Item Pools 


Labor Demand 
USE MANPOWER NEEDS 


LAND ACQUISITION 020 
LEAD POISONING 250 


Lifelong Integrated Learning 
USE CONTINUOUS LEARNING 


LOCUS OF CONTROL 420 

N Personality construct referring to an 
individual’s perception of the locus of 
events as determined internally by his 
own behavior vs. fate, luck, or external 
forces. 


UF Internal External Locus of Control. 


LUNAR RESEARCH 450 

SN Scientific activities designed to provide 
information about the origin, structure 
and properties of the moon. 

UF Lunar Exploration 

MECHANICS (PHYSICS) 400 

SN The science that deals with the effects of 
energy and forces on the equilibrium, 
deformation, or motion of solid, liquid, 
and gaseous bodies—includes both classi- 
cal (Newtonian) and modern (atomic- 
level) mechanics. 

UF Classical Mechanics 

MERIT PAY 220 


MEXICANS 380 
SN Citizens of Mexico 


Military Policy 
USE FOREIGN POLICY 


MOLECULAR STRUCTURE 220 
MONOLINGUALISM 290 


MORAL DEVELOPMENT 130 
SN Developmental processes in the forma- 
tion of moral reasoning and judgments. 


MULTIDIMENSIONAL SCALING 190 

SN A proceaure for analyzing distances 
among a set of points in order to find 
their coordinates on several underlying 
dimensions. 


NEUROLINGUISTICS 290 

SN A branch of linguistic science relating 
language behavior to the neurological 
sciences. 


NONPUBLIC SCHOOL AID 220 


NONRESERVATION AMERICAN 

INDIANS 380 

SN = American Indians living off reservations 
who remain on the tribal census rol! or 
who maintain their Indian identity. 


OBSERVATIONAL LEARNING 310 

SN __ Behavioral effect on the learner resulting 
from the observation of a model. 

UF imitative Learning 

OPEN EDUCATION 140 

UF Open Schools 


ORGANIZATIONAL DEVELOPMENT 020 

SN The application of behavorial technology 
to organizations by attempting to inte- 
grate individual needs for growth and 
development with organizational goals 
and objectives. 


PARANOID BEHAVIOR 420 
SN Behavior characterized by suspiciousness 
or delusions of persecution or grandeur. 


PEACE 480 
UF international Peace 
World Peace 


PHYSICIANS ASSISTANTS 380 

SN Highly trained nonprofessionals who, 
under physicians’ supervision, perform 
many health care activities usually 
carried out by physicians. 


PLANNING (FACILITIES) 020 
UF = Facilities Planning 


PNEUMATIC FORMS 210 

SN Structures used as forms for placing 
concrete, reinforced and/or foam plastic 
materials. 


PAROCHIAL SCHOOL AID 220 
POLISH AMERICANS 380 


POPULATION EDUCATION 140 

SN Transmission of knowledge about popu- 
lation processes, population character- 
istics, the causes of population change 
and the consequences of that change for 
the individual and society. 


PREGNANT STUDENTS 380 


PROPERTY TAXES 230 
UF Ad Valorem Tax 


PUNISHMENT 310 


PUPPETRY 030 
UF Puppets 
Puppet Shows 


RELOCATABLE FACILITIES 210 


UF 


ROLE MODELS 420 

SN Individuals (real or theoretical) chosen 
for emulation in one or a selected few of 
their roles. 


Nonpermanent Facilities 


SEMANTIC DIFFERENTIAL 190 

SN A method of measuring attitudes ana/or 
values through the use of pairs of bipolar 
adjec. tive's. 


SEX DISCRIMINATION 480 
UF Discrimination (Sex) 
Sex Bias 
Sex Prejudice 


Si Units 
USE METRICSYSTEM 


Sickle Cell Anemia 
USE ANEMIA 


SOCIAL STRATIFICATION 490 


SPACE SCIENCES 400 


STATE OF THE ART REVIEWS 320 


STUDENT RESPONSIBILITY 040 


TEACHER DISCIPLINE 020 
SN Discipline of, not by, teachers. 


TEACHER DISMISSAL 020 


TIMEOUT 420 

SN Period of time in which no positive 
reinforcers are available, e.g., isolation in 
a small room. 


UPPER DIVISION COLLEGES 470 
SN A college offering junior, senior, and 
graduate level courses only. 


Valence Language 
USE SYNTAX 


VISUAL AIDS 050 

UF Visual Equipment 
Visual Instrumentation 
Visual Materials 
Visual Media 


VISUAL LITERACY 010 

SN A group of competencies which allows a 
human being to discriminate and inter- 
pret the visible action, objects, and/or 
symbols, natural or man-made, that he 
encounters in his environment. 


WAR 480 

UF Civil War 
Conventional Warfare 
Guerilla Warfare 
International War 
Unconventional Warfare 


WASTE DISPOSAL 410 

SN Act or process of discarding or throwing 
away unneeded or excess material in- 
cluding solids, oils, chemicals, and liq- 
uids. 


WASTES 460 

SN  Unneeded, discarded or excess material 
including solids, oils, chemicals, and liq- 
uids. 

Litter 

Refuse 


UF 


WOMENS STUDIES 110 


SN An academic discipline that incorporates 
courses about women either separately 
or as a field of study. 


UF Female Studies 
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1321 14th Street, N.W. 
Washington, D.C. 20005 


I am enclosing $._. (check or money order) for the following: 


() Research in Education Report Résumés November 1966-December 1967, $24.50 
() Research in Education Annual Index 1967, $3.25 
() Research in Education Report Résumés and Annual Index 1967, $27.35 


Name 





Address 








City 








CURRENT INDEX TO JOURNALS IN EDUCATION 


Published in cooperation with the National Institute of Education, CIJE is the most complete guide for current 
awareness of all important educational periodical literature. For the first time, detailed indexing for articles on 
over 500 education and related journals is available to you. Over 18,000 articles are indexed yearly. 


Directed to all librarians and educational researchers, CIJE includes: 


References to the most current periodical literature 
Brief annotations outlining the scope and substance of most articles indexed 
Subject, author, journal contents, and main entry indexes 


Please direct your order directly to: 


Macmillan Information 

A Division of Macmillan Publishing Co., Inc. 
866 Third Avenue 

New York, N.Y. 10022 


Examination copies of CIJE are available upon request. 


Current Index to Journals in Education 
Monthly 
Monthly with Annual Cumulation 
Semiannual Cumulation 


THESAURUS OF ERIC DESCRIPTORS 


The Thesaurus of ERIC Descriptors has been developed during the past 6 years under the auspices of the 
Educational Resources Information Center (ERIC) as an essential tool for users of Research in Education. This 
monthly, Semiannual, and hard cover edition, now being published by Macmillan Information, a Division of 
Macmillan Publishing Co., Inc., supersedes previous paperback editions. It contains all newly added descriptors, 
a descriptor group display, a descriptor listing, and rotated descriptor display as of March 1971. Also included is 
The Role and Function of a Thesaurus in Education by Dr. Frederick Goodman, Associate Professor of 
Education at the University of Michigan. This special article will bring to educators and other professionals the 
insight of one of the leading educators in the field of vocabulary development and communication. 


Searches of the ERIC system can be done more quickly and in greater depth by consulting the newest thesaurus. 
The Thesaurus of ERIC Descriptors may be purchased for $8.95 from: 


Macmillan Information 

A Division of Macmillan Publishing Co., Inc. 
866 Third Avenue 

New York, N.Y. 10022 





BOOKS TO HELP YOU USE ERIC EFFECTIVELY AND ECONOMICALLY 


ERIC EDUCATIONAL DOCUMENTS 
ABSTRACTS 


These four volumes bring together, in succinct abstract form, 
reports covering every current, significant topic in the field of 
education. They provide ready reference to trends and new 
curriculum developments, school operations, teaching meth- 
ods, library services, and literally hundreds of other subjects of 
urgent concern to professional educators. Each abstract cites 
the author, source, publication date, availability, and price of 
the original report; and most abstracts provide a clear, concise 
summary of the report’s contents and conclusions. 


The set includes all reports which have appeared in Research in 
Education, a monthly report announcement journal available 
through the Government Printing Office, from January 1968 
through December 1971, with accession numbers ED 012349 
through ED 054390. Calendar years are bound in separate 
volumes. 


Four volumes, 1968/1969/ 1970/1971 


Individual volumes $35 each 


ERIC EDUCATIONAL DOCUMENTS 
INDEX 


Gathered for the first time in one source are the indexes to all 
research documents in the ERIC collection: Research in 
Education, 1966 through 1971; The ERIC Catalog of Selected 
Documents on the Disadvantaged; and Office of Education 
Historical Reports, 1956 through 1965. The three volumes 
include documents ED 001001 through ED 054390, plus 
Subject and Author Indexes with complete titles and ERIC 
accession numbers (ED numbers). 


The ED numbers refer the user to abstracts published in 
Educational Documents Abstracts, to microfiche of the 
documents, and to copies of the original document obtainable 
from the ERIC Document Reproduction Service. 


Two volumes, 1966 — 1969, library binding 
One volume, 1970 — 1971, library binding 


Order from: 


THE ERIC INSTITUTION INDEX 


These volumes bring together, for the first time, the corporate 
author listings for the research documents in the ERIC 
collection: The ERIC Catalog of Selected Documents on the 
Disadvantaged, Office of Education Research Reports, 1956 
through 1965, Research in Education, 1966 through 1971. It 
includes documents ED 001001 through ED 054390. The 
Corporate Author Index includes complete titles and accession 
numbers. It is a useful companion volume to ERIC Educa- 
tional Documents Abstracts and the ERIC Educational Doc- 
uments Index (subjects and personal authors). $15 


ALSO OF INTEREST... 


CAREER EDUCATION 

An ERIC Bibliography 

Spring 1973 

EARLY CHILDHOOD EDUCATION 

An ERIC Bibliography 

Spring 1973 

ERIC INFORMATION ANALYSIS 
PRODUCTS 1967-1972 

February 1973 

LIBRARY AND INFORMATION SCIENCES 

An ERIC Bibliography 

November 1972 

SOCIAL STUDIES AND SOCIAL 
SCIENCE EDUCATION 

An ERIC Bibliography 

Spring 1973 


Macmillan Information 

A Division of Macmillan Publishing Co., Inc. 
866 Third Avenue 

New York, N.Y. 10022 





RICTAPESERICTOOLS 


and almost any segment of the master files is 
obtainable on Special Order. 





The files may be purchased individually or as a 
collection, and substantial discounts are available 
on annual subscriptions for updates. The files are 
written on new, high quality, 9-track tapes (600-, 
1200-, or 2400-ft., as appropriate) at either 1600 or 


HAVE A COMPUTER? 800 BPI and are guaranteed. Prices per tape reel 


start as low as $50. 


LOOK AT ERICTAPES! | no computer? 
ERIC) dale taxe hoe aialebte an aes | LOOK AT ERICTOOLS! : 


tape in a variety of formats and options from 
Leasco Systems & Research Corporation. Under For organizations without access to a computer, * 
special authorization from the National Institute of ERICTOOLS provide manual multi-viewpoint 
Education (DHEW), these tape files are offered at access to the ERIC document collection. ERIC- 
unusually low cost to encourage the widest possible TOOLS are a series of printed indexes, directories, 
dissemination. and cross-reference lists, which have heretofore 
y ; y 5 been available only internally to components of the 
The ERIC data base provides coverage of the sig- ; Seca y me , . A 
‘ie A : a : * ERIC network. The Title Index provides access by 
nificant literature in the field of education research. d F Eh aes eS dew is 
j : ocument title. Postings publications provide 

Report literature (announced in Research In Edu- os ae 2 ape ee : 

: 3 : access by: subject index terms, i.e., Descriptors 
cation) is covered from 1966 to date, and journal : ‘ fe 

: ; ; (controlled indexing vocabulary), and Identifiers 
article literature (announced in Current Index to ape ; : td 

; , ; (uncontrolled subject indexing); and institutional 
Journals in Education) is covered from 1969. ’ = : sage 
é sources, i.¢., corporate authors and sponsoring 

Monthly, quarterly, and annual updates are availa- wi mS cape Pa ee 

5 : agencies. Cross-reference lists lead the inquirer to 
ble for RIE, and quarterly and annual updates for ay: j 
Nae ailipron sapnin Scarce the accession number (ED number) from: Report 

° y P Number; Project Number; Contract Number; 

The basic files are available in either the ERIC Grant Number; and Clearinghouse Accession 
Format (IBM 360 OS) or in the Library of Con- Number. Also offered is the ERIC Operating 
gress MARC II Format. These files include the Manual, the rules, procedures and guidelines which 
complete resume (document description, indexing, keep the many components of the ERIC network 
and abstract or annotation) of each document synchronous with each other. 
announced in the respective journal, in accession 
number order. A variety of peripheral files, includ- 
ing Postings Files (inverted subject and source 
indexes) and the Thesaurus (controlled indexing 
vocabulary) are also available on magnetic tape, 








The documents are available individually and on 
annual subscription at a discounted price. Prices 
start from as low as $10 for some individual docu- 
ments. 


* Many of these documents are also valuable tools for computer 
searchers. 














For additional information, complete and mail the reply form or call: ERICTAPES/ERICTOOLS (301) 656-9723 
Leasco Systems & Research Corporation 4833 Rugby Avenue, Suite 303, Bethesda, Maryland 20014 


PLEASE SEND ME INFORMATION ON THE ITEMS CHECKED BELOW 
ERICTAPES Name 


REPORT RESU ME LINEAR FILES (ERIC Format) Research In 
Education (RIE) 

JOURNAL RESUME LINEAR FILES (ERIC Format) Current Organization 
Index to Journals in Education (CIJE) 

REPORT RESUME LINEAR FILES (MARC II Format) RIE 


JOURNAL RESUME LINEAR FILES (MARC II Format) CIJE 


PERIPHERAL FILES Postings Files (Descriptors, Identifiers, 
Sources); Thesaurus City 
SPECIAL ORDERS Back Files, Sequences, CH Collections, etc. 








Address 








State Zip 








OO ERIC Network Working Documents 


Title Index, Sources, Postings, Operating Manual, Indexes yee ‘ 
(Order forms will accompany all descriptive material) 
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@: HOW TO ORDER THE DOCUMENTS DESCRIBED IN 
RESEARCH IN EDUCATION 





Mail orders to: ERIC Document Reproduction Service 
Post Office Drawer O, Bethesda, Maryland 20014 


To order individual documents: 
@ Order by accession number (ED No.) 
@ Specify microfiche (MF) or hard copy (HC) 
@ Use the price schedule in the box below. ALL OTHER PRICES ARE OUT OF DATE. 
@ Enclose check or money order payable to EDRS 
@ Official institution, State, Federal government or company purchase orders accepted. 


PRICE LIST 





MICROFICHE (MF) HARD COPY (HC) 





Each ERIC Report — $0.65 
Microfiche (MF): is a 4” x 6” sheet 
of microfilm on which up to 98 pages 
of text are reproduced. 201-300 
Each additional 100 pages or 
portion thereof 














Standing Orders and back collections: 
Standing orders of microfiche copies of all ERIC Reports announced in each issue of Research in Education average 
$165 per month, at the rate of 11.1¢ per microfiche. Special collections are also available on microfiche. Prices are 
as follows: 

Back Collections 

Reports in Research in Education for 1966 and 1967 

Reports in Research in Education for 1968 

Reports in Research in Education for 1969 

Reports in Research in Education for 1970 

Reports in Research in Education for 1971 

Reports in Research in Education for 1972 

Entire Collection (1966-1972) 


Special Collections 

Office of Education Research Reports, 1956-65 

Pacesetters in Innovation, Fiscal Year 1966 

Pacesetters in Innovation, Fiscal Year 1967 

Pacesetters in Innovation, Fiscal Year 1968 

Selected Documents on the Disadvantaged 

Selected Documents in Higher Education 

Manpower Research: Inventory for Fiscal Years 1966 and 1967 
Manpower Research: Inventory for Fiscal Year 1968 
Manpower Research: Inventory for Fiscal Year 1969 


Please Note: 

1. All prices quoted above include shipment by Book or Library Rate postage within the continental U. S. The 
difference between that rate and First Class or Foreign postage (outside the continental U. S.) will be billed at cost. 
There is no handling charge for any order. 


i 2. Hard copy (HC) will be full page reproductions (8%” x 11”) stapled with heavy paper covers. E, 
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HOW TO ORDER ERIC PUBLICATIONS 


Purchase from: Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 





GPO Order Number and Price 





Research in Education Yearly Subscription 
Monthly Abstract Journal. Please send subscription orders separately from orders Domestic $38.00 
for other publications listed below. Foreign $47.50 

Single Issues 3 3.25 


Research in Education, 1967 Annual Index Reports (Order by title) $3.25 


Research in Education, 1967 Annual Index Projects (Order by title) $1.50 
Sie ain Indexes of first 14 issues of RIE November 1966-December 1967, 
titles 


Research in Education, Annual Index Reports (Order by title) $8.25 
January-December 1968, 8,803 titles 


Research in Education, Annual Index (Order by title) $6.25 
January-December 1969, 10,453 titles 


Research in Education, Annual Index (Order by title) $6.00 
January-December 1970 10,453 titles 


Research in Education, Annual Index... (Order by title) $7.60 
January- December 1971 12,330 titles 


Research in Education, Annual Index (Order by title) $10.50 
January- December 1972, 12,230 titles 


Rules for Thesaurus Preparation, September 1969 OE-12047 $.20 


Office of Education Research Reports, 1956-65, Resumés OE-12029 $1.75 
Abstracts of 1,214 research reports received by the Bureau of Research before the 
start of publication of RIE. 


Office of Education Research Reports, 1956-65, Indexes OE-12028 $2.00 
Indexes reports by author, institution, subject, and report numbers. 


ERIC Catalog of Selected Documents on the Disadvantaged. Subject Index OE-37002 $3.00 
Pacesetters in Innovation, Fiscal Year 1969 OE-20166 $1.50 


Manpower Research: Inventory for Fiscal Year 1969 OE-12036-69 $1.75 
Collection by Interagency Committee on Manpower Research covering 392 documents. 


Selected Documents in Higher Education, Number and Subject Index Not Available from GPO 


Order from EDRS 
Covers 845 documents. ED 012 110 


$3.29 (HC) $.65 (MF) 


How To Use ERIC OE-12037-E $.45 
A graphic aid to the use of the ERIC system 


Use mail order form on back of this. page. 








Mail order form to: 
Superintendent of Documents, U.S. Government Printing Office, Washington, D.C. 20402 


Enclosed find $______ (check or money order). Please send me: 


(CD Research in Education, 1967 Annual Index (Reports) —$3.25 

(CD Research in Education, 1967 Annual Index (Projects) —$1.50 

(D Research in Education, Annual Index for January-December 1968—$8.25 

OD Research in Education, Annual Index for January-December 1969—$6.25 

(C0 Research in Education, Annual Index for January—-December 1970—$6.00 

(CO Research in Education, Annual Index for January-December 1971—$7.0u 

(C Research in Education, Annual Index for January- December 1972—$10 .50 
(CD Rules for Thesaurus Preparation, OE—12U47—$0.20 

(CD Office of Education Research Reports, 1956-65, Résumés (OE-12029)—$1.75 
[) Office of Education Research Reports, 1956-65, Indexes (OE-12028 )—$2.00 
(— Catalog of Selected Documents on the Disadvantaged, Subject Index (OE-37002 )—-$3.00 
C Pacesetters in Innovation, Fiscal Year 1969 (OE-20166)—$ 1.50 

C Manpower Research: Inventory for Fiscal Year 1969 (OE-12036-69 )—$1.75 
(0 How To Use ERIC (OE-12037-E)—$0.45 





For use of Supt. Docs. 
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Address 
City, State, and ZIP Code 
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ERIC Clearinghouse 
abstracting, and indexing the documen 
interpretive summaries of research which ap 
Document Reproduction Service. Because ¢ 


S Each of the 18 clearinghouses, as well as acquiring, reviewing, 
ts announced in Research in Education, also prepares bibliographies and 
pear in Research in Education and are disseminated through the ERIC 
learinghouses have limited resources for providing detailed replies to 


inquiries for information on specific topics, educators are urged to subscribe to Research in Education and obtain the 


other ERIC publications to search for desired information. 


ERIC Clearinghouses and their addresses are listed below: 


ERIC CLEARINGHOUSES ON .... 


ADULT EDUCATION 
Syracuse University 
107 Roney Lane 
Syracuse, N.Y. 13210 


COUNSELING AND PERSONNEL SERVICES 
University of Michigan 

School of Education Building, Room 2108 
East University & South University Sts. 

Ann Arbor, Mich. 48104 


DISADVANTAGED 

Teachers College 

Columbia University 

1258 Amsterdam Ave., Box 40 
New York, N.Y. 10027 


EARLY CHILDHOOD EDUCATION 
University of Ilinois 

805 W. Pennsylvania Ave. 

Urbana, Ill. 61801 


EDUCATIONAL MANAGEMENT 
University of Oregon 
Eugene, Oreg. 97403 


EDUCATIONAL MEDIA AND TECHNOLOGY 
Stanford Center for Research and 

Development in Teaching 

Stanford, Calif. 94305 


EXCEPTIONAL CHILDREN 

The Council for Exceptional Children 
Jefferson Plaza No. 1, Suite 900 
1411 South Jefferson Davis High way 
Arlington, Va. 22202 


HIGHER EDUCATION 

George Washington University 

One Dupont Circle, N Wy Suite 630 
Washington, D.C. 20036 


JUNIOR COLLEGES 

University of California at Los Angeles 
Powell Library, Room 96 

405 Hilgard Ave. 

Los Angeles, Calif. 90024 


LANGUAGES AND LINGUISTICS 
Modern Language Association of America 
62 Fifth Ave. 

New York, N.Y. 10011 


LIBRARY AND INFORMATION SCIENCES 
American Society for Information Science 
1140 Connecticut Ave., N W, Suite 804 
Washington, D.C. 20036 


READING AND COMMUNICATION SKILLS 
National Council of Teachers of English 

1111 Kenyon Road 

Urbana, Ill. 61801 


RURAL EDUCATION AND SMALL SCHOOLS 
New Mexico State University 

Box 3 AP 

Las Cruces, N.M. 88003 


SCIENCE, MATHEMATICS, AND ENVIRONMENTAL 
EDUCATION 

Ohio State University 

400 Lincoln Tower 

Columbus, Ohio 43210 


SOCIAL STUDIES/SOCIAL SCIENCE EDUCATION 
Social Science Education Consortium, Inc. 

855 Broadway 

Boulder, Colo. 80302 


TEACHER EDUCATION 

American Association of Colleges for 
Teacher Education 

One Dupont Circle, N W, Suite 616 
Washington, D.C 20036 


TESTS, MEASUREMENT, AND EVALUATION 
Educational Testing Service 
Princeton, N.J. 08540 


VOCATIONAL AND TECHNICAL EDUCATION 
Ohio State University 

1960 Kenny;Road 

Columbus, Ohio 43210 
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